Digitized  by  the  Internet  Archive 
in  2009 


http://www.archive.org/details/icsreferencelibrOOinte 


I.  c  s. 

REFERENCE  LIBRARY 


a    SERIES    OF     TEXTBOOKS    PREPARED     FOR     THE     STUDENTS     OF     THE 

INTERNATIONAL    CORRESPONDENCE    SCHOOLS    AND    CONTAINING 

IN      PERMANENT      FORM      THE      INSTRUCTION      PAPERS. 

EXAMINATION    QUESTIONS,    AND    KEYS    USED 

IN     THEIR     VARIOUS     COURSES 


ARITHMETIC 

MENSURATION  AND  USE  OF  LETTERS  IN 

FORMULAS 

PRINCIPLES  OF  MECHANICS 

MACHINE  ELEMENTS 

MECHANICS  OF  FLUIDS 

STRENGTH  OF  MATERIALS 

ELEMENTS  OF  ELECTRICITY  AND  MAGNETISM 

HEAT  AND  STEAM 


6-     87:5 


SCRANTON 

INTERNATIONAL  TEXTBOOK  COMPANY 

1 


Copyright,  1897,  by  The  Colliery  Engineer  Company. 


Copyri£:ht,  1901,  1902,  1904,  by  International  Textbook  Company. 


Entered  at  Stationers'  Hall,  London. 


Arithmetic:  Copyright,  1893,  1894, 1895,  1896,  1897, 1898,  1899,  by  The  Colliery  Engi- 
neer Company.    Copyright,  1901,  by  International  Textbook  Company. 

Mensuration  and  Use  of  Letters  in  Formulas:  Copyright,  1894,  1895,  1897,  1898,  by 
The  Colliery  Engineer  Company. 

Principles  of  Mechanics:  Copyright,  1901,  by  International  Textbook  Company. 
Entered  at  Stationers'  Hall,  London. 

Machine  Elements:  Copyright,  1901,  by  International  Textbook  Company. 
Entered  at  Stationers'  Hall,  London. 

Mechanics  of  Fluids:  Copyright,  1901,  by  International  Textbook  Company. 
Entered  at  Stationers'  Hall,  London. 

Strength  of  Materials:  Copyright,  1901,  by  International  Textbook  Company. 
Entered  at  Stationers'  Hall,  London. 

Elements  of  Electricity  and  Magnetism:  Copyright,  1894,  1897,  by  The  Colliery 
Engineer  Company.  Copyright,  1901,  by  International  Textbook  Com- 
pany. 

Heat  and  Steam:  Copyright,  1894,  1895,  1898,  1900.  by  The  Colliery  Engineer 
Company.    Copyright,  1902,  by  International  Textbook  Company. 

Arithmetic,  Key :  Copyright,  1893, 1S94, 1896, 1897, 1898,  by  The  Colliery  Engineer 
Company. 

Mensuration  and  Use  of  Letters  in  Formulas,  Key :  Copyright,  1894,  1895,  bj-  The 
Colliery  Engineer  Company. 

Elements  of  Electricity  and  Magnetism,  Key:  Copyright,  1894,  1897,  by  The 
Colliery  Engineer  Company. 


All  rights  reserved. 


Printed  in  the  United  States. 


PREFACE 


Formerly  it  was  our  practice  to  send  to  each  student 
entitled  to  receive  them  a  set  of  volumes  printed  and  bound 
especially  for  the  Course  for  which  the  student  enrolled. 
In  consequence  of  the  vast  increase  in  the  enrolment,  this 
plan  became  no  longer  practicable  and  we  therefore  con- 
cluded to  issue  a  single  set  of  volumes,  comprising  all  our 
textbooks,  under  the  general  title  of  I.  C.  S.  Reference 
Library.  The  students  receive  such  volumes  of  this 
Library  as  contain  the  instruction  to  which  they  are  entitled. 
Lender  this  plan  some  volumes  contain  one  or  more  Papers 
not  included  in  the  particular  Course  for  which  the  student 
enrolled,  but  in  no  case  are  any  subjects  omitted  that  form 
a  part  of  such  Course.  This  plan  is  particularly  advan- 
tageous to  those  students  who  enroll  for  more  than  one 
Course,  since  they  no  longer  receive  volumes  that  are,  in 
some  cases,  practically  duplicates  of  those  they  already 
have.  This  arrangement  also  renders  it  much  easier  to 
revise  a  volume  and  keep  each  subject  up  to  date. 

Each  volume  in  the  Library  contains,  in  addition  to  the 
text  proper,  the  Examination  Questions  and  (for  those 
subjects  in  which  they  are  issued)  the  Answers  to  the 
Examination  Questions. 

In  preparing  these  textbooks,  it  has  been  our  constant 
endeavor  to  view  the  matter  from  the  student's  standpoint, 
and  try  to  anticipate  everything  that  would  cause  him 
trouble.  The  utmost  pains  have  been  taken  to  avoid  and 
correct  any  and  all  ambiguous  expressions — both  those  due 
to  faulty  rhetoric  and  those  due  to  insuflficiency  of  state- 
ment or  explanation.  As  the  best  way  to  make  a  statement, 
explanation,  or  description  clear  is  to  give  a  picture  or  a 
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diagram  in  connection  with  it,  illustrations  have  been  used 
almost  without  limit.  The  illustrations  have  in  all  cases 
been  adapted  to  the  requirements  of  the  text,  and  projections 
and  sections  or  outline,  partially  shaded,  or  full-shaded 
perspectives  have  been  used,  according  to  which  will  best 
produce  the  desired  results. 

The  method  of  numbering  pages  and  articles  is  such  that 
each  part  is  complete  in  itself;  hence,  in  order  to  make  the 
indexes  intelligible,  it  was  necessary  to  give  each  part  a 
number.  This  number  is  placed  at  the  top  of  each  page,  on 
the  headline,  opposite  the  page  number;  and  to  distinguish 
it  from  the  page  number,  it  is  preceded  by  a  section 
mark  (§).  Consequently,  a  reference,  such  as  ^3,  page  10, 
can  be  readily  fovmd  by  looking  along  the  inside  edges  of 
the  headlines  until  §  3  is  found,  and  then  through  §  3  until 
page  10  is  found. 
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ARITHMETIC. 

(PART  1.) 


defi:n^itio:n^s. 

1.  Aritlunetlc  is  the  art  of  reckoning,  or  the  jtudy  of 
numbers. 

2.  A  unit  is  one,  or  a  single  thing,  as  one,  one  bolt,  one 
pulley,  one  dozen. 

3.  A  number  is  a  unit,  or  a  collection  of  units,  as  one^ 
three  engines,  five  boilers. 

4.  The  unit  of  a  number  is  one  of  the  collection  of  units 
which  constitutes  the  number.  Thus,  the  unit  of  tivelve  is 
07ie,  of  tiventy  dollars  is  oyie  dollar,  of  one  hundred  bolts  is 
one  bolt. 

5.  A  concrete  number  is  a  number  applied  to  some 
particular  kind  of  object  or  quantity,  as  three  grate  bars, 
five  dollars,  ten  pounds . 

6.  An  abstract  number  is  a  number  that  is  not  applied 
to  any  object  or  quantity,  as  three,  five,  ten. 

7.  Like  numbers  are  numbers  which  express  units  of  the 
same  kind,  as  six  days  and  ten  days,  tvfo  feet  and  five  feet. 

8.  Unlike  numbers  are  numbers  which  express  units  of 
different  kinds,  as  ten  months  and  eight  miles,  seven  ivrenches 
and  five  bolts. 


KOTATIOK  A^D  ^njMERATIO:N^. 

9.  Numbers  are  expressed  in  three  ways:     (1)  by  words; 
(2)  by  figures;   (3)  by  letters. 

10.  Notation  is  the  art  of  expressing  numbers  by  figures 
or  letters. 

11.  I^umeratiou  is  the  art  of  reading  the  numbers  which 
have  been  expressed  by  figures  or  letters, 

§  1 
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%  ARITHMETIC.  §  1 

13.  The  Arabic  notation  is  the  method  of  expressing 
numbers  by  figures.  This  method  employs  ten  different 
figures  to  represent  numbers,  viz, : 

Figures       0123456789 

naught,  one    two   three  four  five     six  seven  eight  nine 
Names  cipher, 
or  zero. 

The  first  character  (0)  is  called  naught,  cipher,  or  zero, 

and  when  standing  alone  has  no  value. 

The  other  nine  figures  are  called  digits,  and  each  has  a 
value  of  its  own. 

Any  whole  number  is  called  an  integer. 

13.  As  there  are  only  ten  figures  used  in  expressing 
numbers,  each  figure  must  have  a  different  value  at  different 
times. 

14.  The  value  of  a  figure  depends  upon  its  position  in 
relation  to  other  figures. 

15.  Figures  have  simple  values,  and  local,  or  relative, 

values. 

16.  The  simple  value  of  a  figure  is  the  value  it  expresses 

when  standing  alone. 

17.  The  local,  or  relative,  value  of  a  figure  is  the 
increased  value  it  expresses  by  having  other  figures  placed 
on  its  right. 

For  instance,  if  we  see  the  figure  6  standing  alone, 

thus 6 

we  consider  it  as  six  units^  or  simply  six. 

Place  another  6  to  the  left  of  it ;  thus 66 

The  original  figure  is  still  six  units,  but  the  second 
figure  is  ten  times  G,  or  6  tens. 

If  a  third  6  be  now  placed  still  one  place  further 
to  the  left,  it  is  increased  in  value  ten  times  more, 

thus  making  it  6  hundreds 666 

A  fourth  6  would  be  6  thousands 6666 

A  fifth  6  would  be  6  tens  of  thousands,  or  sixty- 
thousand  66666 

A  sixth  0  would  be  6  hundreds  of  thousands  .   .      666666 
A  seventh  6  would  be  6  milUons 6666666 
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The  entire  line  of  seven  figures,  is  read  six  millions  six 
Imndred  sixty-six  thousands  six  hundred  sixty-six. 

18.  The  increased  value  of  each  of  these  figures  is  its 
local,  or  relative,  value.  Each  figure  is  ten  times  greater  in 
value  than  the  one  immediately  on  its  right. 

19.  The  ciplier  (0)  has  no  value  itself,  but  it  is  useful 
in  determining  the  place  of  other  figures.  To  represent  the 
wwwih^x  four  Jiundrcd  five,  two  digits  only  are  necessary,  one 
to  represent  four  hundred  and  the  other  to  represent  five 
units ;  but  if  these  two  digits  are  placed  together,  as  45,  the  4 
(being  in  the  second  place)  will  mean  4  tens.  To  mean  4  hiin- 
dreds,  the  4  should  have  two  figures  on  its  right,  and  a  cipher 
is  therefore  inserted  in  the  place  usually  given  to  tens,  to  show 
that  the  number  is  composed  of  hundreds  and  U7iits  only,  and 
that  there  are  no  tens.  Four  hundred  five  is  therefore  ex- 
pressed as  405.  If  the  number  \vt\'e  four  thousand  five,  two 
ciphers  would  be  inserted;  thus,  4005.  If  it  were  four  hun- 
dred fifty,  it  would  have  the  cipher  at  the  right-hand  side  to 
show  that  there  were  no  units,  and  only  hundreds  and  tens; 
thus,  450.     Four  thousand  fifty  would  be  expressed  4050. 

20.  In  reading  figures,  it  is  usual  to  point  off  the.  number 
into  groups  of  three  figures  each,  beginning  at  the  right- 
hand,  or  units,  column,  a  comma  (,)  being  used  to  point  oflE 
these  groups. 
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In  point ifig  ofi^  these  figures,  begin  at  the  right-hand  figure 
and  count — unitSy  tens  of  units,  hundreds  of  units;  the  next 
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group  of  three  figures  is  thousands ;  therefore,  we  insert  a 
comma  (,)  before  beginning  with  them.  Beginning  at  the 
figure  5,  we  say  thousands^  tens  of  tJwusands^  hundreds  of 
thousands,  and  insert  another  comma.  We  next  read  millions, 
tens  of  millions,  hundreds  of  millions  (insert  another  comma), 
billions,  tens  of  billions,  hundreds  of  billions. 

The  entire  line  of  figures  would  be  read:  Four  hundred 
thirty-two  billions  one  hundred  ninety-eight  millions  sevefi 
hundred  sixty-five  thousands  four  hundred  thirty-two.  When 
we  thus  readz.  line  of  figures,  it  is  called  numeration,  and  if  the 
numeration  be  changed  back  to  figures,  it  is  called  notation. 

For  instance,  the  writing  of  the  following  figures, 

72,584,623, 

would  be  the  notation,  and  the  numeration  would  be  seventy- 
ttvo  millions  five  hundred  eighty-four  thousands  six  hundred 
twenty-three. 

31.  Note. — It  is  customary  to  leave  the  "s"  off  the  words 
millions,  thousands,  etc.  in  cases  like  the  above,  both  in  speaking  and 
writing;  hence,  the  above  would  usually  be  expressed  seventy-two 
million  five  hundred  eighty-four  thousand  six  hundred  twenty-three. 

33.  The  four  fundamental  processes  of  arithmetic  are 
addition,  subtraction,  multiplication,  and  division.  They  are 
called  fundamental  processes  because  all  operations  in  arith- 
metic are  based  upon  them. 


additio:n^. 

33.  Addition  is  \\i&  process  of  finding  the  sum  of  two  or 
more  numbers.  The  sign  of  addition  is  -f .  It  is  read  plus, 
and  means  more.  Thus,  5  +  6  is  read  5  plus  6,  and  means 
that  5  and  6  are  to  be  added. 

34.  The  sign  of  equality  is  =.  It  is  read  equals  or  is 
equal  to.  Thus,  5  -|-  6  =  11  may  be  read  5 plus  6  equals  11, 
or  5  plus  6  is  equal  to  11. 

35.  Like  numbers  can  be  added ;  unlike  numbers  cannot 
be  added.  6  dollars  can  be  added  to  7  dollars,  and  the 
sum  will  be  13  dollars;  but  6  dollars  cannot  be  added  to 
7  feet. 
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26.  The  following  table  gives  the  sum  of  any  two 
numbers  from  1  to  I'i;  it  should  be  carefully  committed  to 
memory : 


1  and    1  is    2 

2  and    1  is    3 

3  and    1  is    4 

4  and    1  is    5 

1  and    2  is    3 

2  and    2  is    4 

3  and    2  is    5 

4  and    2  is    6 

1  and    3  is    4 

2  and    3  is    5 

3  and    3  is    6 

4  and    3  is    7 

1  and    4  is    5 

2  and    4  is    6 

3  and    4  is    7 

4  and    4  is    8 

1  and    5  is    6 

2  and    5  is    7 

3  and    5  is    8 

4  and    5  is    9 

1  and    6  is    7 

2  and    6  is    8 

3  and    6  is    9 

4  and    6  is  10 

1  and    7  is    8 

2  and    7  is    9 

3  and    7  is  10 

4  and    7  is  11 

1  and    8  is    9 

2  and    8  is  10 

3  and    8  is  11 

4  and    8  is  12 

1  and    9  is  10 

2  and    9  is  11 

3  and    9  is  12 

4  and    9  is  13 

land  10  is  11 

2  and  10  is  12 

3  and  10  is  13 

4  and  10  is  14 

1  and  11  is  12 

2  and  11  is  13 

3  and  11  is  14 

4  and  11  is  15 

1  and  12  is  13 

2  and  12  is  14 

3  and  12  is  15 

4  and  12  is  16 

5  and    1  is    6 

6  and    1  is    7 

7  and    1  is    8 

8  and    1  is    9 

5  and    2  is    7 

6  and    2  is    8 

7  and    2  is    9 

8  and    2  is  10 

5  and    3  is    8 

6  and    3  is    9 

7  and    3  is  10 

8  and    3  is  11 

5  and    4  is    9 

G  and    4  is  10 

7  and    4  is  11 

8  and    4  is  12 

5  and    5  is  10 

6  and    5  is  11 

7  and    5  is  12 

8  and    5  is  13 

5  and    6  is  11 

6  and    6  is  12 

7  and    6  is  13 

8  and    6  is  14 

5  and    7  is  12 

6  and    7  is  13 

7  and    7  is  14 

8  and    7  is  15 

5  and    8  is  13 

6  and    8  is  14 

7  and    8  is  15 

8  and    8  is  16 

5  and    9  is  14 

6  and    9  is  15 

7  and    9  is  16 

8  and    9  is  17 

5  and  10  is  15 

6  and  10  is  16 

7  and  10  is  17 

8  and  10  is  18 

5  and  11  is  16 

6  and  11  is  17 

7  and  11  is  18 

8  and  11  is  19 

5  and  12  is  17 

'    6  and  12  is  18 

7  and  12  is  19 

8  and  12  is  20 

9  and    1  is  10 

10  and    1  is  11 

11  and    1  is  12 

12  and    1  is  13 

9  and    2  is  11 

10  and    2  is  12 

Hand    2  is  13 

12  and    2  is  14 

9  and    3  is  12 

10  and    3  is  13 

11  and    3  is  14 

12  and    3  is  15 

9  and    4  is  13 

10  and    4  is  14 

11  and    4  is  15 

12  and    4  is  16 

9  and    5  is  14 

10  and    5  is  15 

11  and    5  is  16 

12  and    5  is  17 

9  and    6  is  15 

10.  and    6  is  16 

Hand    6  is  17 

12  and    6  is  18 

9  and    7  is  1(5 

10  and    7  is  17 

11  and    7  is  18 

12  and    7  is  19 

9  and    8  is  17 

10  and    8  is  IS 

11  and    8  is  19 

12  and    8  is  20 

9  and    9  is  18 

10  and    9  is  19 

11  and    9  is  20 

12  and    9  is  21 

9  and  10  is  19 

10  and  10  is  20 

11  and  10  is  21 

12  and  10  is  22 

9  and  11  is  20 

10  and  11  is  21 

Hand  11  is  22 

12  and  11  is  23 

9  and  12  is  21 

10  and  12  is  22 

11  and  12  is  23 

12  and  12  is  24 

27,  For  addition,  place  the  numbers  to  be  added  directly 
under  one  another,  taking  care  to  place  unifs  under  units, 
tens  under  tejis,  Jiundreds  under  hundreds,  and  so  on. 

When  the  numbers  are  thus  written,  the  right-Jiand  figure 
of  one  number  is  placed  directly  under  the  right-hand  figure 
of  the  one  above  it,  thus  bringing  units  under  units,  tens 
under  tens,  etc      Proceed  as  in  the  following  examples: 


ARITHMETIC. 

28.     Example.— What  is  the  sum  of  131,  222,  21,  2,  and  413  ? 

Solution. —  13  1 

223 

21 

2 

413 


sum  7  8  9    Ans. 

Explanation. — After  placing  the  numbers  in  proper 
order,  begin  at  the  bottom  of  the  right-hand,  or  units,  col- 
umn and  add;  thus,  3  +  2  +  1  +  2  +  1  =  9,  the  sum  of  the 
numbers  in  units  column.  Place  the  9  directly  beneath  as 
the  first,  or  units,  figure  in  the  sum. 

The  sum  of  the  numbers  in  the  next,  or  tens,  column 
equals  8  tens,  which  is  the  second,  or  tens,  figure  in  the 
sum. 

The  sum  of  the  numbers  in  the  next,  or  hundreds,  col- 
umn equals  7  hundreds,  which  is  the  third,  or  hundreds, 
figure  in  the  sum. 

The  sum,  or  answer,  is  789. 

39.     Example.— What  is  the  sum  of  425,  36,  9,215,  4,  and  907  ? 

Solution, —  4  2  5 

36 

9215 

4 

907 


27 

60 

1500 

9000 

sum  10  5  8  7    Ans. 

Explanation. — The  sum  of  the  numbers  in  the  first,  or 
units,  column  is  27  units;  i.  e.,  2  tens  and  7  units.  Write  27 
as  shown.  The  sum  of  the  numbers  in  the  second,  or  tens, 
column  is  6  tens,  or  60.  Write  60  underneath  27  as  shown. 
The  sum  of  the  numbers  in  the  third,  or  hundreds,  column 
is  15  hundreds,  or  1,500.  Write  1,500  under  the  two  pre- 
ceding results  as  shown.  There  is  only  one  number  in  the 
fourth,  or  thousands,   column,    9,    which   represents    9,000. 
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Write  9,000  under  the  three  preceding  results.  Adding 
these  four  results,  the  sum  is  10,587,  which  is  the  sum  of  425, 
36,  9,215,  4,  and  907. 

30.     The  addition  may  also  be  performed  as  follows: 

425 

36 

9215 

4 

907 


sum  10  5  8  7    Ans. 

Explanation. — The  sum  of  the  numbers  in  units  col- 
umn =  27  units,  or  2  tens  and  7  units.  Write  the  7  units 
as  the  first,  or  right-hand,  figure  in  the  sum.  Reserve  the 
2  tens  and  add  them  to  the  figures  in  tens  column.  The 
sum  of  the  figures  in  the  tens  column  plus  the  2  tens 
reserved  and  carried  from  the  units  column  is  8,  which  is 
written  down  as  the  second  figure  in  the  sum.  There  is 
nothing  to  carry  to  the  next  column,  because  8  is  less 
than  10.  The  sum  of  the  numbers  in  the  next  column  is 
15  hundreds,  or  1  thousand  and  5  hundreds.  Write  down 
the  5  as  the  third,  or  hundreds,  figure  in  the  sum  and  carry 
the  1  to  the  next  column.  1  -f  9  =  10,  which  is  written 
down  at  the  left  of  the  other  figures. 

The  second  method  saves  space  and  figures,  but  the  first 
is  to  be  preferred  when  adding  a  long  column. 

31.     Example. — Add  the  numbers  in  the  column  below  : 

Solution. —  8  9  0 

82 

90 
393 
281 

80 
770 

83 
492 

80. 
383 

84 
1  91 


sunt  3  8  9  9     Ans. 
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Explanation. — The  sum  of  the  digits  in  the  first  column 
equals  19  units,  or  1  ten  and  9  units.  Write  the  9  and 
carry  1  to  the  next  column.  The  sum  of  the  digits  in  the 
second  column  +  the  1  carried  from  the  first  column  is 
109  tens,  or  10  hundreds  and  9  tens.  Write  down  the  9  and 
carry  the  10  to  the  next  column.  The  sum  of  the  digits  in 
this  column  plus  the  10  carried  from  the  second  column  is  38. 

The  entire  sum  is  3,899, 

32.  Rule. — I.  Begin  at  the  right,  add  each  column 
separately,  and  write  the  sum,  if  it  be  only  one  figure,  under 
the  column  added. 

II.  If  the  sum  of  any  colum?i  consists  of  tzvo  or  more  fig- 
ures, put  the  rigJit-Jiand  figure  of  the  sum  under  that  column 
and  add  the  remaitiing  figure  or  figures  to  the  next  column. 

33.  Proof. —  To  prove  addition,  add  each  column  from 
top  to  bottom.  If  you  obtain  the  same  result  as  by  adding 
from  bottom  to  top,  the  work  is  probably  correct. 


Ans. 


EXAMPLES  FOB  PRACTICE. 

34.     Find  the  sum  of: 

(a)  104  +  203  +  613  +  214. 

(J))  1,875  +  3,143  +  5,826  +  10,832, 

ic)  4,865  +  2,145  +  8,173  +  40,084. 

{d)  14,204  +  8,173  +  1,065  +  10,042. 

{,€)  10,832  +  4,145  +  3,133  +  5,872. 

(/)  214  +  1,231  +  141  +  5,000. 

{g)  123  +  104  +  425  +  126  +  327. 

(h)  6,354  +  2,145  +  2,042  +  1,111  +  3,333. 

1.  A  week's  record  of  coal  burned  in  an  engine  room  is  as  fal- 
lows: Monday,  1,800  pounds;  Tuesday,  1,655  pounds;  Wednesday, 
1,725  pounds;  Thursday,  1,690  pounds;  Friday,  1,648  pounds;  Satur- 
day, 1,020  pounds.     How  much  coal  was  burned  during  the  week  ? 

Ans.  9,538  lb. 

2.  A  steam  pump,  in  one  hour,  pumps  out  of  a  cistern  4,200  gal- 
lons; in  the  next  hour,  5,420  gallons;  and  in  45  minutes  more  an  addi- 
tional 3,600  gallons,  when  the  cistern  becomes  empty.  How  many 
gallons  were  in  the  cistern  at  first  ?  Ans.  13,220  gal. 


[(«) 

1,134. 

ib) 

21,676. 

W 

55,267. 

{d) 

33,484. 

(e) 

23,982. 

if) 

6,586. 

ig) 

1,105. 

{k) 

14,985. 
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3.  What  is  the  total  cost  of  a  steam  plant,  the  several  items  of 
expense  being  as  follows:  steam  engine,  §900;  boiler,  §775;  fittings 
and  connections,  §225;  erecting  the  plant.  §125;  engine  house,  §650  ? 

Ans.  §2.675. 


SUBTRACTION. 

35.  In  arithmetic,  subtraction  is  the  process  of  finding 
how  much  greater  one  number  is  than  another. 

The  greater  of  the  two  numbers  is  called  the  niiiuieiKl. 

The  smaller  of  the  two  numbers  is  called  the  subtra- 
hend. 

The  number  left  after  subtracting  the  subtrahend  from 
the  minuend  is  called  the  difference,  or  remainder. 

36.  The  sign  of  subtraction  is  — .  It  is  read  minus, 
and  means  less.  Thus,  12  —  7  is  read  12  minus  7,  and  means 
that  7  is  to  be  taken  from  12. 

37.  Example.— From  7.568  take  3,425. 
Solution. —  minuend    7  5  6  8 

subtrahend    3  4  2  5 


remainder    414  3    Ans. 

Explanation, — Begin  at  the  right-hand,  or  units,  column 
and  subtract  in  succession  each  figure  in  the  subtrahend 
from  the  one  directly  above  it  in  the  minuend,  and  write 
the  remainders  below  the  line.  The  result  is  the  entire 
remainder. 

38.  When  there  are  more  figures  in  the  minuend  than 
in  the  subtrahend,  and  when  some  figures  in  the  minuend 
are  less  than  the  figures  directly  under  them  in  the  sub- 
trahend, proceed  as  in  the  following  example: 

Example. — From  8.453  take  844. 

Solution. —  minuend    8  4  5  3 

subtrahend       8  4  4 


remainder    7  6  0  9    Ans. 

Explanation. — Begin  at  the   right-hand,   or  units,  col- 
umn to  subtract.      We   cannot   take  4  from   3,   and  must, 
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therefore,  borrow  1  from  5  in  tens  column  and  annex  it  to 
the  3  in  units  column.  The  1  ten  =  10  units,  which  added 
to  the  3  in  units  column  =  13  units.  4  from  13  =  9,  the 
first,  or  units,  figure  in  the  remainder. 

Since  we  borrowed  1  from  the  5,  only  4  remains ;  4  from 
4  =  0,  the  second,  or  tens,  figure.  We  cannot  take  8  from  4, 
so  borrow  1  thousand,  or  10  hundreds,  from  8;  10  hundreds 
+  4  hundreds  =  14  hundreds,  and  8  from  14  =  6,  the  third, 
or  hundreds,  figure  in  the  remainder. 

Since  we  borrowed  1  from  8,  only  7  remains,  from  which 
there  is  nothing  to  subtract ;  therefore,  7  is  the  next  figure 
in  the  remainder,  or  answer.   ■ 

The  operation  of  borrowing  is  placing  1  before  the  figure 
following  the  one  from  which  it  is  borrowed.  In  the  above 
example  the  1  borrowed  from  5  is  placed  before  3,  making 
it  13,  from  which  we  subtract  4.  The  1  borrowed  from  8  is 
placed  before  4,  making  14,  from  which  8  is  taken. 

39.      Example.— Find  the  difference  between  10,000  and  8,763. 
Solution. —  mmueud    10  0  0  0 

subtrahe7id       8  7  6  3 


remainder  12  3  7  Ans. 
Explanation. — In  the  above  example  we  borrow  1  from 
the  second  column  and  place  it  before  0,  making  10 ;  3  from 
10  =  7.  In  the  same  way  we  borrow  1  and  place  it  before 
the  next  cipher,  making  10;  but  as  we  have  borrowed  1 
from  this  column  and  have  taken  it  to  the  units  column, 
only  9  remains  from  which  to  subtract  6 ;  6  from  9  =  3. 
For  the  same  reason  we  subtract  7  from  9  and  8  from  9 
for  the  next  two  figures,  and  obtain  a  total  remainder  of 
1,237. 

40,  Rule. — Place  the  subtrahend  {or  smaller^  tiuniber 
under  the  minuend  {or  large?')  number,  in  the  same  manner 
as  for  addition,  and  proceed  as  in  Arts.  37,  38,  a)idS9, 

41,  Proof. —  To  prove  an  example  in  subtraction,  add  the 
subtrahend  and  the  remainder.  The  sum  should  equal  the 
minuend.  If  it  does  not,  a  mistake  has  been  made,  and 
the  work  should  be  done  over. 
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Proof  of  the  above  example : 

subtrahend       8  7  6  3 
remainder       12  3  7 


minuend    10  0  0  0 


EXA]MPL,ES    FOR    PRACTICE. 


42.      From : 


Ans. 


(«) 

31,704 

(b) 

27,890. 

{c) 

13,723. 

id) 

10,396. 

{e) 

208,324 

(/) 

67,253. 

(^) 

17,484. 

(.h) 

4. 

frt)  94,278  take  62,574. 

(^b)  53,714  take  25,824. 

(<r)  71,832  take  58,109. 

{d)  20,804  take  10,408. 

{e)  310,465  take  102,141. 

(/)  (81,043  +  1,041)  take  14,831. 

{g)  (20,482  +  18,216)  take  21,214. 

{k)  (2,040  +  1,213  +  542)  take  3,791. 

1.  A  cistern  is  fed  by  two  pipes  which  supply  1,200  and  2,250  gallons 
per  hour,  respectively,  and  is  being  emptied  by  a  pump  which  delivers 
5,800  gallons  per  hour.  Starting  with  8,000  gallons  in  the  cistern,  how 
much  water  does  it  contain  at  the  end  of  an  hour  ?  Ans.  5,650  gal. 

2.  A  train  in  running  from  New  York  to  Buffalo  travels  38  miles  the 
first  hour,  42  the  second,  39  the  third,  56  the  fourth,  52  the  fifth,  and  48 
the  sixth  hour.  How  many  miles  remain  to  be  traveled  at  the  end  of 
the  si.xth  hour,  the  distance  between  the  two  places  being  410  miles  ? 

Ans.  135  mi. 

3.  On  Monday  morning  a  bank  had  on  hand  $2,862.  During  the 
day  SI, 831  were  deposited  and  $2,172  drawn  out;  on  Tuesday,  $3,126 
were  deposited  and  $1,954  drawn  out.  How  many  dollars  were  on  hand 
Wednesday  morning  ? .  Ans.  $3,693. 


MULTIPLICATION. 

43.  To  multiply  a  number  is  to  add  it  to  itself  a  certain 
number  of  times. 

44.  Multiplication  is  the  process  of  multiplying  one 
number  by  another. 

The  number  thus  added  to  itself,  or  the  number  to  be 
multiplied,  is  called  the  innltiplicand. 

The  number  which  shows  how  many  times  the  multiplicand 
is  to  be  taken,  or  the  number  by  which  we  multiply^  is  called 
the  multiplier. 

The  result  obtained  by  multiplying  is  called  the  product. 
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45.     In  the  following  table,  the  product  of  any  two  num- 
bers (neither  of  which  exceeds  12)  may  be  found: 


1  times 

1  is 

1 

2  times 

1  1 

s 

2 

S  times    1  is 

3 

1  times 

2  is 

2 

2  times 

2i 

s 

4 

S  times    2  is 

6 

1  times 

Sis 

3 

2  times 

3] 

s 

6 

3  times    3  is 

9 

1  times 

4  is 

4 

2  times 

4] 

s 

8 

3  times    4  is 

13 

1  times 

5  is 

5 

2  times 

5i 

s 

10 

3  times    5  is 

15 

1  times 

6  is 

6 

2  times 

6] 

s 

12 

3  times    6  is 

18 

1  times 

7  is 

7 

2  times 

7] 

s 

14 

3  times    7  is 

21 

1  times 

Sis 

8 

2  times 

8] 

s 

16 

3  times    8  is 

24 

1  times 

9  is 

9 

2  times 

9 

s 

18 

3  times    9  is 

27 

1  times 

10  is 

10 

2  times  10  i 

s 

20 

3  times  10  is 

30 

1  times  11  is 

11 

2  times  11 

s 

22 

3  times  11  is 

33 

1  times  12  is 

12 

2  times  12 

s 

24 

3  times  12  is 

36 

4  times 

lis 

4 

5  times 

1 

s 

5 

6  times    1  is 

6 

4  times 

2  is 

S 

5  times 

2 

s 

10 

6  times    2  is 

12 

4  times 

Sis 

12 

5  times 

3 

s 

15 

6  times    3  is 

18 

4  times 

4  is 

16 

5  times 

4 

s 

20 

6  times    4  is 

24 

4  times 

5  is 

20 

5  times 

5 

s 

25 

6  times    5  is 

SO 

4  times 

6  is 

24 

5  times 

6 

s 

30 

6  times    6  is 

36 

•4  times 

7  is 

28 

5  times 

7 

s 

35 

6  times    7  is 

42 

4  times 

Sis 

32 

5  times 

8 

s 

40 

6  times    8  is 

48 

4  times 

9  is 

36 

5  times 

9 

s 

45 

6  times    9  is 

54 

4  times  10  is 

40 

5  times  10 

s 

50 

6  times  10  is 

60 

4  times  11  is 

44 

5  times  11 

s 

55 

6  times  11  is 

66 

4  times  12  is 

48 

5  times  12 

s 

60 

6  times  12  is 

72 

7  times 

lis 

7 

8  times 

1 

,s 

8 

9  times    1  is 

9 

7  times 

2  is 

14 

8  times 

2 

s 

16 

9  times    2  is 

18 

7  times 

Sis 

21 

8  times 

3 

s 

24 

9  times    3  is 

27 

7  times 

4  is 

28 

8  times 

4 

s 

32 

9  times    4  is 

36 

7  times 

5  is 

35 

8  times 

5 

s 

40 

9  times    5  is 

45 

7  times 

6  is 

42 

8  times 

6 

s 

48 

9  times    6  is 

54 

7  times 

7  is 

49 

8  times 

7 

s 

56 

9  times    7  is 

63 

7  times 

Sis 

56 

8  times 

8 

,s 

64 

9  times    8  is 

72 

7  times 

9  is 

63 

8  times 

9 

s 

72 

9  times    9  is 

81 

7  times  10  is 

70 

8  times  10 

s 

SO 

9  times  10  is 

90 

7  times  11  is 

77 

8  times  11 

s 

88 

9  times  11  is 

99 

7  times  12  is 

84 

8  times  12 

is 

96 

9  times  12  is 

108 

10  times 

1  is 

10 

11  times 

1 

s 

11 

12  times    1  is 

13 

10  times 

2  is 

20 

11  times 

2 

s 

22 

12  times    2  is 

24 

10  times 

Sis 

SO 

11  times 

3 

s 

33 

12  times    3  is 

36 

10  times 

4  is 

40 

11  times 

4 

s 

44 

12  times    4  is 

48 

10  times 

5  is 

50 

11  times 

5 

s 

55 

12  times    5  is 

60 

10  times 

6  is 

60 

11  times 

6 

s 

66 

12  times    6  is 

72 

10  times 

7  is 

70 

11  times 

7 

s 

77 

12  times    7  is 

84 

10  times 

8  is 

80 

11  times 

8 

s 

88 

12  times    8  is 

96 

10  times 

9  is 

90 

11  times 

9 

s 

99 

12  times    9  is 

108 

10  times  10  is 

100 

11  times  10 

s 

110 

12  times  10  is 

120 

10  times  11  is 

110 

11  times  11 

s 

121 

12  times  11  is 

132 

10  times  12  is 

120 

11  times  12 

IS 

132 

12  times  12  is 

144 

This  table  should  be  carefully  Committed  to  memory. 
Since  0  has  no  value,  the  product  of  0  and  any  number  is  0. 
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46.  The  sign  of  multiplication  is  X  .  It  is  read  times  or 
multiplied  by.  Thus,  9  X  6  is  read  9  times  6,  or  0  multi- 
plied by  6. 

47.  It  matters  not  in  what  order  the  numbers  to  be 
multiplied  together  are  placed.  Thus,  6  X  9  is  the  same 
as  9  X  6. 

48.  To  multiply  a  numbei*  by  one  figure  only : 

Example. — Multiply  425  by  5. 
Solution.— «  jnultiph'cand       4  2  5 

jnultiplier  5 

product    2  12  5    Ans. 

Explanation. — For  convenience,  the  multiplier  is  gener- 
ally written  under  the  right-hand  figure  of  the  multiplicand. 
On  looking  in  the  multiplication  table,  we  see  that  5  X  5  is  25. 
Multiplying  the  first  figure  at  the  right  of  the  multiplicand, 
or  5,  by  the  multiplier  5,  it  is  seen  that  5X5  units  is  25  units, 
or  2  tens  and  5  units.  Write  the  5  units  in  units  place  in  the 
product  and  reserve  the  2  tens  to  add  to  the  product  of  tens. 
Looking  in  the  multiplication  table  again,  we  see  that  5x2 
is  10.  Multiplying  the  second  figure  of  the  multiplicand  by 
the  multiplier  5,  we  see  that  5  times  2  tens  is  10  tens,  which, 
plus  the  2  tens  reserved,  is  12  tens,  or  1  hundred  and  2  tens. 
Write  the  2  tens  in  tens  place  and  reserve  the  1  hundred  to 
add  to  the  product  of  hundreds.  Again,  we  see  by  the  multi- 
plication table  that  5  X  4  is  20.  Multiplying  the  third,  or 
last,  figure  of  the  multiplicand  by  the  multiplier  5,  we  see 
that  5  times  4  hundreds  is  20  hundreds,  which,  plus  the 
1  hundred  reserved,  is  21  hundreds,  or  2  thousands  and 
1  hundred,  which  we  write  in  thousands  and  hundreds  places, 
respectively. 

Hence,  the  product  is  2,125. 

This  result  is  the  same  as  adding  425  five  times.     Thus, 

425 
425 
425 
425 

425 


sum     2  12  5  Ans. 


14 


ARITHMETIC. 


EXAMPLES  EOR  PRACTICE. 

49.     Find  the  product  of: 


(>5) 


61,483  X6. 

12.375  X  5. 
10,426  X  7. 
10.885  X  3. 

98.376  X  4. 
10,873  X  8. 
71,543  X  9. 

218,734  X  2. 


Ans.  - 


r(«) 

368,898. 

{b) 

61,875. 

(^) 

72,982. 

(^) 

32,505. 

(^) 

393,504 

(/) 

86,984. 

(.^-) 

643,887 

WD 

437,468 

1.  A  stationary  engine  makes  5,520  revolutions  per  hour.  Running 
9  hours  a  day,  5  days  in  the  week,  and  5  hours  on  Saturday,  how  many 
revolutions  would  it  make  in  4  weeks  ?  Ans.  1,104,000  rev. 

2.  An  engineer  earns  $650  a  year  and  his  average  expenses  are  $548. 
How  much  could  he  save  in  8  years  at  that  rate  ?  Ans.   $816. 

8.  The  connection  between  an  engine  and  boiler  is  made  up  of 
5  lengths  of  pipe,  three  of  which  are  12  feet  long,  one  2  feet  6  inches 
long,  and  one  8  feet  6  inches  long.  If  the  pipe  weighs  9  pounds  per 
foot,  what  is  the  total  Aveight  of  the  pipe  used  ?  Ans.  423  lb. 


50,     To  multiply  a  numljer  by  two  or  more  figures ; 

Example. — Multiply  475  by  234. 

Solution. —        multiplicand  4  7  5 

multiplier  2  3  4 

1  900 
1  425 
950 

product    11115  0    Ans. 

Explanation. — For  convenience,  the  multiplier  is  gen- 
erally written  under  the  multiplicand,  placing  units  under 
units,  tens  under  tens,  etc. 

We  cannot  multiply  by  234  at  one  operation ;  we  must, 
therefore,  multiply  by  the  parts  and  then  add  the  partial 
products. 

The  parts  by  which  we  are  to  multiply  are  4  units,  3  tens, 
and    2    himdreds.     4   times    475  =  1,900,    the  first  partial 
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product ;  3  times  475  =  1,425,  the  secojid partial  product,  the 
right-hand  figure  of  wJiicJi  is  written  directly  under  the  fig- 
ure uiultiplied  by ,  or  3;  2  times  475=  950,  the  third  partial 
product,  the  right-liand  figure  of  which  is  written  directly 
under  the  figure  multiplied  by,  or  2. 

The  sum  of  these  three  partial  products  is  111,150,  which 
is  the  entire  product. 

51.  Rule. — I.  Write  the  inulttplier  tinder  the  multipli- 
cand, so  that  units  are  u)ider  units,  tens  under  tens,  etc. 

II.  Begin  at  the  right  and  multiply  each  figure  of  the 
multiplicand  by  each  successive  figure  of  the  multiplier,  pla- 
cing the  right-hand  figure  of  each  partial  product  directly 
under  the  figure  used  as  a  multiplier. 

III.  The  sum  of  the  partial  products  will  equal  the 
required  product. 

52.  Proof. — Review  the  work  carefully,  or  multiply  the 
multiplier  by  the  multiplicand ;  if  the  results  agree,  the  work 
is  correct. 

53.  When  there  is  a  cipher  in  the  multiplier,  multiply  by 
it  the  same  as  with  the  other  figures;  since  the  result  will 
be  zero,  place  a  cipher  under  the  cipher  in  the  multiplier  and 
write  the  next  partial  product  to  the  left  of  it,  as  shown 
below : 

(a)  (*)  ic)  (d) 

0  2  15  708 

XO  XO  X     0  X       0 

0    Ans.  0    Ans.  0    Ans.  0    Ans. 

W  (/)  U) 

8114  4008  31264 

208  305  1002 


9342  20040  62528 

62280  120240  3126400 


632142  Ans.      1222440  Ans.       31826528  Ans. 
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EXAMPLES  FOR  PRACTICE. 

54,     Find  the  product  of: 
(a)    3,842  X  26. 


3,716  X  45. 
1,817  X  124. 
675  X  38. 
1,875  X  33. 
4,836  X  47. 


{g)   5,682  X  543. 


if) 
{k) 

{m) 
(n) 

(0) 


3,257  X  246. 
2,875  X  302. 
17,819  X  1,004. 
38,674  X  205. 
18,304  X  100. 
7,834  X  10. 
87,543  X  1,000. 
48,763  X  100. 


Ans.  - 


[(«) 

99,892. 

i^) 

167,220. 

{c) 

225,308. 

{d) 

25,650. 

{e) 

61,875. 

if) 

227,292. 

ig) 

3,085,326. 

{h) 

801,222. 

(0 

868,250. 

(/) 

17,890,276. 

ik) 

7,928,170. 

(/) 

1,830,400. 

im) 

78,340. 

in) 

87,543,000. 

io) 

4,876,300. 

1.  If  the  area  of  a  steam-engine  piston  is  113  square  inches,  what  is 
the  total  pressure  upon  it  when  the  steam  pressure  is  85  pounds  per 
square  inch  ?  Ans.  9,605  lb. 

2.  A  steam  engine  which  indicated  164  horsepower  was  found  to 
consume  4  pounds  of  coal  per  horsepower  per  hour.  Being  replaced  by 
a  new  engine  of  the  same  horsepower,  another  test  was  made,  which 
showed  a  consumption  of  3  pounds  per  horsepower  per  hour.  What 
was  the  saving  of  coal  for  a  year  of  309  days,  if  the  engine's  average 
run  was  14  hours  a  day  ?  Ans.   709,464  lb. 

3.  Two  steamers  are  7,846  miles  apart  and  are  sailing  towards  each 
other,  one  at  the  rate  of  18  miles  an  hour  and  the  other  at  the  rate  of 
15  miles  an  hour.     How  far  apart  will  they  be  at  the  end  of  205  hours  ? 

Ans.  1,081  mi. 


55.  Division  is  the  process  of  finding  how  many  times 
one  number  is  contained  in  another  of  the  same  kind. 

The  number  to  be  divided  is  called  the  dividend. 
The  number  by  which  we  divide  is  called  the  divisor. 
The  number  which  shows  how  many  times  the  divisor  is 
contained  in  the  dividend  is  called  the  quotient. 

56.  The  sign  of  division  is  H-.     It  is  read  divided  by. 
54  -i-  9  is  read  5^  divided  by  9.     Another  way  to  write  54 
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5-i  54 

divided  by  9  is  — .    Thus,  54  -^  9  =  G,  or  —  =  G.   The  expres- 

54 
sion  —  may  be  read  either  54  divided  by  9  or  54  over  9,  the 

word  "over"  implying  that  there  is  a  line  between  the  two 
numbers  indicating  that  the  upper  number  is  to  be  divided 
by  the  lower  one.  In  both  of  these  cases  54  is  the  dividend 
and  9  is  the  divisor. 

Division  is  the  reverse  of  multiplication. 

57.  To  divide  when  the  divisor  consists  of  but  one 
figure,  proceed  as  in  the  following  example: 

Example. — What  is  the  quotient  of  875  -4-  7  ? 
divisor  dividend  quotient 

Solution.—  7)875(1  25    Ans. 

7 

r? 

14 

35 

85 

remainder        0 

Explanation. —  7  is  contained  in  8  hundreds,  1  hundred 
times.  Place  the  1  as  the  first,  or  left-hand,  figure  of 
the  quotient.  Multiply  the  divisor,  7,  by  the  1  hundred  of 
the  quotient,  and  place  the  product,  7  hundreds,  under  the 
8  hundreds  in  the  dividend,  and  subtract.  Beside  the 
remainder,  1,  bring,  down  the  7  tens,  making  17  tens; 
17  divided  by  7  =  2  tens.  Write  the  2  as  the  second  figure 
of  the  quotient.  Multiply  the  divisor,  7,  by  the  2,  and 
subtract  the  product  from  17.  Beside  the  remainder,  3, 
bring  down  the  5  units  of  the  dividend,  making  35  units. 
7  is  contained  in  35,  5  times,  and  5  is  placed  in  the  quotient. 
5  times  7  =  35,  which,  subtracted  from  35,  under  which  it  is 
placed,  leaves  0.  Therefore,  the  quotient  is  125.  This 
method  is  called  long  division. 

58.  In  short  division,  only  the  divisor,  dividend, 
and  quotient  are  written,  the  operations  being  performed 
mentally. 
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dividend 
divisor    7)8'7«5 

quotient     12   5     Ans. 

The  mental  operation  is  as  follows:  7  is  contained  in  8, 
1  time  and  1  remainder;  1  placed  before  7  makes  17 ;  7  is  con- 
tained in  17,  2  times  and  3  over;  the  3  placed  before  5 
makes  35 ;  7  is  contained  in  35,  5  times.  These  partial 
quotients,  placed  in  order  as  they  are  found,  make  the  entire 
quotient,  125. 

59.  If  the  divisor  consists  of  Hvo  or  more  figures,  pro- 
ceed as  in  the  following  example: 

Example.— Divide  2,702,826  by  68. 

divisor         dividend  quotient 

Solution.—  63)2702826(42902    Ans. 

252 

182 
126 

568 
567 

126 
1  26 

Explanation. — As  63  is  not  contained  in  the  first  two 
figures,  27,  we  must  use  the  first  three  figures,  270.  Now, 
by  trial  we  must  find  how  many  times  63  is  contained  in  270. 
6  is  contained  in  the  first  two  figures  of  270,  4  times.  Place 
the  4  as  the  first,  or  left-hand,  figure  in  the  quotient.  Mul- 
tiply the  divisor,  03,  by  4,  and  subtract  the  product,  252, 
from  270.  The  remainder  is  18,  beside  which  we  write  the 
next  figure  of  the  dividend,  2,  making  182.  Now,  6  is  con- 
tained in  the  first  two  figures  of  182,  3  times,  but  on  multi- 
plying 63  by  3,  we  see  that  the  product,  189,  is  too  great,  so 
we  try  2  as  the  second  figure  of  the  quotient.  Multiplying 
the  divisor,  63,  by  2  and  subtracting  the  product,  126,  from 
182,  the  remainder  is  56,  beside  which  we  bring  down  the 
next  figure  of  the  dividend,  making  568.  6  is  contained  in 
5C  about  9  times.  Multiply  the  divisor,  63,  by  9  and  sub- 
tract the  product,  567,  from  568.     The  remainder  is  1,  and 
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bringing  down  the  next  figure  of  the  dividend,  2,  gives  12. 
As  13  is  smaller  than  (J3,  we  write  0  in  the  quotient  and 
bring  down  the  next  figure,  0,  making  12G.  63  is  contained 
in  126,  2  times,  without  a  remainder.  Therefore,  42,902  is 
the  quotient. 

C>().  Rule. — I.  Write  the  divisor  at  the  left  of  the  divi- 
dend, with  a  line  between  them. 

II.  Find  hoio  many  times  the  divisor  is  contained  in  the 
lowest  number  of  the  left-hand  figures  of  the  dividend  that 
will  contain  it,  and  write  the  result  at  the  right  for  the  first 
figure  of  the  quotient. 

III.  Multiply  the  divisor  by  this  quotient;  zurite  the 
product  7inder  the  partial  dividend  used,  and  subtract,  and  to 
the  remainder  annex  the  next  figure  of  the  dividend.  Divide 
as  before,  and  thus  continue  until  all  the  figures  of  the  divi- 
dend have  been  used. 

IV.  If  any  partial  dividend  will  7iot  contain  the  divisor, 
write  a  cipher  in  the  quotient,  annex  the  next  figure  of  the 
dividend,  and  proceed  as  before. 

Y.  If  there  be  at  last  a  remainder,  write  it  after  the  quo- 
tient, xvitJi  the  divisor  underneath. 

61 .  Proof. — Multiplv  the  quotient  by  the  divisor  and  add 
the  remainder,  if  there  be  any,  to  the  product.  The  result 
will  be  the  dividend.     Thus, 

Jivisor   dividend  quotient 
6  3)4285(6  7fJ     Aiis. 
378 


455 
441 

remainder  1  4 

Proof,  quotient  6  7 

divisor  6  3 

27ri 

402 


4221 
remainder  1  4 


dividend     4  2  3  5 
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EXAMPLES 

FOR    PRACTICE. 

63.      Divide  the  following: 

(a)      126,498  by  58. 

r(«) 

2,181. 

(,b)     3,207,594  by  767. 

ib) 

4,182. 

{c)      11,408,202  by  234. 

{c) 

48,753 

{d)     2,100,315  by  581. 

Ans.  - 

id) 

3,615. 

{e)      969,936  by  4,008. 

{e) 

242. 

(/)    7,481,888  by  1,021. 

(/) 

7.328. 

{g)    1,525,915  by  5,003. 

ig) 

305. 

{/t)     1,646,301  by  381. 

l(^) 

4,321. 

1.  In  a  mile  there  are  5,280  feet.  How  many  rails  would  it  take  to 
lay  a  double  row  1  mile  long,  each  rail  being  30  feet  long  ? 

Ans.  352  rails. 

2.  How  many  rivets  will  be  required  for  the  longitudinal  seams  of  a 
cylindrical  boiler  20  feet  long,  the  joint  being  double-riveted,  and  the 
rivets  being  spaced  4  inches  apart  ?  Ans.  120  rivets. 

Note. — First  find  the  length  of  the  boiler  in  inches. 

3.  It  requires  7,020,000  bricks  to  build  a  large  foundry.  How  many 
teams  will  it  require  to  draw  the  bricks  in  60  days,  if  each  team  draws 
6  loads  per  day  and  1,500  bricks  at  a  load  ?  Ans.  13  teams. 

Note.— Find  how  many  loads  7,020,000  bricks  make;  then,  how 
many  days  it  will  take  one  team  to  draw  the  bricks. 


CAISTCELATIO^. 

63.  Cancelation  is  the  process  of  shortening  operations 
in  division  by  casting  out  equal  factors  from  both  dividend 
and  divisor. 

64.  The  factors  of  a  number  are  those  numbers  which, 
when  multiplied  together,  will  equal  that  number.  Thus, 
5  and  3  are  the  factors  of  15,  since  5  X  3  =  15.  Likewise, 
8  and  7  are  the  factors  of  56,  since  8  X  7  =  56. 

65.  A  prime  minit)er  is  one  which  cannot  be  divided 
by  any  number  except  itself  and  1.  Thus,  2,  3,  11,  29,  etc. 
are  prime  numbers. 

66.  A  prime  factor  is  any  factor  that  is  a  prime  number. 
Any  number  that  is  not  a  prime  is  called  a  composite 

number,  and  may  be  produced  by  multiplying  together  its 
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prime  factors.     Thus,  GO  is  a  composite  number,  and  is  equal 
to  the  product  of  its  prime  factors,  3x2x3x5. 

Numbers  are  said  to  be  prime  to  each,  other  when  no  two 
of  them  can  be  divided  by  any  number  except  1 ;  the  numbers 
themselves  may  be  either  prime  or  composite.  Thus,  the 
numbers  3,  5,  and  11  are  prime  to  one  another ;  so  also  are  22, 
25,  and  21 — all  three  of  which  are  composite  numbers. 

67.  Canceling  equal  factors  from  both  dividend  and  divisor 
does  not  change  the  quotient. 

Canceling  a  factor  in  both  dividend  and  divisor  is  the  same 
as  dividing  tJiem  both  by  the  sanie  nutnber,  which,  by  the 
principle  of  division,  does  fiot  change  the  quotient. 

Write  the  numbers  forming  the  dividend  above  the  line, 
and  those  forming  the  divisor  below  it. 

68,  Example.— Divide  4  X  45  X  60  by  9  X  24. 

Solution. — Placing  the  dividend  over  the  divisor,  and  canceling, 

1       5       10 

^X^^X^P_50_ 

1       ^ 
1 

Explanation. — The  4  in  the  dividend  and  the  24  in  the 

divisor  are  both  divisible  by  4,  since  4  divided  by  4  equals  1, 

and  24  divided  by  4  equals  G.     Cross  off  the  4  and  write  the  1 

over  it ;  also  cross  off  the  24  and  write  the  0  under  it.     Thus, 

1 

)f  X  40  X  CO  _ 

60  in  the  dividend  and  6  in  the  divisor  are  divisible  by  G, 

since  60  divided  by  6  equals  10,  and  G  divided  by  G  equals  1. 

Cross  off  the  60  and  write  10  over  it;  also  cross  off  the  6  and 

write  1  under  it.     Thus, 

1  10 

^  X  45  X  ^P  _ 

1 

Again,  45  in  the  dividend  and  9  in  the  divisor  are  divisible 
by   9,    since  45   divided   by  9  equals  5,   and  9  divided  by  9 
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equals  1.     Cross  off  the  45  and  write  the  5  over  it;  also  cross 

off  the  9  and  write  the  1  under  it.     Thus, 

1       5      10 
^  X  ^^  X  ^P  _ 

1      ^ 
1 

Since  there  are  no  two  remaining  numbers  (one  in  the  divi- 
dend and  one  in  the  divisor)  divisible  by  any  number  except  1, 
without  a  remainder,  it  is  impossible  to  cancel  further. 

Multiply   all   the   uncanceled    numbers    in    the    dividend 

together  and  divide  their  product  by  the  product  of  all  the 

uncanceled    numbers    in    the   divisor.      The    result    will  be 

the  quotient.     The  product  of  all  the  uncanceled  numbers  in 

the  dividend  equals  5  X  1  X  10  =  50 ;  the  product  of  all   the 

uncanceled  numbers  in  the  divisor  equals  1x1  =  1. 

1       5       10 

"  X  ^^  X  ^^       1  X  5  X  10 


Hence, 


9xn 

1       ^ 
1 


IXl 


=  50.    Ans. 


It  is  usual  to  omit  the  I's  when  canceling,  instead  of  wri- 
ting them  as  above. 

69.  Rule. — I.  Cancel  the  commoji  factors  from  both  the 
dividend  and  the  divisor. 

II.  Then  divide  the  product  of  the  remaining  factors  of  the 
dividend  by  the  product  of  the  remaining  factors  of  the  divisor^ 
and  the  result  will  be  the  quotient. 


70.     Divide 


(0 


EXAMPLES  FOR  PRACTICE. 


14  X  18  X  16  X  40  by  7  X  8  X  6  X  5  X  3. 
3  X  65  X  50  X  100  X  60  by  30  X  60  X  13  X  10. 
8x4x3x9xllbyllx9x4x3x8. 
164  X  331  X  6  X  7  X  4  by  82  X  321  X  7. 

no  w  9(\(\  V  79,  h,r  1  000  X  144  X  100. 


{d)  1G4  X  *i»i  X  0  X  V  X  4  Dy  e/i  X  iJ^Ji  x  v 

(<?)  50  x  100  X  200  X  72  by  1,000  X  144  X  Ivj 

(/)  48  X  6B  X  55  X  49  by  7  X  21  X  11  X  48. 

(^)  110  X  150  X  84  X  32  by  11  X  15  X  100  x  64 

(Ji\  115  X  120  X  400  X  1.000  by  23  X  1,000  > 


(Ji)     115  X  120  X  400  X  1,000  by  23  X  1,000  X  60  X  800. 


Ans.  ^ 


(a) 

32. 

ib) 

250 

ic) 

1. 

id) 

48. 

{e) 

5. 

(/) 

105 

(^) 

42. 

ih)     6. 


ARITHMETIC. 

(PART  2.) 


FRACTIONS. 

Remark. — If  a  stick  of  wood  is  divided  into,  say,  12  equal 
parts,  one  of  these  parts  is  called  a  twelfth.  If  we  take 
away  5  of  these  equal  parts,  we  shall  have  left  7  parts  or 
7-twelfths.  Since  it  would  be  very  inconvenient  to  spell  out 
the  names  of  the  number  of  parts  into  which  an  object  has 
been  (or  is  supposed  to  have  been)  divided,  mathematicians 
invented,  long  ago,  a  kind  of  a  shorthand  method  of  express- 
ing 7-twelfths,  25-forty-fifths,  etc.,  viz.:  they  wrote  the 
number  of  the  equal  parts  taken  or  considered  above  a 
horizontal  line,  and  called  this  number  the  mimerator ; 
then  they  wrote  below  the  horizontal  line  the  number  which 
denoted  the  number  of  equal  parts  into  which  the  object  was 
supposed  to  be  divided,  and  called  it  the  dcnovtinator. 
Hence,  instead  of  writing  7-twelfths,  25-forty-fifths,  etc., 
they  wrote  ^,  f  |,  etc. ;  but  they  read  them  the  same  as  if 
they  had  been  written  the  other  way. 

1.  A  fraction  is  07ic  or  more  equal  parts  of  a  unit.  One- 
half,  tzvo-thirds,  seven-fifths  are  fractions. 

2.  Two  numbers  are  required  to  express  a  fraction ;  one 
is  called  the  niiinerator  and  the  other  the  denominate i*. 

3.  The  numerator  is  placed  above  the  denominator  with 
a  line  between  them,  as  f.  Here  3  is  the  denominator,  and 
shows  into  how  many  equal  parts  the  unit,  or  one,  is  divided. 
The  numerator  2  shows  how  many  of  these  equal  parts  arc 

For  notice  of  copyright,  see  page  immediately  following  the  title  pag*. 
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taken  or  considered.     The  denominator  also  indicates  the 
names  of  the  parts. 

^  is  read  one-half. 

f-  is  read  three-fourths. 

|-  is  read  three-eighths. 

-j^  is  read  five-sixteenths. 
In  the  expression  "f  of  an  apple,"  the  denominator,  4, 
shows   that   the  apple  is  cut    into  4   equal  parts,   and    the 
numerator,  3,  shows  that  three  of  these  parts,  or  fourths,  are 
taken  or  considered. 

If  each  of  the  parts,  or  fourths,  of  the  apple  were  cut  into 
tivo  equal  pieces,  one  of  these  pieces  would  be  ^  of  \,  or  ^  of 
the  whole  apple,  and  three  of  the  pieces  would  be  f  of  the 
apple.  Thus,  it  is  evident  that  the  larger  the  dejioniinators, 
the  smaller  the  parts  into  which  anything  is  divided  and 
the  less  the  value  of  the  fraction,  the  numerators  being  the 
same.     Thus,  f  is  less  than  f . 

4.  The  value  of  a  fraction  is  the  numerator  divided  by 
the  denominator,  as  4  =  2,  f  =  3. 

5.  The  line  between  the  numerator  and  the  denominator 
means  divided  by,  or  -^. 

f  is  equivalent  to  3  -^  4. 
f  is  equivalent  to  5  -f-  8. 

6.  The  numerator  and  the  denominator  of  a  fraction  are 
called  the  terms  of  a  fraction. 

7.  The  value  of  a  fraction  whose  numerator  and  denomi- 
nator are  equal  is  1. 

f,  or  four-fourths  =  1. 

f ,  or  eight-eighths  =  1. 

fl,  or  sixty-four  sixty-fourths  =  1. 

8.  A  proper  fraction  is  a  fraction  whose  numerator  is 
less  than  its  denominator.     Its  value  is  less  than  1,  as  f,  f ,  ^y 

9.  An  Improper  fraction  is  a  fraction  whose  numerator 
is  equal  to  or  is  greater  than  the  denominator.  Its  value  is 
1  or  more  than  1 ,  as  f ,  |,  f  f . 

10.  A  mixed  number  is  a  whole  number  and  a  fraction 
united.  4f  is  a  mixed  number  and  is  equivalent  to  4  -f-  f . 
It  is  resid  four  ajtd  two-thirds. 
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REDUCTION    OF    FRACTIONS. 

11.  Reduction  of  fractions  is  the  process  of  changing 
their  forms  without  changing  their  value. 

12.  A  fraction  is  reduced  to  higher  terms  by  multiplying 
both  terms  of  the  fraction  by  the  same  number.  Thus,  J  is 
reduced  to  -|  by  multiplying  both  terms  by  2. 

3X2^6 
4  X  2  ~  8* 

The  value  is  not  changed,  for  J  =  |. 

13.  A  fraction  is  reduced  to  lower  terms  by  dividing  both 
terms  by  the  same  nutnber.  Thus,  f-^  is  reduced  to  |  by  divi- 
ding both  terms  by  2. 

_8_-7-2_4 
10  -^  2  ~  5* 

14.  A  fraction  is  reduced  to  hnvcst  terms  when  its  numer- 
ator and  denominator  cannot  he  divided  by  the  same  number, 
3-S  I,  ^,  XT- 

15.  To  reduce  a  whole  number  or  a  mixed  number 
to  an  improper  fraction  ; 

Example  1. — How  many  fourths  in  5  ? 

Solution. — Since  there  are  4  fourths  in  1  (|^  =  1),  in  5  there  will  be 
5x4  fourths,  or  20  fourths;  i.  e.,  5  X  |  =  ^.     Ans. 

Example  2. — Reduce  Sf  to  an  improper  fraction. 
Solution.—    8  X  |  =  ^.     ^  +  f  =  Y-     Ans. 

10.  Rule. — Multiply  the  whole  number  by  the  denomi- 
nator of  the  fraction^  add  the  numerator  to  the  product,  a)id 
place  the  denominator  under  the  result. 


EXAMPLES  FOR  PRACTICE. 

17«    Reduce  to  improper  fractions: 


Ans. 


(«) 

^. 

(^) 

5^ 

(c) 

10x% 

(d) 

37f. 

(^) 

50f 

C'^) 

"b"^- 

(^) 

V- 

C'-) 

'I7- 

(^0 

•J-l. 

(0 

xp. 
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18.  To  reduce  an  improper  fraction  to  a  wliole  or 
a  mixed  number ; 

Example. — Reduce  ^  to  a  mixed  number. 

Solution. —  4  is  contained  in  21,  5  times  and  1  remaining;  as  this 
is  also  divided  by  4,  its  value  is  -J.  Therefore,  5  +  i,  or  5^,  is  the  num- 
ber.    Ans. 

19.  Rule. — Divide  the  numerator  by  the  denominator^ 
the  quotient  zvill  be  the  whole  number;  the  remainder^  if 
there  be  any^  will  be  the  numerator  of  the  fractional  part,  of 
which  the  denominator  is  the  same  as  the  denominator  of  the 
improper  fraction. 

EXAMPLES   EOR   PRACTICE. 

20.  Reduce  to  whole  or  mixed  numbers: 

(«)    ^-  [(«)     24^. 

ip-)     if^.  {b-)     61f. 

701 

Ans.  - 


{a) 

(/)  ^ 


{c)     116| 
(^)    49t. 
{e)     4. 
(/)  5. 


31.  A  common  denominator  of  two  or  more  fractions 
is  a  number  which  will  contain  all  the  denominators  of  the 
fractions  without  a  remainder.  The  least  common  denom- 
inator is  the  least  number  that  will  contain  all  the  denom- 
inators of  the  fractions  without  a  remainder. 

33.     To  find  the  least  common  denominator : 

Example. — Find  the  least  common  denominator  of  \,  i,  \,  and  y\. 
Solution. — We  first  place  the  denominators  in  a  row,  separated  by 

commas. 

2)4,     3,     9,  16 


2  )  2, 

3, 

9, 

8 

3)1, 

3, 

9, 

4 

3)1, 

1, 

3, 

4 

4)1, 

1, 

1, 

4 

1,   1,   1,   1 

2x2x3x3x4  =  144,  the  least  common  denominator.     Ans. 

Explanation. — Divide  each  of  them  by  some  prime  num- 
ber which  will  divide  at  least  two  of  them  without  a  remain- 
der (if  possible),  bringing  down  those  denominators  to  the 
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row  below  which  will  not  contain  the  divisor  without  a 
remainder.  Dividing  each  of  the  numbers  by  2,  the  second 
row  becomes  2,  3,  9,  8,  since  2  will  not  divide  3  and  9  with- 
out a  remainder.  Dividing  again  by  2,  the  result  is  1,  3,  9,  4. 
Dividing  the  third  row  by  3,  the  result  is  1,  1,  3,  4.  So 
continue  tmtil  the  last  row  contains  only  I's.  The  product 
of  all  the  divisors,  or  2  X  2  X  3  X  3  X  4  =  U4,  is  the  least 
common  denominator. 

33.     Example. — Find  the  least  common  denominator  of  J,  -fg,  -{g. 
Solution.—  3)9,  12,  18 


8)3. 

4, 

6 

3)1. 

4, 

3 

3)1, 

2, 

1 

1,  1,  1 

8x3x2x3  =  36.     Ans. 

24.  To  reduce  two  or  more  fractions  to  ftaetious 
having  a  common  denominator : 

Example. — Reduce  f,  f,  and  |  to  fractions  having  a  common 
denominator. 

Solution. — The  common  denominator  is  a  number  which  will  con- 
tain 3,  4,  and  2.  The  least  common  denominator  is  12,  because  it  is 
the  smallest  number  which  can  be  divided  by  3,  4,  and  2  without  a 
remainder.  *—  ».  4—9    +  —  A 

Reducing  |,  3  is  contained  in  12,  4  times.  By  multiplying  both 
numerator  and  denominator  of  \  by  4,  we  find 

2  V  4        8 

^      ^  =  To-     ^'^  ^^®  same  way  we  find  f  =  j\  and  \  =  -j'^. 

25.  Rule. — Divide  the  common  denominator  by  tJie  denomi- 
nator of  the  given  fraction  and  multiply  both  terms  of  tht 
fraction  by  the  quotient. 


EXAMPLES  FOR  PBACTICB. 

36.     Reduce  to  fractions  having  a  common  denominator: 


Ans. 


(^) 

h  1. 1. 

ip) 

A.  f .  A. 

w 

h  A.  H- 

(^) 

f .  h  H- 

w 

Tff»  TTT'  ■^ 

C/) 

T^.H.H 

r(«) 

f.  h  \- 

(^) 

^7»  fl>  "PS' 

(^) 

iff»    S7»    8? 

(^) 

t5»  T^-   Tff 

(^) 

IB        H         IS 

tff»  Tir>  ITT- 

l(/)  H.H.fi- 
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ADDITION  OF  FRACTIONS. 

37.  Fractions  cannot  be  added  unless  they  have  a  cotmnofi 
defiominator.  We  cannot  add  f  to  |-  as  they  now  stand, 
since  the  denominators  represent  parts  of  different  sizes. 
Fourths  cannot  be  added  to  eighths. 

The  fractions  should  be  reduced  to  the  least  common 
denominator,  or  the  least  number  which  will  contain  all  the 
denominators. 

38.  Example. — Find  the  sum  of  -J,  f,  and  |. 

Solution. — The  least  common  denominator,  or  the  least  number 
which  will  contain  all  the  denominators,  is  8. 

i  =  |.   f  =  |,   and  |  =  |. 
Explanation. — As  the  denominator  tells  or  indicates  the 
navies  of  the  parts,  the  numerators  only  are  added  to  obtain 
the  total  number  of  parts  indicated  by  the  denominator. 

.  +  |  +  |=i±|±5  =  |=lj.     Ans. 

39.  Example  1.— What  is  the  sum  of  12f ,  14f ,  and  T/j-  ? 

Solution. — The  least  common  denominator  in  this  case  is  16. 

12|  =  12{f 
14|  =  \^ 

75     7  B 


sum  33  +  fl  =  33  +  1^  =  34||.    Ans. 

The  sum  of  the  fractions  =  f |  or  1^,  which  added  to  the  sum  of  the 
whole  numbers  =  34^^. 

Example  2.— What  is  the  sum  of  17,  13^^^,  -i^,  and  3J? 
Solution. — The  least  common  denominator  is  32.      IS^  =  IS^^j, 
8i  =  35V  17 

sum    33||    Ans. 

30.    Rule. — I.     Reduce  the  given  fractions  to  fractions 

having  the  least  common  denominator  and  write  the  sum  of 
the  numerators  over  the  common  denominator. 


I 


§x 
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II.  IV/ien  there  are  mixed  iiunibcrs  and  whole  numbers, 
add  the  fractions  first ^  and  if  their  siun  is  an  improper  frac- 
tion, reduce  it  to  a  mixed  number  and  add  the  whole  number 
with  the  other  whole  numbers. 


EXAMPLES  FOR  PRACTICE. 


31.      Find  the  sum  of : 


*.  I.  tV 


5 

11   13 
7?'  T5- 

10 
TT 

:5V>  ft 

88 

11   14 

4 

TT 

7^.  il 

3 

14   8 

Ans. 


{a) 
{b) 
(0 
(^) 
ie) 
if) 
ig) 
{k) 

1.  The  weights  of  a  number  of  castings  were  412f  pounds, 
270i  pounds,  1,020  pounds,  75J-  pounds,  and  68^  pounds.  What  was 
their  lotal  weight  ?  Ans.   1,847  lb. 

2.  Four  bolts  are  required,  2J,  1|,  2y\,  and  l|f  inches  long.  How 
long  a  piece  of  iron  will  be  required  to  cut  them  from,  allowing  }  of  an 
inch  altogether  for  cutting  off  and  finishing  the  ends  ?         Ans.  9^^  in. 


r('?) 

1^ 

{f>) 

1 " 

(c) 

1  » 
MS 

(^) 

Hi 

(^) 

111 

(/) 

If- 

(g) 

lA- 

[i^) 

SUBTRACTIOX    OF    FRACTIONS. 

33.     Fractions  cannot  be  subtracted  without  first  reducing 
them  to  a  common  denominator. 

Example.— Subtract  %  from  ||. 
Solution. — The  common  denominator  is  16. 

13-6 


I  —  T5-       iff  ■"   Iff  —         j^        —  TS- 

33.      Example. — From  7  take  f. 
Solution. —    1  =  f ;  therefore,  7  =  6  +  f  = 


Ans. 


Ans. 


34.      Example. — What  is  the  difference  between  17j'"ff  and  9^|  ? 


Solution. — The  common  denominator  of  the  fractions  is  32. 
=  17||.  minuend    Vi\% 

subtrahend 


'35 


difference      8/y    Ans. 
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35.  Example. — From  9^  take  4^. 

Solution. — The    common    denominator    of    the   fractions    is    16. 

minuend    9j*g  or  8f^ 
subtrahend    4^       4j^ 

difference    4^       4^    Ans. 

Explanation. — As  the  fraction  in  the  subtrahend  is 
greater  than  the  fraction  in  the  minuend,  it  cannot  be  sub- 
tracted ;  therefore,  borroiv  1,  or  -^,  from  the  9  in  the  minuend 
and  add  it  to  the  i^g- ;  tf  +  tI  =  fi-  tt  from  fg-  =  f|.  Since  1 
was  borrowed   from  9,    8    remains;    4  from   8  =  4;  4  +  |-f 

—  4.-1-3 

36.  Example. — From  9  take  8^. 

Solution. —  minuend    9      or  8^ 

subtrahend    8^       8^ 

difference      ^         ||     Ans. 

Explanation. — As  there  is  no  fraction  in  the  minuend 
from  which  to  take  the  fraction  in  the  subtrahend,  borrow  1, 
or  II,  from  9.  /g-  from  \^^=W.  Since  1  was  borrowed 
from  9,  only  8  is  left.      8  from  8  =  0. 

37.  Rule. — I.  Reduce  t lie  fractions  to  fractions  having 
a  common  denominator.  Subtract  one  numerator  from  the 
other  a7id place  the  remainder  over  the  cotnmon  denominator. 

II.  When  tliere  are  mixed  numbers.,  subtract  the  fractions 
and  ivhole  numbers  separately,  and  place  the  remainders  side 
by  side. 

III.  When  the  fraction  in  the  subtraJiend  is  greater  than 
the  fraction  in  the  minuend,  borrow  1  from  the  whole  number 
in  the  minuend  and  add  it  to  the  fraction  in  the  minuend^ 
from  which  sjibtract  the  fraction  in  the  subtrahend. 

IV.  When  the  minuend  is  a  whole  number,  borrow  1 ; 
reduce  it  to  a  fraction  whose  denominator  is  the  same  as  the 
denominator  of  the  fraction  in  the  subtrahend,  and  place  it 
over  that  fraction  for  subtraction. 
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EXAMPLES   FOlt   PKACTICE. 

38,     Subtract: 

(a)  H  from  \l. 
(d)  -ft-  from  U- 
{c)  -^  from  Vv. 
id)    if  from  4§. 

ie)      If  from  H-  ■ 

(/)    13i  from  30*. 
(^)     12ifrom27. 
(A)      5i  from  30. 

1.  An  engineer  found  that  he  had  on  hand  48j  gallons  of  cylinder 
oil.  During  the  following  week  he  used  f  of  a  gallon  each  day  for 
three  days,  |  of  a  gallon  on  the  fourth  day,  }f  of  a  gallon  on  the  fiftli 
day,  and  ^  of  a  gallon  on  the  sixth  day.  How  much  oil  remained  at 
the  end  of  the  week  ?  Ans.  43 [f;  gal. 

2.  The  main  line  shaft  of  a  manufacturing  plant  is  run  by  an  engine 
and  waterwheel.  A  test  of  the  plant  showed  that  the  engine  was 
capable  of  developing  251i  H.  P.  (horsepower),  and  the  waterwheel, 
under  full  gate,  67^  H.  P.  It  was  also  found  that  the  machinery  con- 
sumed 210||  H.  P.,  and  the  friction  of  the  shafting  and  belting  was 
33^  H.  P.     How  much  power  remained  unused?  Ans.  TGgjjJ  H.  P. 


(«) 

i- 

i^) 

/»• 

(^) 

H- 

(^) 

^■ 

(^) 

i- 

(/) 

m. 

U) 

iH. 

(/') 

24f. 

MULTIPLICATIOX    OF    FRACTIONS. 

39.  //I  multiplication   of  fractions  it   is  not   ncccssarj'  to 
reduce  the  fractions  to  fractions  having  a  connno)i  denominator. 

Multiplying  the  numerator  or  dividing  the   denotninator 
multiplies  the  fraction. 

Example. — Multiply  f  .by  4. 

3x4 
Solution.—  fx4  =  2         =Y  =  3.     Ans. 

3 
Or.  f  X  4  =  7       ^  =  f  =  3.     Ans. 

4   -r-  4  ' 

40.  The  word  "of  "  in  multiplication  of  fractions  means 
the  same  as  X ,  or  times.     Thus, 

f  of  4  =  1x4  =  3. 

i  of  ^  =  i  X  A  =  ^h- 

Example. — Multiply  f  by  2. 

3x2 
Solution.—  2x1  =  ^         =|  =  f-     Ans. 

0 

Or.  2x|  =  |_^2  =  *-     '^"^- 
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41.     Example. 


Solution.. — 


Or,  by  cancelation, 


-What  is  the  product  of  y\  and  I  ? 

16x8 

7 


4      v    7    — 

IS  X  5  — 

^X  7 


Ans. 


4 


4X8 


Ans. 


4:2.     Example. — What  is  |  of  |  of  ^  ? 

^  X  3  X  ;^       3 


Solution 


8  X  ^  X  3;^ 

•2 


8x2 


Ans. 


43.  Example. — What  is  the  product  of  9f  and  5|  ? 
Solution.—  9|  =  \9- ;  5|  =  '^. 

,o       ..       B9  X45 

3  9    >y'    4  5    —  '      —    17  5 

T-X-^--4    x8    ~"^ 

44.  Example. — Multiply  15|  by  3. 


54||.     Ans. 


Solution. — 


151 


151 


3    or  3 

47|  45  +  V-  =  45  +  2f  =  47f .     Ans. 

45.  Rule. — I.  Divide  the  product  of  the  minierators  by 
the  product  of  the  denominators.  All  factors  common  to  the 
numerators  -and  denominators  should  first  be  cast  out  by  can- 
celation. 

II.  To  multiply  one  mixed  number  by  another^  reduce 
them  both  to  improper  fractions. 

III.  To  multiply  a  mixed  number  by  a  zvJiole  number,  first 
multiply  the  fractional  part  by  the  multiplier,  and  if  the 
product  is  an  improper  fraction,  reduce  it  to  a  mixed  num- 
ber and  add  the  whole  number  part  to  the  product  of  the  mul- 
tiplier and  the  whole  number. 


EXAMPLES  FOR  PRACTICE. 


46.      Find  the  product  of: 


(«) 

7XA. 

{b) 

14  X  ,V 

ic) 

fix  A. 

{d) 

MX  4. 

ie) 

11X7. 

(/) 

17^f  X  7 

ig) 

m  X  32. 

e^) 

i|Xl4. 

Ans.  \ 


{a) 

lA. 

ib) 

4f. 

(0 

H- 

(.0 

2i?. 

(^) 

'tV 

(/) 

125. 

ig) 

15. 

(>i) 

7i. 
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1.  A  single  belt  can  transmit  lOTj  horsepower,  but  as  it  is  desired  to 
use  more  power,  a  double  belt  of  the  same  width  is  substituted  for  it. 
Supposing  the  double  belt  to  be  capable  of  transmitting  J/  as  much 
power  as  the  single  belt,  how  many  horsepower  can  be  used  after  the 
change  ?  Ans.  I'lSll  H.  P. 

2.  What  is  the  weight  of  2f  miles  of  copper  wire  weighing  o  J  pounds 
per  100  feet  ?    There  are  5,280  feet  in  a  mile.  Ans.  796Jg  lb. 

3.  The  grate  of  a  steam  boiler  contains  20j  square  feet.  If  the 
boiler  burns  S^^  pounds  of  coal  an  hour  per  square  foot  of  grate  area 
and  can  evaporate  7|  pounds  of  water  an  hour  per  pound  of  coal 
burned,  how  many  pounds  of  water  are  evaporated  by  the  boiler 
in  1  hour?  Ans.  1.276^  lb. 

DIYISIOX    OF    FRACTIONS. 

47.  In  division  of  fractions  it  is  not  necessary  to  reduce 
the  fractions  to  fractions  having  a  conimon  denominator. 

48.  Dividing  the  numerator  or  multiplying  the  denomi- 
nator divides  the  fraction. 

Example  1. — Divide  |  by  3. 

Solution. — When  dividing  the  numerator,  we  have 

1^3  =  ^^     =|  =  i.     Ans. 

When  multiplying  the  dejtominator,  we  have 

^^^  =  8x3  =  ^"^"*-     "^"^ 

Example  2. — Divide  ^^  by  2. 

'6_ 

16  X 

Example  3. — Divide  \^  by  7. 

14-=-  7 
Solution. —        if  -^  "^  =  oo         =  ss  =  tV     Ans. 

49.  To  invert  a  fraction  is  to  turn  it  ttpsidc  dozen;  tliat 
is,  make  the  numerator  and  denominator  change  places. 

Invert  f  and  it  becomes  ^. 

50.  Example. — Divide  /^  by  /y. 

Solution. — 1.  The  fraction  ^"g  is  contained  in  -^^,  3  times,  for 
the  denominators  are  the  same,  and  one  numerator  is  contained  in 
the  other  3  times.  2.  If  we  now  invert  the  divisor  -^j  and  mul- 
tiply, the  solution  is 

o 


Solution. —  -j^g^  -h  2  =  t^  .  .  .^  =  -.S.    Ans. 


This  brings  the  same  quotient  as  in  the  first  case. 


84  ARITHMETIC.  §  1 

51.  Example. — Divide  |  by  i. 

Solution. — We  cannot  divide  |  by  i,  as  in  the  first  case  above,  for 
the  denominators  are  not  the  same ;  therefore,  we  must  solve  as  in  the 
second  case. 

5^1-?X--^-^---U     Ana. 

2 

52.  Example  1. — Divide  5  by  |g. 
Solution. —    |§  inverted  becomes  \%. 

Example  3. — How  many  times  is  3f  contained  in  7^  ? 
Solution.—  3f  =  ^ ;  T^V  =  W- 

^  inverted  equals  y%. 

119       4  _119x^_119_ 
16  ^  15  -  J^  X  15  ~  60  ~  ^^'    ^°^ 
4 

53.  Rule. — hivert  the  divisor  and  proceed  as  in  multipli- 
cation. 

54.  We  have  learned  that  a  line  placed  between  two 
numbers  indicates  that  the  number  above  the  line  is  to  be 
divided  by  the  number  below  it.  Thus,  ^-^-  shows  that  18  is 
to  be  divided  by  3.  This  is  also  true  if  a  fraction  or  a  frac- 
tional expression  be  placed  above  or  below  a  line. 

9  3x7 

-  means  that  9  is  to  be  divided  by  f;  means  that 

8  o  -)-  4 


3  X  7  is  to  be  divided  by  the  value  of 


16 

8  +  4 


16 

\  • 

-  13  the  same  as  :|-  -^  f . 

¥ 

It  will  be  noticed  that  there  is  a  heavy  line  between  the  9 
and  the  f.  This  is  necessary,  since  otherwise  there  would 
be  nothing  to  show  as  to  whether  9  was  to  be  divided  by  f 
or  1^  was  to  be  divided  by  8.  Whenever  a  heavy  line  is  used, 
as  shown  here,  it  indicates  that  a//  above  the  line  is  to  be 
divided  by  all  below  it. 


9 

9X4 
3 

12. 

5X4 
3X9 

^1^; 
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55.  Whenever  an  expression  like  one  of  the  three  fol- 
lowing ones  is  obtained,  it  may  always  be  simplified  by 
transposing  the  denominator  from  above  to  below  the  line,  or 
from  beloio  to  ahove^  as  the  case  may  be,  taking  care,  how- 
ever, to  indicate  that  the  denominator  when  so  transferred 
is  a  multiplier. 

1.  I  =  Ty~i  -  ^^  =  T^  »  ^°^»  regarding  the  fraction 
above  the  heavy  line  as  the  numerator  of  a  fraction  whose 

denominator  is  9,  -       ,=■ r,  as  before. 

'  y  X  4       9X4 

2.  ^  =  ^  '^  '^  =  12.  The  proof  is  the  same  as  in  the  first 
case. 

3*     \  —  Q  C  n  —  It  ;    fo"**  regarding  %  as  the  numerator 

of  a  fraction    whose  denominator  is  f ,  ^         =  - — - ;  and 

5      X4      5X4       „.  .  4 

33o  =33^9  =  ^^'^^^^^^"- 

-T-X4 

This  principle  may  be  used  to  great  advantage  in  cases  like 

- — — ,.  ^^  ^, .     Reducing  the  mixed  numbers  to  frac- 

40  X  4^  X  5^  '^ 

*u  •      K  i  X  310  X  fi  X  72      --       ^ 

tions,  the  expression  becomes  - — t-^—, .     Now  trans- 

'  ^  40  X  I  X  V- 

ferring  the  denominators  of   the  fractions   and  canceling, 

3 

;p     3     0         3 

1  X  310  X  27  X  72  X  2  X  6  ^  1  X  ^;p  X  27  X  72  X  2  X  0 
40  X  9  X  31  X  4  X  12  ^p  X  p  X  ^;  X  ;4  X  ;;^ 

^  2 

=  V  =  13i  % 

Greater  exactness  in  results  can  usually  be  obtained  by 
using  this  principle  than  can  be  obtained  by  reducing  the 
fractions  to  decimals.  The  principle,  however,  should  not 
be  employed  if  a  sign  of  addition  or  subtraction  occurs  either 
above  or  beloiv  the  dividing  line. 
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EXAMPLES  FOB  PRACTICE. 


66.     Divide: 


{a) 

15  by  6f . 

0) 

30  by  f . 

ic) 

172  by  i 

id) 

\i  by  1^. 

W 

iga  by  14|. 

(/) 

W-bym- 

(^) 

it  by  W- 

{A) 

-¥/  by  72i. 

Ans. 


{d)    40. 
(c)    215. 


(/) 


115 


1.  A  f-inch  boiler  plate  containing  24  square  feet  of  surface  weighs 
862r^(j  pounds.     What  is  its  weight  per  square  foot  ?  Ans.  15^  lb. 

2.  A  certain  boiler  has  927*  square  feet  of  heating  surface,  which  is 
equal  to  35  times  the  area  of  the  grate.  What  is  the  area  of  the  grate 
in  square  feet  ?  Ans.  26|  sq.  ft. 

3.  If  the  distance  around  the  rim  of  a  locomotive  driving  wheel  is 
l^YS  feet,  how  many  revolutions  will  the  wheel  make  in  traveling 


682  feet? 


Ans.  52^2^",  rev. 


ARITHMETIC. 

(PART  3.) 


DECEVIALS. 

1.  Decimals  are  tentJi  fractions;  that  is,  the  parts  of  a 
unit  are  expressed  on  the  scale  of  ten,  as  tentJis^  hundredths^ 
thousandths,  etc. 

3.  The  denominator,  which  is  always  10,  100,  1,000,  etc., 
is  not  expressed,  as  it  would  be  in  fractions,  by  writing  it  under 
the  numerator  with  a  line  between  them,  as  r^^,  yfy,  y^o-ttj  but 
is  expressed  by  placing  a  period  (.),  which  is  called  a 
decimal  point,  to  the  left  of  the  figures  of  the  numerator, 
to  indicate  that  the  figures  on  the  right  form  the  numerator 
of  a  fraction  whose  denominator  is  ten,  one  hundred,  one 
thousand,  etc. 

3.  The  reading  of  a  decimal  number  depends  upon  the 
number  of  decimal  places  in  it,  i.  e.,the  number  of  figures 
to  the  right  of  the  decimal  point. 

One  decimal  place  expresses  tenths. 
Two  decimal  places  express  hundredths. 
Three  decimal  places  express  thousandths. 
Four  decimal  places  express  ten-thousandths. 
Five  decimal  places  express  hundred-thousandths. 
Six  decimal  places  express  millionths. 

For  notice  of  copyright,  see  page  immediately  following  the  title  page. 
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Thus: 


.3  = 

.03  = 

.003  = 
.0003  = 
.00003  = 
.000003  = 


3 

TO 

3 

TTo 

3 

ToTT'O 

3 
10  0  0  0 


To  0  0  0  0 


=  3  tenths. 
=*3  hundredths. 
=  3  thousandths. 
=  3  ten-thousandths. 
=  3  hundred-thousandths. 
3  millionths. 


T¥0  0  OTTO 

We  see  in  the  above  that  the  nuviber  of  decimal  places  in  a 
decimal  equals  the  number-  of  ciphers  to  the  right  of  the  figure  1 
in  the  denominator  of  its  equivalent  fraction.  This  fact  kept 
in  mind  will  be  of  much  assistance  in  reading  and  writing 
decimals. 

Whatever  may  be  written  to  the  left  of  a  decimal  point  is 
a  whole  number.  The  decimal  point  affects  only  the  figures 
to  its  right. 

When  a  whole  number  and  decimal  are  written  together, 
the  expression  is  a  mixed  number.  Thus,  8.12  and  17.25  are 
mixed  numbers. 

The  relation  of  decimals  and  whole  numbers  to  each  other 
is  clearly  shown  by  the  following  table  : 


•o 

CO 

tfl 

a 

^ 

c 

<A 

4J 

CO 

.2 
1 

O 

1 

in 

m 

o 

■!-> 
M-l 

o 

m 

c 
o 

Td 

C! 
03 

Cl 

o 

+-> 

i 

o 

Td 

Td 
c 

m 
O 

CO 

Td 

c 

3 

C3 

o 

X! 

en 

.Id 
+-> 

CO 

x: 

■4-> 

.2 

1 

Td 

(U 

<+-! 

C3 

lU 

<+H 

(U 

'rt 

<u 

o 

<u 

c 

^ 

(L> 

O 

c 

-t-> 

O 

CI 
(U 
■(-> 

Td 
c 

c 

-4-1 

'5 

;3 

S 

73 

t/3 

rCl 
+-) 

1-1 

Td 

XI 

x: 

.2 

'a 

a 

Si 

Td 

X! 

987654321 


23456789 


The  figures  to  the  left  of  the  decimal  point  represent 
whole  numbers  ;  those  to  the  right  are  decimals. 

In  both  decimals  and  whole  numbers,  the  units  place  is 
made  the  starting  point  of  notation  and  numeration.  The 
decimals  decrease  on  the  scale  of  ten  to  the  right,  and  the 
whole  numbers  increase  on  the  scale  of  ten  to  the  left.  The 
first  figure  to  the  left  of  units  is  tens.,  and  the  first  figure  to 
the  right  of  units  is  tenths.     The  second  figure  to  the  left  of 
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units  is  hundreds,  and  the  second  figure  to  the  right  is  hun- 
dredths. The  third  figure  to  the  left  is  thousands,  and  the 
third  to  the  right  is  tJiousandths,  and  so  on,  the  whole 
numbers  on  the  left  and  the  decimals  on  the  right.  The 
figures  equally  distant  from  units  place  correspond  in  name. 
The  decimals  have  the  ending  tJis,  which  distinguishes  them 
from  whole  numbers.  The  following  is  the  numeration  of 
the  number  in  the  above  table:  nine  hundred  eighty-seven 
million  six  hundred  fifty-four  thousand  three  hundred 
twenty-one  and  twenty-three  million  four  hundred  fifty-six 
thousand  seven  hundred  eighty-nine  hundred-millionths. 

The  decimals  increase  to  the  left  on  the  scale  of  ten,  the 
same  as  whole  numbers ;  for,  beginning  at,  say,  ^-thousandths 
in  the  table,  the  next  figure  to  the  left  is  hundredths,  which 
is  ten  times  as  great,  and  the  next  tenths,  or  ten  times  the 
hundredths,  and  so  on  through  both  decimals  and  whole 
numbers. 

4,  Annexing  or  taking  away  a  cipher  at  the  right  of  a 
decimal  does  not  affect  its  value. 

.5  is  3^  ;  .50  is  ^-§^,  but  y^  =  -^  ;  therefore,  .5  =  .50. 

5.  Inserting  a  cipher  between  a  decimal  and  the  decimal 
point  divides  the  decimal  by  10. 

•5  =  t\;  TV^10  =  TlTr=.0o. 

O.  Taking  azvay  a  cipher  from  the  left  of  a  decimal  multi- 
plies the  decimal  by  10. 

•05  =  YWS  >  TOiT  X  10  =  y^  =  .5. 


ADDITION    OF   DECIMAIiS. 

7.  The  only  respect  in  which  addition  of  decimals  differs 
from  addition  of  whole  numbers  is  in  the  placing  of  the 
numbers  to  be  added. 

Whole  numbers  begin  at  units  and  increase  on  the  scale  of  10, 
to  the  left.  Decimals  decrease  on  the  scale  of  10,  to  the  right. 
Whole  numbers  are  to  the  left  of  the  decimal  point,  and 
decimals  are  to  the  right  of  it.  In  whole  numbers  the  right- 
hand  side  of  a  column  of  figures  to  be  added  must  be  in  line. 
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and  in  decimals  the  left-hand  side  must   be   in  line,  which 
brings  the  decimal  points  directly  under  one  another. 

whole  numbers  decitnals  Tnixed  numbers 


342 

4234 

26 

3 

sum    4  6  0  5  Ans. 


.342 
.42  34 
.2  6 
.0  3 


3  4  2.032 
42  3  4.5 
2  6.6782 
3.0  6 


sum     1.05  54  Ans.   sum    4606.2  70  2  Ans. 


8.     Example.— What   is  the  sum   of  242,    .36,    118.725,    1.005,    6, 
and  100.1? 

Solution. —  2  4  2. 

.36 
118.725 
1.0  0  5 


10  0.1 
sum    4  6  8.190    Ans. 

9.  Rule. — Place  the  numbers  to  be  added  so  that  the  deci- 
mal points  will  be  directly  under  one  another.  Add  as  in 
ivhole  numbers,  and  place  the  decimal  point  in  the  sum  directly 
tinder  the  decimal  points  above. 


Ans.  - 


{a) 

3.7652. 

{l>) 

805.9647. 

{c) 

204.5078. 

id) 

225.9814. 

{e) 

234.3285. 

(/) 

1,437.7601. 

i^) 

2,640.6143. 

i/t) 

4,539.02625 

EXAMPLES   EOR   PRACTICE. 

10.     Find  the  sum  of: 
(a)      .2143,  .105,  2.3042,  and  1.1417. 
(d)      783.5,  21.473,  .2101,  and  .7816. 

(c)  21.781,  138.72.  41.8738,  .72,  and  1.413. 

(d)  .3724,  104.15,  21.417,  and  100.042. 

(e)  200.172,  14.105,  12.1465,  .705,  and  7.2. 
(/)     1,427.16,  .244,  .32,  .032,  and  10.0041. 
(^)    2,473.1,  41.65,  .7243,  104.067,  and  21.073. 
(A)     4,107.2,  .00375,  21.716,  410.072,  and  .0345. 

1.  The  estimated  weights  of  the  parts  of  a  return-tubular  boiler  were 
as  follows:  shell,  3,626  pounds;  tubes,  3,564.5  pounds;  manhole  cover, 
ring,  and  yoke,  270.34  pounds;  stays,  etc.,  1,089.4  pounds;  steam 
nozzles,  236.07  pounds;  handhole  covers  and  yokes,  120.25  pounds; 
feedpipe,  34.75  pounds;  boiler  supports,  350.6  pounds.  What  was  the 
total  estimated  weight  of  the  boiler  ?  Ans.  9,291.91  lb. 

2.  A  bill  for  engine-room  supplies  had  the  following  items:  1  waste 
can,  $8.30;  20  feet  of  4-inch  belting,  $11.20;  1  pipe  wrench,  $1.65; 
12  pounds  of  waste,  $0.84;  5  gallons  of  cylinder  oil,  $8.75;  20  gallons  of 
machine  oil,  $24.     How  much  did  the  bill  amount  to  ?  Ans.  $54.74. 
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SUBTRACTIO:^    OF    DECI3IAL8. 

11.  For  the  same  reason  as  in  addition  of  decimals,  the 
left-hand  figures  of  decimal  numbers  are  placed  in  line  and 
the  decimal  points  under  each  other. 

Example.— Subtract  .132  from  .3063. 

Solution. —  minuend    .3063 

subtrahend    .13  2 


difference     .17  4  3    Ans. 

12,     Example. — What  is  the  difference  between  7.895  and  .725  ? 

Solution. —  minue7id    7.8  9  5 

subtrahend      .7  2  5 


difference    7.1  7  0,  or  7.17    Ans. 

13.     Example. — Subtract  .625  from  11. 

Solution. —  niin7iend    1  1.0  0  0 

subtrahend         .6  2  5 


difference    1  0.3  7  5     Ans. 

14,  Rule. — Place  the  subtrahend  under  the  uiinuend,  so 
that  the  deeinial  points  ivill  be  direetly  under  each  other. 
Subtract  as  in  whole  nuuibers,  and  place  the  decimal  point  in 
the  remainder  directly  loider  the  decimal  points  above. 

When  the  figures  in  the  decimal  part  of  the  subtrahend 
extend  beyond  those  in  the  minuend.^  place  ciphers  in  the 
minuend  above  them  and  subtract  as  before. 


EXAMPLES  FOR  PRACTICE. 
15,      From: 

(a)  407.385  take  235.0004. 

{b)  22.718  take  1.7042. 

{c)  1.368.17  take  13.6817. 

{d)  70.00017  take  7.000017.  ^^^ 

(<f)  630.630  take  .6304. 

(/)  421.73  take  217.162. 

(,g)  1.000014  take  .00001. 

(h)  .783652  take  .542314. 


(a) 

172.3846. 

{b) 

21.0138. 

{c) 

1,354.4883 

id) 

63.000153. 

(^) 

629.9996. 

(/) 

204.568. 

is) 

1.000004. 

(/') 

.241338. 

42  ARITHMETIC.  §  1 

1.  If  the  temperature  of  steam  at  5  pounds  pressure  is  227.964 
degrees  and  at  100  pounds  pressure  is  337.874  degrees,  how  many- 
degrees  hotter  is  the  steam  at  the  higher  pressure  ? 

Ans.  109.91  degrees. 

2.  The  outside  diameter  of  2^-inch  wrought-iron  pipe  is  2.87  inches 
and  the  inside  diameter  is  2.46  inches.     How  thick  is  the  pipe  ? 

Ans.  .41  -f-  2  =  .205  in. 

3.  In  a  cistern  that  will  hold  326.5  barrels  of  water  there  are 
178.625  barrels  ?    How  much  does  it  lack  of  being  full  ? 

Ans.  147.875  bbl. 

4.  A  wrought-iron  rod  is  2.53  inches  in  diameter.  What  must  be 
the  thickness  of  metal  turned  off,  so  that  the  rod  will  be  2.495  inches  in 
diameter?  Ans.  .035 -i- 2  =  .0175  in. 


MULTIPIjICATION    of    DECIMAI.S. 

16.  In  multiplication  of  decimals,  we  do  not  place  the 
decimal  points  directly  under  each  other  as  in  addition  and 
subtraction.  We  pay  no  attention  for  the  time  being  to  the 
decimal  points.  Place  the  multiplier  under  the  multiplicand, 
so  that  the  rigJit-hand  figure  of  the  one  is  under  the  right- 
hand  figure  of  the  other,  and  proceed  exactly  as  in  multi- 
plication of  whole  numbers.  After  multiplying,  count  the 
number  of  decimal  places  in  both  multiplicand  and  multiplier , 
and  point  off  the  same  number  in  the  product. 

Example. — Multiply  .825  by  13. 

Solution. —    tnultiplicand        .8  2  5 
multiplier  1  3 


2475 
825 


product    1  0. 7  2  5    Ans. 

In  this  example  there  are  3  decimal  places  in  the  multi- 
plicand and  none  in  the  multiplier;  therefore,  3  decimal 
places  are  pointed  off  in  the  product. 

17.     Example. — What  is  the  product  of  426  and  the  decimal  .005  ? 

Solution. —       multiplicand       4  2  6 
multiplier      .0  0  5 

product    3.1  3  0,  or  2.13    Ans 
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In  this  example  there  are  ;}  decimal  places  in  the  multi- 
plier and  none  in  the  multiplicand;  therefore,  3  decimal 
places  are  pointed  off  in  the  product. 

18.  It  is  not  necessary  to  multiply  by  the  ciphers  on  the 
left  of  a  decimal;  they  merely  determine  the  number  of  deci- 
mal places.  Ciphers  to  the  right  of  a  decimal  should  be 
omitted,  as  they  only  make  more  figures  to  deal  with  and 
do  not  change  the  value. 


19. 

Soli 

Example.— Multiply 

JTION. — 

multiplicand 
multiplier 

product 

1.205  by  1. 

1.3  0  5 
1.1  5 

15. 

6025 
1205 
1205 

1.3  8  5  7  5 

A 

Ans. 

In  this  example  there  are  3  decimal  places  in  the  multi- 
plicand and  2  in  the  multiplier;  therefore,  3  +  2,  or  5,  deci- 
mal places  must  be  pointed  off  in  the  product. 

30.  Example.— Multiply  .232  by  .001. 

Solution. — 

multiplicand  .2  3  2 

multiplier  .0  0  1 

■product    .000232    Ans. 

In  this  example  we  multiply  the  multiplicand  by  the  digit 
in  the  multiplier,  which  gives  232  for  the  product;  but  since 
there  are  3  decimal  places  each  in  the  multiplier  and  multi- 
plicand, we  must  prefix  3  ciphers  to  the  232  to  make  3  -j-  '^, 
or  6,  decimal  places  in  the  product 

31.  Rule. — Place  the  multiplier  under  the  multiplicand, 
disregarding  the  position  of  the  decimal  points.  Multiply  as 
in  ^vhole  numbers,  and  in  the  product  point  off  as  many  deci- 
mal places  as  there  are  decimal  places  in  both  multiplier  and 
multiplicand,  prefixing  ciphers  if  necessary. 
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EXAMPLES  FOR  PRACTICE. 

32.      Find  the  product  of: 


{a) 

.000492x4.1418 

ib) 

4,003.2  X  1.2. 

ic) 

78.6531  X  1.03. 

(.d) 

.3685  X  .042. 

<.e) 

178,352  X  .01. 

(/) 

.00045  X  .0045. 

ig) 

.714  X  .00002. 

{h) 

.00004  X  .008. 

{a) 

.0020377656 

ib) 

4,803.84. 

{c) 

81.012693. 

id) 

.015477. 

ie) 

1,783.52. 

(/) 

.000002025. 

ig) 

.00001428. 

ih) 

.00000032. 

Ans. 


1.  The  stroke  of  an  engine  was  found  by  measurement  to  be 
2.987  feet.  How  many  feet  will  the  crosshead  pass  over  in  600  revolu- 
tions ?  Ans.  3,584.4  ft. 

2.  If  a  steam  pump  delivers  2.39  gallons  of  water  per  stroke  and 
runs  at  51  strokes  a  minute,  how  many  gallons  of  water  would  it  pump 
in  58i  minutes  ?  Ans.  7,130.565  gal. 

3.  Wishing  to  obtain  the  weight  of  a  connecting-rod  from  a  drawing, 
it  was  calculated  that  the  rod  contained  294.8  cubic  inches  of  wrought 
iron,  63.5  cubic  inches  of  brass,  and  10.4  cubic  inches  of  Babbitt.  Assu- 
ming the  weight  of  wrought  iron  to  be  .278  pound  per  cubic  inch,  of 
brass  .303  pound,  and  of  Babbitt  .264  pound,  what  was  the  weight  of 
the  rod?  Ans.  103.94  1b. 


DIVISION  OF  r>ECI3IAIjS. 

23.  In  division  of  decimals  we  pay  no  attention  to  the 
decimal  point  until  after  the  division  is  performed.  The 
number  of  decimal  places  in  the  dividend  must  equal  {or  be 
made  to  equal  by  annexing  ciphers)  the  number  of  decimal 
places  in  the  divisor.  Divide  exactly  as  in  ivhole  numbers. 
Subtract  the  number  of  decimal  places  in  the  divisor  from 
the  Jiumber  of  decimal  places  in  the  dividend^  and  point  off 
as  many  decimal  places  in  the  quotient  as  are  indicated  by 
the  remainder. 

Example. — Divide  .625  by  25. 

divisor  dividend  quotient 

Solution.—  2  5  )  .6  2  5  (  .0  2  5    Ans. 

5  0 

125 
125 


remainder       0 
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In  this  example  there  are  no  decimal  places  in  the  divisor 
and  3  decimal  places  in  the  dividend;  therefore,  there 
are  3  minus  0,  or  3,  decimal  places  in  the  quotient.  One 
cipher  has  to  be  prefixed  to  the  25  to  make  the  3  deci- 
mal places. 

24. 


Example. 

—Divide  6.035  by  .05. 

ION. — 

divisor    dividend    quotient 
.0  5)6.0  35(120.7    Ans. 
5 

To 

10 
35 

35 

remainder      0 

In  this  example  we  divide  by  5,  as  if  the  cipher  were  not 
before  it.  There  is  1  more  decimal  place  in  the  dividend 
than  in  the  divisor;  therefore,  1  decimal  place  is  pointed 
off  in  the  quotient. 

25.  Ex.\MPLE.— Divide  .125  by  .005. 

divisor    dividend    quotient 

Solution.—  .0  0  5  )  .  1  2  5  (  2  5    Ans. 

10 

~25 
25 

remainder      0 

In  this  example  there  are  the  same  number  of  decimal 
places  in  the  dividend  as  in  the  divisor;  therefore,  the  quo- 
tient has  no  decimal  places  and  is  a  whole  number. 

26.  Example.— Divide  326  by  .25. 

divisor    dividend    quotient 

Solution.—  .2  5  )  3  2  6.0  0  (  1  3  0  4    Ans. 

25 


76 

75 

Too 

100 

remainder 

0 
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In  this  problem  two  ciphers  were  annexed  to  the  dividend, 
to  make  the  number  of  decimal  places  equal  to  the  number 
in  the  divisor.     The  quotient  is  a  whole  number. 

31.     Example.— Divide  .0025  by  1.25. 

divisor     dividend      quotient 

Solution.—  1.2  5  )  .0  0  2  5  0  ( .0  0  2    Ans. 

250 


remainder       0 

Explanation. — In  this  example  we  are  to  divide  .0025  by 
1.25.  Consider  the  dividend  as  a  whole  number,  i.  e.,  as  25 
(disregarding  the  two  ciphers  at  its  left,  for  the  present) ; 
also,  consider  the  divisor  as  a  whole  number,  i.  e.,  as  125. 
It  is  clearly  evident  that  the  dividend,  25,  will  not  contain 
the  divisor,  125;  we  must,  therefore,  annex  one  cipher  to 
the  25,  thus  making  the  dividend  250.  125  is  contained 
twice  in  250,  so  we  place  the  figure  2  in  the  quotient.  In 
pointing  off  the  decimal  places  in  the  quotient,  it  must  be 
remembered  that  there  were  only  4  decimal  places  in  the 
dividend;  but  one  cipher  was  annexed,  thereby  making 
4+1,  or  5,  decimal  places.  Since  there  are  5  decimal 
places  in  the  dividend  and  2  decimal  places  in  the  divisor, 
we  must  point  off  5  —  2,  or  3,  decimal  places  in  the  quotient. 
In  order  to  point  off  3  decimal  places,  two  ciphers  must  be 
prefixed  to  the  figure  2,  thereby  making  .002  the  quotient. 
It  is  not  necessary  to  consider  the  ciphers  at  the  left  of  a 
decimal  when  dividing,  except  when  determining  the  posi- 
tion of  the  decimal  point  in  the  quotient. 

28.  Rule. — I.  Place  the  divisor  to  the  left  of  the  dividend 
and  proceed  as  in  division  of  whole  numbers  ;  in  the  quotient, 
point  off  as  many  decimal  places  as  the  number  of  decimal 
places  in  the  dividend  exceeds  the  number  of  decimal  places 
in  the  divisor,  prefixing  ciphers  to  the  quotient,  if  necessary. 

II.  If  in  dividing  one  whole  number  by  another  there  be 
a  remainder,  the  remainder  can  be  placed  over  the  divisor  as 
a  fractional  part  of  the  quotient ;  but  it  is  generally  better  to 
annex  ciphers  to  the  remainder  and  continue  dividing  until 
there  are  three  or  four  decimal  places  in  the  quotient^  and 
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then  if  there  still  be  a  remainder,  terminate  the  quotient  by 
the  plus  sign  (+),  tvliich  sliows  that  it  can  be  carried  farther. 

39.     Example. — What  is  the  quotient  of  199  divided  by  15  ? 
divisor  dividend  quotient 

Solution.—  15)199(13  +  ^    Ans. 

15 


49 

46 


remainder 


Or,     1  5  )  1  9  9.0  0  0  (  1  3.2  6  6+     Ans. 
15 

~l9 
46 

~40 
30 

Too 

90 

foo 

90 

remainder        1  0 

13yV  =  13.266-H 
3^  =  .266  + 

It  very  frequently  happens,  as  in  the  above  example,  that 
the  division  will  never  terminate.  In  such  cases,  decide  to 
how  many  decimal  places  the  division  is  to  be  carried  and 
carry  the  work  one  place  farther.  If  the  last  figure  of  the 
quotient  thus  obtained  is  5  or  a  greater  number,  increase 
the  preceding  figure  by  1,  and  write  after  it  the  minus  sign 
(  —  ),  thus  indicating  that  the  quotient  is  not  quite  as  large 
as  indicated;  if  the  figure  thus  obtained  is  less  than  5, 
write  the  plus  sign  (+)  after  the  quotient,  thus  indicating 
that  the  number  is  slightly  greater  than  as  indicated.  In 
the  last  example,  had  it  been  desired  to  obtain  the  answer 
correct  to  four  decimal  places,  the  work  would  have  been 
carried  to  five  places,  obtaining  13.26666,  and  the  answer 
would  have  been  given  as  13.2667  —  .  This  remark  applies 
to   any  other    calculation  involving   decimals,   when  it  is 
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desired  to  omit  some  of  the  figures  in  the  decimal.  Thus, 
if  it  is  desired  to  retain  three  decimal  places  in  the  number 
.2471253,  it  would  be  expressed  as  .247+;  if  it  was  desired 
to  retain  five  decimal  places,  it  would  be  expressed  as  .24713  —  . 
Both  the  +  and  —  signs  are  frequently  omitted ;  they  are 
seldom  used  outside  of  arithmetic,  except  in  exact  calcula- 
tions, when  it  is  desired  to  call  particular  attention  to  the 
fact  that  the  result  obtained  is  not  quite  exact. 


30. 


EXAMPLES  FOR 

PRACTICE. 

Divide: 

{a)      101.6688  by  2.36. 

'(«) 

43.08. 

(<5)      187.12264  by  123.107. 

i^) 

1.52. 

(c)      .08  by  .008. 

(c) 

10. 

(d)    .0003  by  3.75. 

Ans.    - 

id) 

.00008 

(e)      .0144  by  .024. 

ie) 

.6. 

(/)    .00375  by  1.25. 

if) 

.003. 

(0-)     .004  by  400. 

(g) 

.00001. 

{/i)     .4  by  .008. 

l(/^) 

50. 

1.  In  a  steam-engine  test  of  an  hour's  duration,  the  horsepower 
developed  was  found  to  be  as  follows  at  10-minute  intervals  :  25.73, 
25.64,  26.13,  25.08,  24.20,  26.7,  26.34.  AVhat  was  the  average  horse- 
power? Ans.  25.6886— ,  average. 

Note. — Add  the  different  horsepowers  together  and  divide  by  the 
number  of  tests,  or  7. 

2.  There  are  31.5  gallons  in  a  barrel.  How  many  barrels  are  there 
in  2,787.75  gallons?  Ans.  88.5  bbl. 

3.  A  carload  of  18.75  tons  of  coal  cost  $60.75.  How  much  was  it 
worth  per  ton?  Ans.  $3.24  per  ton. 

4.  A  keg  of  •^"  X  If"  boiler  rivets  weighs  100  pounds  and  con- 
tains 595  rivets.     What  is  the  weight  of  one  of  the  rivets  ? 

Ans.  .168+  lb 


TO  REDUCE  A  FRACTION  TO  A  DECIIVIAL. 

31.     Example  1. —    f  equals  what  decimal  ? 
Solution.—  4  )  3.0  0 

.7  5,  or  J  =  .75    Ans. 
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Example  2. — What  decimal  is  equivalent  to  ^- ? 

Solution.—  8  )  7.0  0  0  ( .8  7  5 

64 

5  6        or  I  =  .875.     Ans. 

~io 

40 


32,  Kiile. — Annex  ciphers  to  the  numerator  and  divide 
by  the  denominator.  Point  off  as  many  decimal  places  in  the 
quotient  as  there  are  ciphers  annexed. 


EXAMPLES   FOR   PRACTICE. 

33.     Reduce  the  following  common  fractions  to  decimals: 


(«)    M- 

'{a) 

.46875. 

(^)    1- 

{b) 

.875. 

W     li- 

ic) 

.65625. 

^"'^     ^-                                         Ans    . 

{d) 

.796875. 
.16. 

(/)    |. 

(/) 

.625. 

ig)    ^• 

ig) 

.05. 

(-*)     tijW- 

{h) 

.004. 

34.     To  reduce  inches  to  decimal  part.s  of  a  foot : 

Example. — What  decimal  part  of  a  foot  is  9  inches  ? 

Solution. — Since  there  are  12  inches  in  1  foot,  1  inch  is  ^V  of  a  foot 
and  9  inches  is  9  X  tV>  o^"  t^j  of  a  foot.  This  reduced  to  a  decimal  by 
the  above  rule  shows  what  decimal  part  of  a  foot  9  inches  is. 

1  2)  9.0  0  (.7  5  of  afoot.    Ans. 
84 

~60 
60 


35.     Rule. — I.      To  reduce  inches  to  a  decirnal  part  of  a 
foot,  divide  the  number  of  inches  by  12. 
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II.  Should  the  resulting  decimal  be  mi  intending  one,  and 
it  is  desired  to  terminate  the  division  at  some  point,  say  the 
fourth  decimal  place,  carry  the  division  one  place  farther, 
and  if  the  fifth  figure  is  5  or  greater,  increase  the  fourth 
figure  by  1,  omitting  the  signs  -j-  and  — . 


36. 


EXAMPLES 

EOR  PRACTICE. 

due 

e  to  the  decimal 

part 

of  a  foot : 

(«) 

Sin. 

'  {a)     .25  ft. 

ib) 

4iin. 

{b)     .375  ft. 

W 

5  in. 

Ans.  ' 

{c)     .4167  ft. 

{d) 

6f  in. 

{d)    .5521  ft. 

ie-) 

11  in. 

.  {e)     .9167  ft. 

1.  The  lengths  of  belting  required  to  connect  three  countershafts 
with  the  main  line  shaft  were  found  with  the  tape  measure  to  be  27  feet 
4  inches,  23  feet  8  inches,  and  38  feet  6  inches.  How  many  feet  of 
belting  were  necessary  ?  Ans.  89.5  ft. 

2.  The  stroke  of  an  engine  is  14  inches.  What  is  the  length  of  the 
crank  in  feet  measured  from  center  of  shaft  to  center  of  crankpin, 
knowing  that  length  of  crank  is  one-half  the  stroke  ?      Ans.  .5833+  ft. 

3.  A  steam  pipe  fitted  with  an  expansion  joint  was  found  to  expand 
1.668  inches  when  steam  was  admitted  into  it.  How  much  was  its 
expansion  in  decimal  parts  of  a  foot  ?  Ans.  .139  ft 


TO  REDUCE  A  DECIMAL  TO  A  FRACTION. 

37.  Example  1. — Reduce  .125  to  a  fraction. 
Solution. —    .Vlh  =  ^-^  =. -^^  —  \.     Ans. 

Example  2. — Reduce  .875  to  a  fraction. 

Solution.—    .875  =  yVtro  =  ft  =  I-     Ans. 

38.  Rule. —  Under  the  figures  of  the  decimal,  place  1  with 
as  many  ciphers  at  its  right  as  there  are  decimal  places  i?i  the 
decimal,  and  reduce  the  resulting  fraction  to  its  lowest  terns 
by  dividing  both  numerator  and  denominator  by  the  same 
number. 
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EXAMPLES  FOR  PRACTICE. 


39. 


luce 

the  following  to 

common  fractions: 

{a) 

.375. 

'(^0    1- 

(^) 

.625. 

{b)     i. 

(c) 

.3125. 

(0     ^. 

{d) 

.04. 

Ans.  - 

id)    i^. 

(^) 

.06. 

(^)     ^■ 

(/) 

.75. 

(/)  f. 

(^) 

.15625. 

(^)  isV 

{^) 

.875. 

ih)  h 

40.  To  expres-s  a  decimal  approximately  as  a  frac- 
tion having  a  given  denominator  : 

Example  1. — Express  .5827  in  64ths. 
Solution.—    .5827  X  ||  = —^j^,  say  ||. 
Hence,  .5827  =  |J,  nearly.     Ans. 

Example  2. — Express  .3917  in  12ths. 

4  7004 
Solution.—    .3917  X\i  =  -^-r^ — ,  say  ^. 

Hence,  .3917  =  ^,  nearly.     Ans. 

41.  Rule. — Reduce  1  to  a  fraction  having'  the  given 
denominator.  Multiply  the  given  decimal  by  the  fraction 
so  obtained,  and  the  result  will  be  the  fraction  required. 


EXAMPL.ES  FOR  PRACTICE. 


43.  Express: 

(a) 
{b) 
{c) 
(d) 


.625  in  8ths. 
.3125  in  16ths. 
.15625  in32ds. 
.77  in  64ths. 
.81  in  48ths. 
(/)  .923  in  96ths. 


Ans.  ■> 


r(«) 

*• 

(b) 

A- 

(c) 

A- 

id) 

H- 

i.e) 

ft- 

l(/) 

f*. 

43.     The  sign  for  dollars  is  $.     It  is  read  dollars.     $25  is 
read  25  dollars. 
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Since  there  are  100  cents  in  a  dollar,  1  cent  is  1  one- 
hundredth  of  a  dollar;  the  first  two  figures  of  a  decimal  part 
of  a  dollar  represent  cents.  Since  a  mill  is  -^-^  of  a  cent,  or 
yoJoT  of  ^  dollar,  the  third  figure  represents  mills. 

Thus,  $25.16  is  read  twenty-five  dollars  and  sixteen  cents  ; 
$25,168  is  read  tiventy-five  dollars  sixteen  cents  and  eight 
mills. 

STG^^S   OF  AGGREGATION. 

44.     The  vlnculimi ,  parenthesis  (  ),  brackets  [  ], 

and  brace  {  \  are  called  sjixi tools  of  aggregation,  and  are 

used  to  include  numbers  which  are  to  be  considered  together; 
thus,  13  X  8  —  3,  or  13  X  (8  —  3),  shows  the  3  is  to  be  taken 
from  8  before  multiplying  by  13. 


13  X  8  -  3  =  13  X  5  =  65.     Ans. 
13  X  (8  -  3)  =  13  X  5  =  65.     Ans. 

When  the  vinculum  or  parenthesis  is  not  used,  we  have 
13x8-3  =  104-3  =  101.     Ans. 

45.  In  any  series  of  numbers  connected  by  the  signs  +, 
— ,  X,  and  -^,  the  operations  indicated  by  the  signs  must  be 
performed  in  order  from  left  to  right,  except  that  no  addition 
or  subtraction  may  be  performed  if  a  sign  of  multiplication  or 
^\v\%\on  follows  the  number  on  the  right  of  a  sign  of  addition 
or  subtraction  until  the  indicated  multiplication  or  division 
has  been  performed.  In  all  cases  the  sign  of  multiplication 
takes  the  precedence,  the  reason  being  that  when  two  or 
more  numbers  or  expressions  are  connected  by  the  sign  of 
multiplication,  the  numbers  thus  connected  are  regarded  as 
factors  of  the  product  indicated,  and  not  as  separate  numbers. 

Example. — What  is  the  value  of  4  X  24  —  8  +  17  ? 
Solution. — Performing  the  operations  in  order  from  left  to  right, 
4  X  24  =  96;  96  -  8  =  88;  88  +  17  =  105.     Ans. 

4o.  Example. — What  is  the  value  of  the  following  expression: 
1,296 -f- 12  4- 160- 22  X  3^? 

Solution.—  1,296  -^  12  =  108  ;  108  +  160  =  268;  here  we  cannot 
subtract  22  from  268  because  the  sign  of  multiplication  follows  22; 
hence,  multiplying  22  by  3^,  we  get  77,  and  268  -  77  =  191.     Ans. 
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Had  the  above  expression  been  written  1,296  -^  12  +  1^^^ 
—  22  X  31  -^  7  +  25,  it  would  have  been  necessary  to  have 
divided  22  X  3^  by  7  before  subtracting,  and  the  final  result 
would  have  been  22  X  3^  =  77 ;  77  ^  7  =  11 ;  268  -  11  =  257 ; 
257  +  25  =  282.  Ans.  In  other  words,  it  is  necessary  to  per- 
form all  the  multiplication  or  division  included  between 
the  signs  +  and  — ,  or  —  and  +,  before  adding  or  subtracting. 
Also,  had  the  expression  been  written  1,296  -4-  12  +  160  —  'l^\ 
-f-  7  X  3^  +  25,  it  would  have  been  necessary  to  have  multi- 
plied 3.V  by  7  before  dividing  24^,  since  the  sign  of  multiplica- 
tion takes  the  precedence,  and  the  final  result  would  have 
been  3^  X  7  =  24^;  24^  -^  24^  =  1 ;  208  -  1  =  267;  267  +  25 
=  292.     Ans. 

It  likewise  follows  that  if  a  succession  of  multiplication 
and  division  signs  occurs,  the  indicated  operations  must  not 
be  performed  in  order,  from  left  to  right — the  multiplica- 
tion must  be  performed  first.  Thus,  24  X3-^4X  2-^9x5 
=  t.  Ans.  In  order  to  obtain  the  same  result  that  would 
be  obtained  by  performing  the  indicated  operations  in  order, 
from  left  to  right,  symbols  of  aggregation  must  be  used. 
Thus,  by  using  two  vinculums,  the  last  expression  becomes 
24  X  3  -^  X  2-^9  X  5  =  20,  the  same  result  that  would  be 
obtained  by  performing  the  indicated  operations  in  order, 
from  left  to  right. 


47. 


EXAMt»L.ES   FOR   PRACTICE. 

Find  the  values  of  the  following  expressions: 


Ans. 


('0 

(8 +  5-1) -4. 

kb) 

5  X  24  -  32. 

(c) 

5  X  24  --  15. 

id) 

144  -  5  X  24 

(^0 

(1,691  -  540  +  559)  -=-  3  X  57. 

(/) 

2,080  +  120  _  80  X  4  -  1,670. 

(.?-) 

(90  +  60  -r-  25)  X  5  -  29. 

(A) 

90  -h  60  -3-  25  X  5. 

f  («) 

3. 

(b) 

88. 

(0 

8. 

id) 

24. 

(^) 

10. 

(/) 

210 

U) 

1. 

li^) 

1.2. 

ARITHMETIC. 

(PART  4.) 


PERCE:N^TAaE. 


DEFINITIO^S^S  AXD  PRINCIPIjES. 

1.  In  certain  operations,  particularly  those  pertaining  to 
business,  it  is  very  convenient  to  regard  the  quantity  on 
which  we  are  to  operate  as  being  divided  into  100  equal 
parts;  thus,  instead  of  using  the  ordinary  fractions  ^,  -|,  -f, 

28- 
we  use  the  equivalent  fractions  y-^^,  -^^,  —-,  or  their  equiv- 
alent decimals,  .25,  .60,  .284-  This  practice  is  a  very  con- 
venient one  in  all  computations  involving  United  States 
money,  because,  since  II  equals  100  cents,  it  is  easier  to 
comprehend  what  part  of  the  whole  y^g  is  than  some  other 
equivalent  fraction,  asyYo>  i^  is  also  much  easier  to  com- 
pute with  fractions  whose  denominators  are  100  than  it  is  to 
compute  with  fractions  whose  denominators  are  composed  of 
other  figures. 

2.  Percentaj^e  is  a  term  applied  to  those  arithmetical 

operations  in  which  the  number  or  quantity  to  be  operated 
upon  is  supposed  to  be  divided  into  100  equal  parts. 

3.  The  term  per  cent,  means  dj'  the  JiiDidred.  Thus, 
8  per  cent,  of  a  number  means  8  hundredths;  i.  e.,  y|^, 
or  .08,  of  that  number;  8  per  cent,  of  250  is  250  X  -r^^y 
or  250  X  .08  =  20;  47  per  cent,  of  75  tons  is  75  X  tVs"  =  75 
X  .47  =  35.25  tons.  The  statement  that  the  population  of 
a  city  has  increased  22  per  cent,  in  a  given  time,  say  from 

%'^ 

For  notice  of  copyright,  see  page  immediately  following  the  title  page. 
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1880  to  1890,  is  equivalent  to  saying  that  the  increase  is 
22  in  every  hundred;  that  is,  for  every  100  in  1880  there 
are  22  more,  or  122,  in  1890. 

4.  The  sign  of  per  cent,  is  ^,  and  is  read  per  cent. 
Thus,  6fo  is  read  six  per  cent.;  12^^  is  read  twelve  and  one- 
half  per  cent.  ^  etc. 

5.  When  expressing  the  per  cent,  of  a  number  to  use  in 
calculations,  it  is  customary  to  express  it  decimally  instead 
of  fractionally.  Thus,  instead  of  expressing  6^,  25^,  and  43^ 
as  y|-o,  y^o^o,  and  y^^Q-,  it  is  usual  to  express  them  as  .06,  .25, 
and  .43. 

6.  The  following  table  will  show  how  any  per  cent,  can 
be  expressed  either  as  a  decimal  or  as  a  fraction : 


50^ 


Vlhic 
500^ 


.01 

.02 

.05 

.10 

.25 

.50 

.75 

1 

.00 

1 

.25 

1 

.50 

5 

.00 

1 

To  0 


2-  or    1 
Too  "^  To 


TTT  "1   ^0 


1  0    or  -1- 
To  0  ^^    10 


2  5    nr  J. 
Too  "^  ¥ 


5  0     rir   1 
TOT  ^^  ¥ 


T5_  or  ^ 

To  0  *-^*  ? 

10  0.  oj.  1 

1  0  0  "-"^  ^ 


125  or  11 
Too  ^^  ^t 


1 6  0  nr  1  1 
To  15^  "^  ^^ 


\%%  or  5 


\i 

.0025 

\i 

.005 

m 

.015 

Hi 

.06i 

m 

•08i 

iHfo 

.125 

im 

.16f 

33i^ 

.33i 

374^ 

.37^ 

62|^ 

.625 

87i^ 

.875 

or  ^ 


^    or  _!_ 

100       ^'"^ 

jf^or^^ 

ii 

100 
6i         , 
100  "^^^ 

100°^* 

100^^^ 

^ori 
100       ^ 

T^or  # 
100       ^ 

624 

100       ® 

lo!^'^* 
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7.  The  names  of  the  different  terms  used  in  percentage 
are:  the  base,  the  rate  or  rate  per  cent.,  tho. percentage,  the 
amount^  and  the  difference. 

8.  The  base  is  the  number  or  quantity  which  is  supposed 
to  be  divided  into  100  equal  parts. 

9.  The  rate  pex*  cent,  is  that  number  of  the  100  equal 
parts  into  which  the  base  is  supposed  to  be  divided  which 
is  taken  or  considered.  The  rate  is  the  number  of  hun- 
dredths of  the  base  that  is  taken  or  considered.  The 
distinction  between  the  rate  per  cent,  and  the  rate  is  this: 
The  rate  per  cent,  is  always  100  times  the  rate.  Thus, 
7^  of  125  and  .07  of  125  amount  in  the  end  to  the  same 
thing;  the  former,  7,  is  the  rate  per  cent. — the  number  oi 
hundredths  of  125  intended;  the  latter,  .07,  is  the  rate,  the 
part  of  125  that  is  to  be  found;  7^  is  used  in  speech,  .07 
is  the  form  used  in  computation.  So,  also,  12^^  =.125, 
1^  =  .005,  If^  =  .0175.  In  the  table  just  given,  the  num- 
bers in  the  first  column  are  rates  per  cent. ;  those  in  the 
second  column  are  rates. 

10.  The  pei'centage  is  the  result  obtained  by  multiply- 
ing the  base  by  the  rate.  Thus,  7,^  of  125  =  125  X  .07 
=  8.75,  the  percentage. 

11.  The  amount  is  the  sum  of  the  base  and  the  per- 
centage. 

12.  The  diflferenee  is  the  remainder  obtained  when  the 
percentage  is  subtracted  from  the  base. 

1,3.  The  terms  amount  and  difference  are  ordinarily 
used  when  there  is  an  increase  or  a  decrease  in  the  base. 
For  example,  suppose  the  population  of  a  village  is  1,500 
and  it  increases  25  per  cent.  This  means  that  for  every 
100  of  the  original  1,500  there  is  an  increase  of  25,  or  a  total 
increase  of  15  X  25  =  375.  This  increase  added  to  the 
original  population  gives  the  amount,  or  the  population 
after  the  increase.     If  the  population  had    decreased   375, 
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the  final  population  would  have  been  1,500  —  375=  1,125, 
and  this  would  be  the  difference.  The  original  popula- 
tion, 1,500,  is  the  base  on  which  the  percentage  is  com- 
puted; the  25  is  the  rate  per  cent.,  and  the  increase  or 
decrease,  375,  is  the  percentage.  If  the  base  increases,  the 
final  value  is  the  amount;  and  if  it  decreases,  its  final  value 
is  the  difference. 


CALCUIiATIONS  INVOLVING  PERCENTAGE. 

14.  From  the  foregoing  it  is  evident  that  to  find  the 
percentage,  the  base  must  be  multiplied  by  the  rate.  Hence, 
the  following 

Rule. —  To  find  the  percentage,  multiply  the  base  by  the 
rate. 

Example. — Out  of  a  lot  of  300  boiler  tubes  76,^  was  used  in  a  boiler. 
How  many  tubes  were  used  ? 

Solution. — The  rate  is  .76;  the  base  is  300;  hence,  the  number  of 
tubes  used,  or  the  percentage,  is  by  the  above  rule 

300  X  .76  =  228  tubes.     Ans. 

Expressing  the  rule  as  a 

Formula,  percentage  =  base  X  rate. 

15.  When  the  percentage  and  rate  are  given,  the  base 
may  be  found  by  dividing  the  percentage  by  the  rate.  For, 
suppose  that  12  is  6^,  or  yf^-,  of  some  number;  then  1^,  or 
y^,  of  the  number,  is  12  -^  6,  or  2.  Consequently,  if  2  =  1^, 
or  yfg-,  100^,  or  \^  =  2  X  100  =  200.  But  as  the  same 
result  may  be  arrived  at  by  dividing  12  by  .06,  since  12  -^  .06 
=  200,  it  follows  that: 

Rule. —  When  the  percentage  and  rate  are  given,  to  find  the 
base,  divide  the  percentage  by  the  rate. 

Formula,  base  —  percentage  -^  rate. 
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Example. —  76^  of  a  lot  of  boiler  tubes  was  used  in  the  construction 
of  a  boiler.  If  the  number  of  tubes  used  was  228,  how  many  tubes  were 
in  the  lot  ? 

Solution. — Here  228  is  the  percentage  and  .76  is  the  rate;  nence, 
applying  the  rule, 

228  -H  .  76  =  300  tubes.     Ans. 

16.  Whtn  the  base  and  percentage  are  given,  to  find  the 
rate,  the  rate  may  be  found  by  dividing  the  percentage  by 
the  base.  For,  suppose  that  it  is  desired  to  find  what  per 
cent.  12  is  of  200.  1^  of  200  is  200  X  .01  =  2.  Now,  if  1^ 
is  2,  12  is  evidently  as  many  per  cent,  as  2  is  contained 
times  in  12,  or  12^2  =  6^.  But  the  same  result  may  be 
obtained  by  dividing  12,  the  percentage,  by  200,  the  base, 
since  12  -^  200  =  .06  =  6^.     Hence, 

Rule. —  When  the  percentage  and  base  are  given^  to  find  the 
rate,  divide  the  percentage  by  the  base,  and  the  result  will  be 
the  rate. 

Formula,  rate  =  percentage  -^  base. 

Example  1. — Out  of  a  lot  of  300  boiler  tubes  228  were  used.  What 
per  cent,  of  the  total  number  was  used  ? 

Solution. — Here  300  is  the  base  and  228  is  the  percentage;  hence, 
applying  rule. 

Rate  -  228  h-  300  =  .76  =  76^.     Ans. 

Example  2.— What  per  cent,  of  875  is  25  ? 

Solution. — Here  875  is  the  base  and  25  is  the  percentage;  hence, 
applying  rule, 

Rate  =  25  -=-  875  =  .02|  =  2f^.     Ans. 

Proof.—    875  X  .02f  =  25. 


17. 


EXAMPLES   FOR  PRACTICE. 

What  per  cent  of: 
{a)     360  is  90  ? 


Ans. 


^b) 

900  is  360  ? 

(^) 

125  is  25? 

(^) 

150  is  750  ? 

<e) 

280  is  112? 

C/) 

400  is  200  ? 

Kg) 

47  is  94  ? 

ih^ 

500  is  250  ? 

(«) 

25^ 

(b) 

40^. 

ic) 

20^. 

{d) 

500^. 

(^) 

40^. 

(/) 

50^. 

U) 

200ji. 

ih) 

50i. 
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18.  The  amount  may  be  found,  when  the  base  and  rate 
are  given,  by  muhiplying  the  base  by  1  plus  the  rate 
expressed  decimally.  For,  suppose  that  it  is  desired  to  find 
the  amount  when  200  is  the  base  and  .06  is  the  rate.  The 
percentage  is  200  x  .06  =  12,  and,  according  to  definition. 
Art.  11,  the  amount  is  200  +  12  =  212.  But  the  same 
result  may  be  obtained  by  multiplying  200  by  1  +  .06,  or  1.06, 
since  200  X  1.06  =  212.    Hence, 

Rule. —  When  the  base  and  rate  are  given,  to  find  the 
amount^  multiply  the  base  by  1  plus  the  rate. 

Formula,  amount  =  base  X  (1  +  rate). 

Example. — If  a  man  earned  $725  in  a  year,  and  the  next  year  lO^c 
more,  how  much  did  he  earn  the  second  year  ? 

Solution. — Here  725  is  the  base  and  .10  is  the  rate,  and  the  amount 
is  required.     Hence,  applying  the  rule, 

725  X  1.10  =  $797.50.     Ans. 

19.  When  the  base  and  rate  are  given,  the  difference 
may  be  found  by  multiplying  the  base  by  1  minus  the  rate 
expressed  decimally.  For,  suppose  that  it  is  desired  to  find 
the  difference  when  the  base  is  200  and  the  rate  is  6^.  The 
percentage  is  200  X  .06  =  12;  and,  according  to  definition, 
Art.  13,  the  difference  =  200  —  12  =  188.  But  the  same 
result  may  be  obtained  by  multiplying  200  by  1  —  .06,  or  .94, 
since  200  X  .94  =  188.     Hence, 

Rule. —  When  the  base  and  rate  are  given,  to  find  the 
difference^  multiply  the  base  by  1  minus  the  rate. 

Formula,  difference  =  base  x  (1  —  rate). 

Example. — Out  of  a  lot  of  300  boiler  tubes  all  but  24^  were  used  in 
one  boiler;  how  many  tubes  were  used  ? 

Solution. — Here  300  is  the  base,  .24  is  the  rate,  and  it  is  desired  to 
find  the  difference.     Hence,  applying  the  rule, 

300  X  (1  -  .24)  =  228  tubes.     Ans. 

20.  When  the  amount  and  rate  are  given,  the  base  may 
be  found  by  dividing  the  amount  by  1  plus  the  rate.  For, 
suppose  that  it  is   known   that   212   equals   some   number 
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increased   by  6^   of  itself.     Then,   it    is   evident   that  212 

equals  lOG,'^  of  the  number  (base)  that  it  is  desired  to  find. 

'^12 
Consequently,    if    212  =  lOGfc,    1^  =  ^--  =  2,   and    100,'^  =  2 

X  100  =  200  =  the  base.  But  the  same  result  may  be 
obtained  by  dividing  212  by  1  +  .06  or  1.06,  since  212  -t-  1.06 
=  200.      Hence, 

Rule.  —  When  the  ajuount  and  rate  are  given^  to  find  the 
base^  divide  the  amount  by  1  plus  the  rate. 

Formula,   base  =  amount  -=-  (1  +  rate). 

Example. — The  theoretical  discharge  of  a  certain  pump  when  run- 
ning at  a  piston  speed  of  100  feet  per  minute  is  278,910  gallons  per  day 
of  10  hours.  Owing  to  leakage  and  other  defects,  this  value  is  25^ 
greater  than  the  actual  discharge.     What  is  the  actual  discharge  ? 

Solution. — Here  278,910  equals  the  actual  discharge  (base)  increased 
by  25%  of  itself.  Consequently,  278,910  is  the  amount  and  25,'J  is  the 
rate.     Applying  rule, 

Actual  discharge  =  278,910  -^  1.25  =  223,128  gal.     Ans. 

21.  When  the  difference  and  rate  are  given,  the  base 
may  be  found  by  dividing  the  difference  by  1  minus  the 
rate.  For,  suppose  that  188  equals  some  number  less  0;^  of 
itself.  Then,  188  evidently  equals  100  —  G  =  d-ifc  of  some 
number.  Consequently,  if  188  =  94^,  1^  =  188  ^  94  =  2, 
and  100^  =  2  X  100  =  200.  But  the  same  result  may  be 
obtained  by  dividing  188  by  1  —  .06,  or  .94,  since  188  -^  .94 
=  200.      Hence, 

Rule. —  When  the  difference  and  rati;  are  given ^  to  find  the 
base,  divide  the  difference  by  1  minus  the  rate. 

Formula,  base  =  difference  -4-  (1  —  rate). 

E.x AMPLE  1. — From  a  lot  of  boiler  tubes  76'r  Avas  used  m  the  construc- 
tion of  a  boiler.  If  there  were  73  tubes  unused,  how  many  tubes  wers 
in  the  lot  ? 

Solution.— Here  72  is  the  difference  and  .76  is  the  rate.  Applying 
rule, 

72  ^  (1 —.76)  =  300  tubes.     Ans. 
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Example  2  — The  theoretical  number  of  foot-pounds  of  work  per  min- 
ute required  to  operate  a  boiler  feed-pump  is  127,344.      If  S0%  of  the 
total  number  actually  required  be  allowed  for  friction,  leakage,  etc. 
how  many  foot-pounds  are  actually  required  to  work  the  pump  ? 

Solution. — Here  the  number  actually  required  is  the  base;  hence, 
127,344  is  the  difference  and  .30  is  the  rate.     Applying  the  rule, 

127,344  -5-  (1  —  .30)  =  181,920  foot-pounds.     Ans. 

33.  Example. — A  certain  chimney  gives  a  draft  of  2.76  inches  of 
water.  By  increasing  the  height  20  feet,  the  draft  was  increased  to 
3  inches  of  water.     What  was  the  gain  per  cent.? 

Solution. — Here  it  is  evident  that  3  inches  is  the  amount  and  that 
2.76  inches  is  the  base.  Consequently,  3  —  2.76  =  .24  inch  is  the  per- 
centage, and  it  is  required  to  find  the  rate.  Hence,  applying  the  rule 
given  in  Art.  16, 

Gain  per  cent.  =  .24  -5-  2.76  =  .087  =  8.7^.     Ans. 

23.  Example. — A  certain  chimney  gave  a  draft  of  3  inches  of 
water.  After  an  economizer  had  been  put  in,  the  draft  was  reduced  to 
1.2  inches  of  water.     What  was  the  loss  per  cent.? 

Solution. — Here  it  is  evident  that  1.2  inches  is  the  difference  (since 
it  equals  3  inches  diminished  by  a  certain  per  cent,  loss  of  itself)  and 
3  inches  is  the  base.  Consequently,  3  —  1.2  =  1.8  inches  is  the  percent- 
age.    Hence,  applying  the  rule  given  in  Art.  16, 

Loss  per  cent.  =1.8-v-3  =  .60=  60^.     Ans. 

34,  To  And.  the  gain  or  loss  per  cent. : 

Rule. — Find  tJie  difference  betweeii  the  itiitial  and  the  final 
value ;  divide  this  difference  by  the  initial  vahie. 

Example. — If  a  man  buys  a  steam  engine  for  §1,860  and  some  time 
afterwards  purchases  a  condenser  for  25,'^  of  the  cost  of  the  engine,  does 
he  gain  or  lose,  and  how  much  per  cent.,  if  he  sells  both  engine  and 
condenser  for  IC.IOO  ? 

Solution. — The  cost  of  the  condenser  was  §1,860  X  -25  =  §465;  con- 
sequently, the  initial  value,  or  cost,  was  §1,860  -f  §465  =  §2,325.  Since 
he  sold  them  for  §2,100,  he  lost  §2,325  —  §2,100  =  $225.  Hence,  apply- 
ing rulC; 

225  -^  2, 325  =  .  0968  =  9. 68^  loss.     Ans. 


Ans. 


ia) 

$112.50 

(^) 

5.016. 

(c) 

18. 

{d) 

146|f. 

{e) 

940.8. 

(/) 

m%. 

ig) 

m%. 

{h) 

m. 
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EXAMPLES  FOR  PRACTICE 

35.     Solve  the  following: 

{a)  What  is  \2\%  of  $900  ? 

(<5)  What  is  ^%  of  627  ? 

(^)  What  is  33^;;  of  54  ? 

(</)  101  is  68f:i  of  what  number  ? 

(^)  784  is  83if;  of  what  number  ? 

(/)  What  %  of  960  is  160  ? 

{g)  What  ^  of  §3.606  is  $450f  ? 

Ih)  What  ^  of  280  is  112? 

1.  A  steam  plant  consumed  an  average  of  3,640  pounds  of  coal  per 
day.  The  engineer  made  certain  alterations  which  resulted  in  a  saving 
of  250  pounds  per  day.     What  was  the  per  cent,  of  coal  saved  7 

Ans.  7^,  nearly. 

2.  If  the  speed  of  an  engine  running  at  126  revolutions  per  minute 
should  be  increased  6i^,  how  many  revolutions  per  minute  would  it 
then  make  ?  Ans.   184.19  rev. 

3.  The  list  price  of  an  engine  was  $1,400;  of  a  boiler,  $1,150;  and  of 
the  necessary  fittings  for  the  two,  §340.  If  25'?  discount  was  allowed 
on  the  engine,  22^  on  the  boiler,  and  12|^  on  the  fittings,  what  was  the 
actual  cost  of  the  plant  ?  Ans.  $2,244.50. 

4.  If  I  lend  a  man  §1,100,  and  this  is  \S\%  of  the  amount  that  I  have 
on  interest,  how  much  money  have  I  on  interest  ?  Ans.  §5,945.95. 

5.  A  test  showed  that  an  engine  developed  190.4  horsepower,  \b%  of 
which  was  consumed  in  friction.  How  much  power  was  available  for 
use?  Ans.  161.84  H.  P. 

6.  By  adding  a  condenser  to  a  steam  engine,  the  power  was  increased 
14^  and  the  consumption  of  coal  per  horsepower  per  hour  was  decreased 
20^.  If  the  engine  could  originally  develop  50  horsepower  and  required 
3^  pounds  of  coal  per  horsepower  per  hour,  what  would  be  the  total 
weight  of  coal  used  in  an  hour  with  the  condenser,  assuming  the  engine 
to  run  full  power  ?  Ans.   159.6  lb. 


de:n^omi:n^ate  istumbeks. 

26,  A  denomiuate  nimiber  is  a  concrete  number,  and 
may  be  either  simple  or  compound;  as,  8  quarts;  .5  feet 
10  inches,  etc.  Denominate  numbers  are  also  called  coin- 
pound  numbers. 

37.  A  simjjle  denoniinate  number  consists  of  units  of 
but  one  denomination;  as,  IG  cents;  10  hours;  5  dollars,  etc. 
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28.  A  compound  denominate  number  consists  of  units 
of  two  or  more  denominations  of  a  similar  kind;  as,  3  yards 
2  feet  1  inch. 

39.  In  zvhole  numbers  and  in  decimals,  the  law  of  increase 
and  decrease  is  on  the  scale  of  10,  but  in  compoimd,  or  denom- 
inate^ nufnbers  the  scale  varies. 


MEASURES. 

30.  A  measure  is  a  standard  unit,  established  by  law  or 
custom,  by  which  quantity  of  any  kind  is  measured.  The 
standard  unit  of  dry  measui*e  is  the  Winchester  bushel ;  of 
weight,  the  pound ;  of  liquid  measure,  the  gallon,  etc. 

31.  Measures  are  of  six  kinds: 

1.  Extension,  4.      Time. 

2.  "Weight.  5.     Angles. 

3.  Capacity.  6.      Money  or  value. 


IVIEASURES    OF    EXTENSION. 

32,     Measures    of    extension    are  used    in    measuring 
lengths,  distances,  surfaces,  and  solids. 


L-INEAR  MEASTIRE. 

TABLE. 

Abbreviation. 

12     inches  (in.)  =  1  foot  .     .       ft. 

in.            ft. 

yd.           rd.  fur.  mi. 

3     feet  .     .     .  =  1  yard .     .     yd. 

36=    3 

=      1 

5.5  yards    .     .  =  1  rod    .     .      rd. 

198  =  16^ 

=  5.5      =      1 

40  rods    .     .     .  =  1  furlong .    fur. 

7,920  =  660 

=  220     =    40=1 

8  furlongs  .     .  =  1  mile  .     .     mi. 

63,360  =  5,280 

=  1,760  =  320=8  =  1 

SQUARE  MEASURE. 

TABLE. 

144    square  inches  (sq.  in.)    .     .     .  =  1  square  foot 

9    square  feet =1  square  yard 

W)\  square  yards =  1  square  rod  . 

160    square  rods =1  acre    .     .     . 

640    acres =1  square  mile 

sq.  mi.        A.  sq.  rd.  sq.  yd.  sq.  ft. 


.  sq.  ft. 
.  sq.  yd. 
.  sq.  rd. 
,  .  A. 
.  sq.  mi. 
sq.  in. 


1     =    640  =    102,400  =  3,097,600    =    27,878,400  =  4,014,489,600 
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CUBIC  MEASURE. 

TABLE. 

1,728    cubic  inches  (cu.  in.)   .     .  =  1  cubic  foot cu.  ft 

27    cubic  feet =  1  cubic  yard cu.  ya. 

128    cubic  feet =  1  cord cd. 

24i  cubic  feet =  1  perch P. 

cu.  yd.    cu.  ft.         cu.  in. 
1     =     27     =     46.656 


MEASURES  OF  WEIGHT. 

AVOIRDUPOIS   WEIGHT. 

TABLE. 

16  ounces  (oz.) =     1  pound lb. 

100  pounds =     1  hundredweight      .     .     .      cwt. 

20  cwt.,  or  2,000  1b =     1  ton T. 

T.  cwt.  lb.  oz. 

1     =     20     =     2,000     =     32,000 

33.  The  ounce  is  divided  into  halves,  quarters,  etc. 
Avoirdupois  weight  is  used  for  weighing  coarse  and  heavy 
articles. 

L.ONG   TON   TABLE. 

16  ounces =     1  pound lb. 

112  pounds =     1  hundredweight      .     .  cwt. 

20  cwt.,  or  2,240  lb =     1  ton T. 

34,  In  all  the  calculations  hereafter,  2,000  pounds  will 
be  considered  1  ton,  unless  the  long  ton  (2,240  pounds)  is 
especially  mentioned. 

TROY    AVEIGHT. 

TABLE. 

24  grains  (gr.) =     1  pennyweight     ....      pwt. 

80  pennyweights =     1  ounce oz. 

12  ounces =     1  pound lb. 

lb.  oz.  pwt.  gr. 

1     =     12     =     240     =     5,760 

Troy  weight  is  used  in  weighing  gold  and  silver  ware, 
jewels,  etc.      It  is  used  by  jewelers. 
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MEASURES   OF  CAPACITY. 

LIQUID   MEASURE. 

TABLE. 

4    gills  (gi.) =  1  pint pt. 

2    pints =  1  quart qt. 

4    quarts =  1  gallon gal. 

SU  gallons =  1  barrel bbl. 

2    barrels,  or  63  gallons    .     .     .  =  1  hogshead hhd. 

hhd.      bbl.         gal.  qt.  pt.  gi. 

1     =     2     =     63     =     252     =     504     =     2,016 

DRY  MEASURE. 

TABLE. 

2  pints  (pt.) =     1  quart qt. 

8  quarts =     1  peck pk. 

4  pecks =     1  bushel bu. 

bu.         pk.  qt.  pt. 

1     =     4     =     32     =     64 


MEASURE   OF  TIME. 

TABLE. 

60  seconds  (sec.) =     1  minute min. 

60  minutes ==1  hour hr. 

24  hours =     1  day da. 

7  days  . =     1  week wk. 

865  days       ) ^  ^  common  year yr. 

12  months  ) 

366  days =  1  leap  year. 

100  years =  1  century. 

Note. — It  is  customary  to  consider  one  month  as  30  days. 


MEASURE  OF  ANGLiES  OR  ARCS. 

TABLE. 

60  seconds  (") =     1  minute '. 

60  minutes =     1  degree 

90  degrees =     1  right  angle  or  quadrant  L_- 

360  degrees =1  circle cir, 

1  cir.     =     360°     =     21,600'     =     1,296,000' 
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MEASURE    OF    MOXEY. 

UNITED  STATES  MONET. 

TABLE. 

10  mills  (m.) =  1  cent .  ct. 

10  cents =  1  dime d. 

10  dimes =  1  dollar $. 

10  dollars =  1  eagle E. 

E.  $  d.  ct.  m. 

1     =     10      =      100     =     1,000    =    10.000 


MISCELiIiAXEOUS    TABLE. 


12  things  are  1  dozen. 

13  dozen  are  1  gross. 

12  gross  are  1  great  gross. 

3  things  are  1  pair. 
20  things  are  1  score. 

1  league  is  3  miles. 

1  fathom  is  C  feet. 


1  meter  is  39.37  inches. 

1  hand  is  4  inches. 

1  palm  is  3  inches. 

1  span  is  9  inches. 
24  sheets  are  1  quire. 
20  quires,  or  480  sheets,  are  1  ream. 

1  bushel  contains  3, 150.4  cu.  in. 


1  U.  S.  standard  gallon  (also  called  a  wine  gallon)  contains  231  cu.  in. 
1  U.  S.  standard  gallon  of  water  weighs  8.355  pounds,  nearly. 
1  cubic  foot  contains  7.4S1  U.  S.  standard  gallons,  nearly. 
1  British  imperial  gallon  of  water  weighs  10  pounds. 

It  will  be  of  great  advantage  to  the  student  to  carefully 
memorize  all  the  above  tables. 


REDUCTION  OF  DEXOMIIS^ATE  NUMBERS. 

35.  RediictioH  of  denominate  numbers  is  the  process  of 
changing  their  denomination  without  changing  their  value. 
They  may  be  changed  from  a  higher  to  a  lower  denomina- 
tion or  from  a  lower  to  a  higher — either  is  reduction.     As 

2  hours  =  120  minutes. 
32  ounces  =  2  pounds. 

36.  Principle. — Denominate  numbers  are  changed  to 
lower  denominations  by  multiplying^  and  to  higher  denomi- 
nations by  dividing. 
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To  reduce  denominate  numbers  to  loTver  denomina- 
tions : 

37.      Example. — Reduce  5  yd.  2  ft.  7  in.  to  inches. 

Solution. —  yd.  ft.  in. 

5  2  7 

3 

15  it. 
2  ft. 

17  ft. 
12 

34 

1  7 


2  0  4  in. 
7  in. 


2  1  1  in.     Ans. 

Explanation. — Since  there  are  3  feet  in  1  yard,  in  5  yards 
there  are  5  X  3,  or  15,  feet,  and  15  feet  +  2  feet  =  17  feet. 
There  are  12  inches  in  a  foot ;  therefore,  12X17  =  204  inches, 
and  204  inches  +  7  inches  =  211  inches  in  5  yards  2  feet 
7  inches. 

38,     Example. — Reduce  6  hours  to  seconds. 

Solution. —  6        hr. 

60 


3  6  0     min. 
60 


2  16  0  0  sec.     Ans. 
Explanation. — As  there   are   60  minutes   in  1   nour,  in 
6  hours  there  are  6  X  60,  or  360,  minutes;  as  there  are  no 
minutes  to  add,  we  multiply  360  minutes  by  60,  to  get  the 
number  of  seconds. 

39.  In  order  to  avoid  mistakes,  if  any  denomination  be 
omitted,  represent  it  by  a  cipher.  Thus,  before  reducing 
3  rods  6  inches  to  inches,  insert  a  cipher  for  yards  and  a 
cipher  for  feet,  as 

rd.     yd.      ft.       in. 
3         0         0         6 

40.  Rule. — Multiply  the  number  representing  the  highest 
4?nQviincition  b^  the  number  of  unit  $  in  the  next  lower  required 
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to  make  one  of  tlic  Jiighcr  diiiotnitiation,  and  to  the  product 
add  the  nnnibcr  of  given  units  of  that  lower  denomination. 
Proceed  in  this  manner  until  the  munber  is  reduced  to  the 
required  denomination. 


EXAMPLES    FOR   PRACTICE. 


41.     Reduce: 


{a) 

id) 
if) 


4  rd.  2  yd.  2  ft.  to  feet. 

4  bu.  3  pk.  2  qt.  to  quarts. 

13  rd.  5  yd.  2  ft.  to  feet. 

5  mi.  100  rd.  10  ft.  to  feet. 
52  hhd.  24  gal.  1  pt.  to  pints. 
5  cir.  16'  20'  to  minutes. 

14  bu.  to  quarts. 


Ans. 


r(a) 

74  ft. 

{b) 

154  qt. 

(O 

231.5  ft. 

(^) 

28,060  ft. 

(O 

26,401  pt 

(/) 

108,980'. 

(^) 

448  qt. 

To  red  vice  lower  to  higher  denominations: 

43.      Example. — Reduce  211  inches  to  higher  denominations: 
Solution. —  12)211  in. 

3  )  1  7  ft.  +  7  in^ 


5  yd.  +  2  ft.  +  7  in.  Ans. 
Explanation. — There  are  12  inches  in  1  foot;  therefore, 
211  divided  by  12  =  17  feet  and  7  inches  over.  There  are 
3  feet  in  1  yard;  therefore,  17  feet  divided  by  3  =  5  yards 
and  2  feet  over.  The  last  quotient  and  the  two  remainders 
constitute  the  answer,  5  yards  2  feet  7  inches. 

43.     Example. — Reduce  14,135  gills  to  higher  denominations. 
Solution. —  4)  14  13  5 


2)      8533 

pt.  3 

gi- 

4)      1766 

qt.  1 

pt. 

441 

gal.  J 

Jqt. 

81.5 

)44  1.0(1  4  bbl. 

31  5 

1260 

1260 

Explanation. — There  are  4:  gills  in  1  pint,  and  in  14,13.5 
gills  there  are  as  many  pints  as  4  is  contained  times  in 
14,135,  or  3,533  pints  and  3  gills  remaining.  There  are 
2  pints  in  1  quart,  and  in  3,533  pints  there  are  1,700  quarts 
and  1  pint  remaining.     There  are  4  quarts  in  1  gallon,  and 
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in  1,766  quarts  there  are  441  gallons  and  2  quarts  remain- 
ing. There  are  31|^  gallons  in  1  barrel,  and  in  441  gallons 
there  are  14  barrels. 

The  last  quotient  and  the  three  remainders  constitute 
the  answer,  14  barrels  2  quarts  1  pint  3  gills. 

44,  Rule.-  'Divide  the  number  representing  the  denom- 
mation  given  by  rJie  number  of  units  of  this  denomination 
required  to  make  one  unit  of  the  next  higher  denomination. 
The  remainder  witl  be  of  the  same  denomination,  but  the 
quotient  luill  be  of  tJu  next  higJier.  Divide  this  quotient  by 
the  number  of  units  of  its  denomination  required  to  make 
one  unit  of  the  next  higher.  Continue  until  the  highest 
denomination  is  readied  or  iintil  there  is  7iot  enough  of  a 
denomination  left  to  make  one  of  the  next  higher.  The  last 
quotient  and  the  remainders  constitute  the  required  result. 


EXAMPLES  FOB  PKACTICE. 

45.      Reduce  to  units  of  higher  denominations: 

(«)   7,460  sq.   in.;   {b)  7,580  sq.   yd.;  (c)  148,760  cu.  in.;  {d)  17,651"; 
(e)   8,000  gi.;  (/)  36,450  1b. 

{a)      5  sq.  yd.  6  sq.  ft.  116  sq.  in. 
(b)      1  A.  90  sq.  rd.  17  sq.  yd.  4  sq.  ft.  72  sq.  in. 
{c)      3  cu.  yd.  5  cu.  ft.  152  cu.  in. 
(d)     4"  54'  11". 
{e)      3  hhd.  61  gal 
[(f)    18  T.  4  cwt.  5»  lb. 


Ans. 


ADDITION  OF  DEI^^OMINATE  ISTUMBERS. 

46.  As  in  the  case  of    abstract   numbers,   denominate 
numbers  may  be  added,  subtracted,  multiplied,  and  divided, 

47.  Example.— Find  the  sum  of  3  cwt.  46  lb.  12  oz. ;  8  cwt.  12  lb. 


oz. ;  12  cwt.  50  11 

5.  13  oz. 

,  27  lb. 

4 

oz. 

Solution. — 

T. 

cwt. 

lb. 

oz. 

0 

3 

46 

13 

0 

8 

12 

13 

0 

12 

50 

13 

0 

0 

27 

4 

37  10    Ans. 
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Explanation. — Begin  to  add  at  the  right-hand  column; 
4  -|-  13  +  1'^  +  12  =  42  ounces;  as  10  ounces  make  1  pound, 
42  ounces  ^10  =  2  pounds  and  a  remainder  of  10  ounces,  or 
2  pounds  and  10  ounces.  Place  10  ounces  under  the  ounce 
column  and  add  2  pounds  to  the  next,  or  pound,  column. 
Then,  2  +  27  +  50  +  12  -f  46  =  137  pounds;  as  100  pounds 
make  a  hundredweight,  137  -^  100  =  1  hundredweight  and 
a  remainder  of  87  pounds.  Place  the  37  under  the  pound 
column  and  add  1  hundredweight  to  the  next,  or  hundred- 
weight, column.  Next,  1  -}-  12  +  8  +  3  =  24  hundredweight. 
20  hundredweight  make  a  ton ;  therefore,  24  -^  20  =  1  ton 
and  4  hundredweight  remaining.  Hence,  the  sum  is  1  ton 
4  hundredweight  37  pounds  10  ounces. 

4:8,      E.XAMPLE. — What  is  the  sum  of  2  rd.  3  yd.  2  ft.  5  in. ;  6  rd. 
1  fl.  10  in. ;  17  rd.  11  in. ;  4  yd.  1  ft.? 
Solution. — 


rd. 

yd. 

ft. 

in. 

2 

3 

2 

5 

6 

0 

1 

10 

17 

0 

0 

11 

0 

4 

1 

0 

26 

3i 

0 

2 

26 

3 

1 

8 

or     26  3  1  8    Ans. 

Explanation. — The  sum  of  the  numbers  in  the  first  col- 
umn =  20  inches,  or  2  feet  and  2  inches  remaining.  The 
sum  of  the  numbers  in  the  next  column  plus  2  feet  =  0  feet, 
or  2  yards  and  0  feet  remaining.  The  sum  of  the  numbers 
in  the  next  column  plus  2  yards  =  9  yards,  or  9  -^  o.V  =  1  rod 
and  3^  yards  remaining.  The  sum  of  the  next  column  plus 
1  rod  =  2G  rods.  To  avoid  fractions  in  the  sum,  the  ^  yard 
is  reduced  to  1  foot  and  6  inches,  which  added  to  20  rods 
3  yards  0  feet  and  2  inches  =  26  rods  3  yards  1  foot  8  inches. 

49.  E.XAMPLE.— What  is  the  sum  of  47  ft.  and  3  rd.  2  yd.  2  ft. 
10  in.? 

Solution. — When  47  ft.  is  reduced,  it  equals  2  rd.  4  yd.  2  ft.,  which 
can  be  added  to  3  rd.  2  yd.  2  ft.  10  in.     Thus, 
rd.         yd.         ft.         in. 
3  2  2  10 

2  4  2  0 


U  1  10 

2  0  4     Ans. 
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50.  Rule. — Place  the  members  so  that  like  denominations 
are  under  one  another.  Begin  at  the  right-hand  cohuiui  and 
add.  Divide  the  snm  by  the  number  of  units  of  this  denomi- 
nation required  to  make  one  unit  of  the  next  higher.  Place 
the  remainder  U7ider  the  column  added  and  carry  the  quotient 
to  the  next  column.  Continue  in  this  manner  until  the  highest 
denomination  sciven  is  readied. 


51 

{a) 
18  lb. 

ib) 
14  rd. 

kc) 

id) 
17  yr. 

(^) 
6  oz. ; 

(/) 
42  sq. 


"EXAMPLES   FOR   PRACTICE. 

•  What  is  the  sum  of: 
25  lb.  7  oz.  15  pwt.  23  gr. ;  17  lb.  16  pwt. ;  15  lb.  4  oz.  12  pwt. ; 

16  gr. ;  10  lb.  2  oz.  11  pwt.  16  gr.  ? 

9  mi.  13  rd.  4  yd.  2  ft. ;  16  rd.  5  yd.  1  ft.  5  in. ;  16  mi.  2rd.  3  in. ; 

I  yd.  9  in.  ? 

3  cwt.  46  lb.  12  oz. ;  12  cwt.  9|  lb. ;  2^  cwt.  21f  lb.  ? 
10  yr.  8  mo.  3  da.  ;  42  yr.  6  mo.  7  da.  ;  7  yr.  5  mo.  4  da. ; 

17  da.  ? 

17  T.  11  cwt.  49  lb.  14  oz. ;  16  T.  47  lb.  13  oz. ,  20  T.  13  cwt.  14  lb. 

II  T.  4  cwt.  16  lb.  12  oz.  ? 


14  sq.  yd.  8  sq.  ft.  19  sq.  in. 
yd.  28  sq.  ft.  165  sq.  in.  ? 


105  sq.  yd.  16  sq.  ft.  240  sq.  in.  ; 


r{a) 

86  lb.  3  oz.  16  pwt.  7  gr 

(b) 

25  mi.  47  rd.  1  ft.  5  in. 

Ans.  - 

(^) 

18  cwt.  2  lb.  14  oz. 

id) 

77  yr.  8  mo.  1  da. 

(^) 

65  T.  9  cwt.  28  lb.  13  oz. 

l(/) 

167  sq.  yd.  136  sq.  in. 

subtractio:n^  or  DEKoi^n:N^ATE  numbers. 

52.     Example.— From  21  rd.   2  yd.  2  ft.  6^  in.  take  9  rd.  4  yd. 


lOi  in. 

Solution. — 

rd. 

yd. 

ft. 

in. 

21 

2 

2 

H 

9 

4 

0 

m 

11  Si  1  8i    Ans. 

Explanation. — Since   10^  inches   cannot  be  taken  from 

6^  inches,  we  must  borrow  1  foot,   or  12  inches,  from  the 

2  feet  in   the  next   column   and   add   it  to  the  6^.     6-|  -f  12 

=  18^.      18^  inches  —  10:^  inches  =  8^  inches.      Then,  0  foot 
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from  the  1  remaining  foot  =  1  foot.  4  yards  cannot  be  taken 
from  2  yards;  therefore,  we  borrow  1  rod,  or  5^  yards,  from 
21  rods  and  add  it  to  2.     2  +  5^  =  7^;  7^  -  4  =  3|-  yards. 

9  rods  from  20  rods  =11  rods.  Hence,  the  remainder  is 
11  rods  3|-  yards  1  foot  8^  inches. 

To  avoid  fractions  as  much  as  possible,  we  reduce  the 
■^  yard  to  inches,  obtaining  18  inches ;  this  added  to  8^  inches 
gives  26^  inches,  which  equals  2  feet  2^  inches.  Then,  2  feet 
+  1  foot  =  3  feet  =  1  yard,  and  3  yards  +  1  yard  =  -4  yards. 
Hence,  the  above  answer  becomes  11-  rods  4  yards  0  feet 
2^  inches. 

53.  Example. — What  is  the  difference  between  3  rd.  2  yd.  2  ft. 

10  in.  and  47  ft.? 

Solution.—    47  ft.  =  3  rd.  4  yd.  2  ft. 

rd.  yd.  ft.  in. 

3  2  2  10 

2  4  3  0 

0  3^  0  10 

or  8  2  4    Ans. 

To  find  (approximately)  tlie  interval  of  time  betw-een 
two  dates : 

54.  Example.  —  How  many  years,  months,  days,  and  hours 
between  4  o'clock  p.  m.  of  June  15,  1868,  and  10  o'clock  a.  m.,  Sep- 
tember 28,  1891 ? 

Solution. —  yr.  mo.        da.  hr. 

1891  9  28  10 

1868  '         6  15  16 

23  3  12  18    Ans. 

Explanation. — Counting  24  hours  in  1  day,  4  o'clock  p.  m. 
is  the  16th  hour  from  the  beginning  of  the  day,  or  midnight. 
September  is  the  9th  month  and  June  is  the  Gth  month. 
After  placing  the  earlier  date  under  the  later  date,  subtract 
as  in  the  previous  problems.      Count  30  days  as  1  month. 

55.  Kule. — Place  t/tc  smaller  quantity  u>idcr  tJie  larger 
quantity^  with  like  eloioniinations  under  each  other.  Beginning 
at  the  right ^  subtract  successively  the  number  in  the  subtrahend 
in  each  de^iomination  from  the  one  above  and  place  the  dif- 
ferences underneath.     If  the  number  in  the  minuend  of  arty 


20  ARITHMETIC.  §  2 

denomination  is  less  tJian  the  number  tinder  it  in  the  sub- 
trahend, one  71  nit  must  be  borroived  from  the  minuend  of  tlie 
next  higher  denomination,  reduced,  and  added  to  it. 


EXAMPLES  FOR  PRACTICE. 
56.      From : 

{a)    125  lb.  8  oz.  14  pwt.  18  gr.  take  96  lb.  9  oz.  10  pwt.  4  gr. 
{b)     126  hhd.  27  gal.  take  104  hhd.  14  gal.  1  qt.  1  pt. 
(c)     65  T.  14  cwt.  64  lb.  10  oz.  take  16  T.  11  cwt.  14  oz. 
{d)    148  sq.  yd.  16  sq.  ft.  142  sq.  in.  take  132  sq.  yd.  136  sq.  in. 
{e)     100  bu.  take  28  bu.  2  pk.  5  qt.  1  pt. 
(/)  14  mi.  36  rd.  5  yd.  13  ft.  11  in.  take  3  mi.  29  rd.  4  ft.  10  in. 

(«)  28  lb.  11  oz.  4  pwt.  14  gr. 

{b)     22  hhd.  12  gal.  2  qt.  1  pt. 

(r)  49  T.  3  cwt.  63  lb.  12  oz. 

{d)    16  sq.  yd.  16  sq.  ft.  6  sq.  in. 

{e)     71  bu.  1  pk.  2  qt.  1  pt. 

(/)  11  mi.  7  rd.  5  yd.  9  ft.  1  in. 


Ans. 


MULTIPLICATION  OF  DEIS^OMINATE  NUlVtBEES. 

51.    ■  Example. ^Multiply  7  lb.  5  oz.  13  pwt.  15  gr.  by  12. 


Solution. — 

lb. 

oz. 

pwt. 

gr. 

7 

5 

13 

15 
12 

89  8  3  12    Ans. 

Explanation. —  15  grains  X  13  =  180  grains.  180  -^  24 
=  7  pennyweights  and  12  grains  remaining.  Place  the  12  in 
the  grain  column  and  carry  the  7  pennyweights  to  the  next 
column.  Now,  13  X  12  +  7  =  163  pennyweights;  163  H-  20 
=.  8  ounces  and  3  pennyweights  remaining.  Then,  5  X  12 
-|-  8  =  68  ounces;  68  -4-  12  =  5  pounds  and  8  ounces  remain- 
ing. Then,  7  X  12  +  5  =  89  pounds.  The  entire  product  is 
89  pounds  8  ounces  3  pennyweights  12  grains. 

58.  Rule. — Multiply  the  number  representing  each  de- 
nomination by  the  multiplier,  and  reduce  each  product  to  the 
next  higher  denomination,  ivriting  the  remaijiders  under  each 
denomination,  and  carry  the  quotient  to  the  next,  as  in  addition 
of  denominate  numbers. 

59,  Note. — In  multiplication  and  division  of  denominate  num- 
bers, it  is  sometimes  easier  to  reduce  the  number  to  the  lowest 
denomination  given  before,  multiplying  or  dividing,  especially  if  the 
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multiplier  or  divisor  is  a  decimal.  Thus,  in  the  above  example,  had 
the  multiplier  been  1.2,  the  easiest  way  to  multiply  would  have  been  to 
reduce  the  number  to  grains;  then,  multiply  by  1.2,  and  reduce  the 
product  to  higher  denominations.  For  example,  7  lb.  5  oz.  13  pwt. 
15  gr.  =  43,047  gr.  43,047  X  12  =  51,656.4  gr.  =  8  lb.  11  oz.  12  pwt. 
8.4  gr.  Also,  43,047  X  12  =  516,564  gr.  =  89  lb.  8  oz.  3  pwt.  12  gr.,  as 
before.     The  student  may  use  either  method. 


EXAMPLES  FOR   PllACTICE. 

60.      Multiply: 

((7)  15  cwt.  90  lb.  by  5;  {d)  12  yr.  10  mo.  3  da.  by  14;  {c)  11  mi.  145  rd. 
by  20;  {d)  12  gal.  4  pt.  by  9;  (e)  8  cd.  76  cu.  ft.  by  15;  (/)  4  hhd.  3  gal. 
1  qt.  1  pt.  by  12. 


Ans. 


{a) 

79  cwt.  50  lb. 

{l>) 

179  yr.  9  mo.  12  da. 

ic) 

229  mi.  20  rd. 

{d) 

112  gal.  2  qt. 

(^) 

128  cd.  116  cu.  ft. 

[(/)     48  hhd.  40  gal.  2  qt. 


DIVISION  OF   DEXOMIXATE  NU]VEBERS. 

61.      Example  1. — Divide  48  lb.  11  oz.  6  pwt.  by  8. 

Solution. —  lb.  oz.        pwt.       gr. 

8  )  48  11  6  0 

6  lb.        1  oz.      8  pwt.  6  gr.     Ans. 

Explanation. — After  placing  the  quantities  as  above, 
proceed  as  follows:  8  is  contained  in  48  6  times  without 
a  remainder.  8  is  contained  in  11  ounces  once  with 
3  ounces  remaining.  3X  20  =  60 ;  60  +  G  =:  G6  pennyweights ; 
66  pennyweights  -^  8  =  8  pennyweights  and  2  pennyweights 
remaining  ;  2  X  24  grains  =  48  grains  ;  48  grains  ^  8 
=  6  grains.  Therefore,  the  entire  quotient  is  6  pounds 
1  ounce  8  pennyweights  6  grains. 

Example  2. — A  silversmith  melted  up  2  lb.  8  oz.  10  pwt.  of  silver, 
which  he  made  into  6  spoons ;  what  was  the  weight  of  each  spoon  ? 

Solution. —  lb.        oz.        pwt. 

6  )  2  8  10 

5  oz.        8  pwt.     8  gr.     Ans. 

Explanation. — Since  we  cannot  divide  2  pounds  by  6,  we 
reduce  it  to  ounces.  2  pounds  =  24  ounces,  and  24  ounces 
4-  8  ounces  =  32  ounces  :.   32  ounces  h-  6  =  5  ounces  and 
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2  ounces  over.  2  ounces  =  40  pennyweights.  40  penny- 
weights -j-  10  pennyweights  =  50  pennyweights,  and  50  penny- 
weights -^6  =  8  pennyweights  and  2  pennyweights  over. 
2  pennyweights  =  48  grains,  and  48  grains  -=-6  =  8  grains. 
Hence,  each  spoon  contains  5  ounces  8  pennyweights 
8  grains. 

62.      Example.— Divide  820  rd.  4  yd.  2  ft.  by  112. 

Solution. —  rd.      yd.    ft.  rd.     yd.    ft.     in. 

112)820  4   2(7    1   2  5.143  Ans. 
784 


3  6  rd.  rem. 
5.5 


180 
180 

19  8.0  yd.  . 
4  yd. 

1  1  2  )  2  0  2  yd.  ( 1  yd. 
1  1  2 

9  0  yd.  rem. 
3 


2  7  0  ft. 

2  ft. 

11  2  )  2  7  2  ft.  (  2  ft. 
224 


4  8  ft.  rem. 
12 

96 

48 


;  1  2  )  5  7  6.0  0  0  0  in.  (  5.1  4  2  8-f-  in.,  or  5.1  4  3  in. 
560 


1  60 
1  1  2 

480 

448 


320 
224 

960 
896 

64 
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Explanation. — The  first  quotient  is  7  rods  with  3G  rods 
remaining.  5.5  X  'S6  =  198  yards;  198  yards  -j-  4  yards 
=  202  yards;  202  yards  -f-  112  =  1  yard  and  90  yards  remain- 
ing. 90  X  3  =  270  feet ;  270  feet  +  2  feet  =  272  feet ;  272  feet 
-^  112  =  2  feet  and  -18  feet  remaining;  48  X  12  =  570  inches; 
576  inches  -^  112  =  5.14:3  inches,  nearly. 

The  preceding  example  is  solved  by  long  division,  because 
the  numbers  are  too  large  to  deal  with  mentally.  Instead  of 
expressing  the  last  result  as  a  decimal,  it  might  have  been 
expressed  as  a  common  fraction.  Thus,  576  -^-  112  =  Oy'jV 
=  5\  inches.  The  chief  advantage  of  using  a  common  frac- 
tion is  that  if  the  quotient  be  multiplied  by  the  divisor,  the 
result  will  always  be  the  same  as  the  original  dividend. 

63.  Rule. — Find  Jiow  many  times  the  divisor  is  contained 
in  the  first  or  highest  denomination  of  the  dividend.  Reduce 
the  rcDiaindcr  {if  any)  to  the  next  loiuer  denomination  and 
add  to  it  the  number  in  the  given  dividend  expressing  that 
denomination.  Divide  this  nezu  dividend  by  the  divisor. 
The  quotient  will  be  the  next  denomination  in  the  quotient 
required.  Cojitinue  in  this  manner  utttil  the  lowest  denomi- 
nation is  reached.  The  successive  quotients  will  constitute  the 
entire  quotient. 


EXAMPLES  FOR  PRACTICE. 

64.     Divide: 

{a)  376  mi.  276  rd.  by  22;  {b)  1.137  bu.  3  pk.  4  qt.  1  pt.  by  10; 
(<r)  84  zwt.  48  lb.  49  oz.  by  16;  {d)  78  sq.  yd.  18  sq.  ft.  41  sq.  in.  by  18; 
(<?)  148  mi.  64  rd.  24  yd.  by  12;  (/)  100  T.  16  cwt.  18  lb.  11  oz.  by  15; 
{g)  36  lb.  18  oz.  18  pwt.  14  gr.  by  8;  (//)  112  mi.  4S  rd.  by  100. 

Ans.  {a)  17  mi.  41/^  rd. ;  {b)  113  bu.  3  pk.  1  qt.  i  pt. ;  (c)  5  cwt. 
28  lb.  3rV  oz. ;  {d)  4  sq.  rd.  4  sq.  ft.  2^  sq.  in. ;  {e)  12  mi.  112  rd.  2  yd. ; 
(/)  6  T.  14  cwt.  41  lb.  3ff  oz. ;  (^)  4  lb.  8  oz.  7  pwt.  7|  gr.;  (//)  1  mi. 
38ff  rd. 

1.  On  Monday,  1  T.  3  cwt.  of  coal  are  burned  under  a  boiler;  on 
Tuesday.  1  T.  1  cwt.  54  lb. ;  on  Wednesday.  1  T.  2  cwt.  16  lb. ;  on 
Thursday,  1  T.  2  cwt.  70  lb. ;  on  Friday.  1  T.  3  cwt.  43  lb. ;  on  Satur- 
day, 15  cwt.  68  lb.     How  much  coal  was  burned  during  the  week  ? 

Ans.  6  T.  8  cwt.  51  lb. 
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2.  504  gal.  2  qt.  of  water  are  drawn  from  a  tank  containing  30  hhd. 
4  gal.  3  qt.  of  water.     How  much  water  remains  ? 

Ans.  23  hhd.  4  gal.  1  qt. 

3.  A  main  line  shaft  is  made  up  of  5  lengths,  as  follows:  16  ft.  8  in., 
15  ft.  8  in.,  15  ft.  2  in.,  14  ft.  6  in.,  12  ft.  10  in.  If  10  hangers  are  used, 
one  being  at  each  end  of  the  shaft,  what  is  the  distance  between  them, 
supposing  them  to  be  spaced  equally  ?  Ans.  8  ft.  3f  in. 

4.  If  the  distance  around  a  flywheel  is  47  ft.  3  in.  and  the  belt 
extends  f  of  the  way  around,  what  is  the  distance  covered  by  the  belt  ? 

Ans.  28  ft.  41  in. 

5.  A  boiler  shell  is  made  up  of  three  sheets,  each  5  ft.  Q{^  in.  long. 
If  the  lap  at  each  of  the  two  middle  seams  is  2i  in.,  what  is  the  length 
of  the  shell  ?  Ans.  16  ft.  3yV  in. 

6.  In  a  return-tubular  boiler  the  heating  surface  is  divided  as  fol- 
lows :  outside  of  shell,  98  sq.  ft.  9.8  sq.  in. ;  heads,  5  sq.  ft.  4^  sq.  in. ; 
tubes,  683  sq.  ft.  10.75  sq.  in.  What  is  the  total  area  of  the  heating  sur- 
face in  square  feet  and  square  inches  ?         Ans.  786  sq.  ft.  25.05  sq.  in. 


ARITHiMETIC. 

(PART  5.) 


INVOLUTION. 

1.  If  a  product  consists  of  equal  factors,  it  is  called  a 
power  of  one  of  those  equal  factors,  and  one  of  the  equal 
factors  is  called  a  root  of  the  product.  The  power  and  the 
root  are  named  according  to  the  number  of  equal  factors  in 
the  product.  Thus,  3x3,  or  9,  is  the  second  power,  or 
square,  of  3;  3  X  3  X  3,  or  27,  is  the  third  power,  or  cube, 
of  3;  3  X  3  X  3  X  3,  or  81,  is  the  fourth  power  of  3.  Also, 
3  is  the  second  root,  or  square  root,  of  9;  3  is  the  tliirtl 
root,  or  cube  root,  of  27;  3  is  the  fourth  root  of  81. 

2.  For  the  sake  of  brevity, 

3  X  3  is  written  3",  and  read  three  square, 

or  three  exponent  two; 

3  X  3  X  3  is  written  3",  and  read  three  cube, 

or  three  exponeiit  three; 

3x3x3x3  is  written  3*,  and  read  three  fourth, 

or  three  exponent  four; 

and  so  on. 

A  number  written  above  and  to  the  right  of  another  num- 
ber, to  show  how  often  the  latter  number  is  used  as  a  factor, 
is  called  an  exponent.  Thus,  in  3",  the  number  "  is  the 
exponent,  and  shows  that  3  is  to  be  used  as  a  factor  twelve 
times;  so  that  3"  is  a  contraction  for 

3x3x3x3x3x3x3x3x3x3x3x3. 

§2 

For  notice  of  copyright,  see  page  immediately  following  the  title  page. 
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In  an  expression  like  3^  the  exponent  °  shows  how  often 
3  is  used  as  a  factor.  Hence,  if  the  exponent  of  a  number 
is  unity,  the  number  is  used  once  as  a  factor;  thus,  3'  =  3, 
4'  =  4,  5'  =  5. 

3.  If  the  side  of  a  square  contains  5  inches,  the  area  of 
the  square  contains  5  X  5,  or  5%  square  inches.  If  the  edge 
of  a  cube  contains  5  inches,  the  volume  of  the  cube  contains 
5x5x5,  or  5%  cubic  inches.  It  is  for  this  reason  that 
5"  and  5"  are  called  the  square  and  cube  of  5,  respectively. 

4.  To  find  any  power  of  a  number: 

Example  1. — What  is  the  third  power,  or  cube,  of  35? 
Solution  -  35  X  35  X  35 

or  3  5 

35 

1  75 
105 


1225 
35 

6125 
36  75 

cube  =  42875     Ans. 
Example  2. — What  is  the  fourth  power  of  15? 
Solution.—  15  X  15  X  15  X  15 

or  15 

1  5 

7  5 

1  5 

2  25 
1  5 


1125 
225 

33  75 
1  5 

168  75 
33  75 

fourth  power  =  5  0  6  2  5    Ans. 
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Examples.—    1.2'  =  what.^ 
Solution.—  1.2x1.2x1.2 

or  1.2 

1.2 

1.4  4 
1.2 

288 
1  4  4 

cube  =  1.7  2  8    Ans. 
Example  4. — What  is  the  thiid  power,  or  cube,  of  |? 

3X3X3^27 
~  512 


/3\^      3'       3      3      3 
Solution.-     (^-j   =  ^3  =  -  x  ^  X  ^  = 


Ans. 


8X8X8 
I.      To  raise  a  'li'liolc  number  or  a  deciwal  to  any 


5.     Rule. 

Pozver,  use  it  as  a  factor  as  many  times  as  there  are  units  in  the 
exponent. 

II.      To  raise  a  fraction  to  any  pozcer,  raise  both   the  numer- 
ator and  denominator  to  the  power  indicated  by  the  exponent. 


exampt.es  for   practice. 


Raise  the  following  to  the  powers  indicated: 

{a)  85^ 

(*)  {MY- 

{c)  6.5^ 

(</)  14*. 

Kg)  (I)'. 

(A)  l.4^ 


Ans 


(«) 

7,225. 

(A) 

144 
I  6»- 

{c) 

42.25. 

id) 

38,416 

ie) 

2  7 

6  4  • 

(/) 

1  as 

2  1  6- 

(/r) 

T- 

(/') 

5.3782' 
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EVOLUTION. 


DEFINITIONS  AND   GENERAL  REMARKS. 

6.  Evolution  is  the  reverse  of  involution.  It  is  the 
process  of  finding  the  root  of  a  number  that  is  considered 
as  a  power. 

7.  The  square  root  of  a  number  is  that  number  which, 
when  used  twice  as  a  factor,  produces  the  number. 

Thus,  2  is  the  square  root  of  4,  since  2x2  (or  2")   =  4. 

8.  The  cube  root  of  a  number  is  that  number  which, 
when  used  three  times  as  a  factor,  produces  the  number. 

Thus,  3  is  the  cube  root  of  27,  since  3  X  3  X  3  (or  3')  =  27. 

9.  The  foui'th  root  of  a  number  is  that  number  which, 
when  used  four  times  as  a  factor,  produces  the  number. 

Thus,  9  is  the  fourth  root  of  6,561,  since  9x9x9x9 
(or  9*)  =  6,561. 

10.  The  fifth  root  of  a  number  is  that  number  which, 
when  used  five  times  as  a  factor,  produces  the  number. 

Thus,  7  is  the  fifth  root  of  16,807,  since  7x7x7x7x7 
(or  7=)  =  16,807. 

11.  The  processes  of  finding  squares  and  cubes  and 
square  roots  and  cube  roots  are  very  frequently  employed 
in  connection  with  the  solution  of  problems  pertaining-  to 
mensuration  and  engineering.  The  process  of  raising  a 
number  to  some  power,  the  exponent  of  the  number  being 
integral  {integral  is  the  adjective  for  integer;  i.  e.,  an  inte- 
gral number  is  one  that  does  not  contain  a  fraction  or  deci- 
mal) is  very  simple;  but  the  reverse  process,  that  of  finding 
the  roots,  is  very  long  and  laborious,  for  which  reason  tables 
are  generally  employed.  The  tables  so  used  are  of  two 
kinds — those  giving  the  roots  directly  and  logarithms.      While 
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the  roots  of  numbers  can  be  found  without  the  aid  of  a  table, 
it  is  not  customary  to  do  this  except  in  the  case  of  square 
root,' which  is  comparatively  easy.  At  the  same  time  it  is 
well  to  know  some  general  method  of  findinj^  the  roots  of 
numbers,  as  it  might  be  necessary  to  find  a  root  when  a 
table  was  not  at  hand.  For  purposes  of  this  Course,  a  knowl- 
edge of  how  to  use  a  table  is  all  that  is  necessary. 

12.  Some  idea  of  the  importance  of  the  processes  of 
involution  and  evolution  may  be  obtained  from  the  following: 

In  finding  the  area  of  a  square  or  a  circle,  it  is  necessary 
to  square  the  length  of  a  certain  line;  conversely,  in  finding 
the  side  of  a  square  or  the  diameter  of  a  circle  that  will  have 
a  given  area  it  is  necessary  to  find  the  square  root.  In  find- 
ing the  volume  of  a  cube  or  a  sphere  it  is  necessary  to  cube 
the  length  of  a  certain  line;  conversely,  in  finding  the  length 
of  one  of  the  edges  of  a  cube  or  the  diameter  of  a  sphere 
that  v.'ill  have  a  given  volume,  it  is  necessary  to  find  the 
cube  root.  There  are  many  other  cases  where  it  is  required 
to  extract  square  root  and  cube  root,  but  enough  has-been 
stated  so  far  to  show  the  importance  of  the  processes. 

13.  Cube  root  is  not  required  as  often  as  square  root; 
fourth  and  fifth  roots  are  required  but  very  seldom,  and  not 
at  all  in  connection  with  the  work  of  this  Course. 

14.  Having  shown  the  necessity  of  some  means  of  find- 
ing the  roots  of  numbers,  the  manner  of  using  the  table 
following  the  Examination  Questions  in  this  Section  will 
now  be  explained.  But  before  studying  the  explanations, 
certain  definitions  and  properties  of  numbers  must  be 
carefully  considered. 

15.  The  rtidical  sign  V,  when  placed  before  a  number, 
indicates  that  some  root  of  that  number  is  to  be  found.  The 
vinculum  is  almost  always  used  in  connection  with  the  rad- 
ical sign,  as  shown  in  Art.  1(>. 

16.  The  index  of  the  root  is  a  small  fii^urc  placed  over 
and  to  the  left  of  the  radical  sig?i,  to  show  what  root  is  to  be 
found. 
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Thus,  a/IOO  denotes  the  square  root  of  100, 

'v'125  denotes  the  cube  root  of  125. 

17.  When  the  square  root  is  to  be  extracted,  the  index 
is  generally  omitted.  Thus,  VlOO  indicates  the  square  root 
of  100.     Also,   V225  indicates  the  square  root  of  225. 

18.  In  any  number,  the  figures  beginning  with  the  first 
digit*  at  the  left  and  ending  with  the  last  digit  at  the  right, 
are  called  the  significant  figures  of  the  number.  Thus, 
the  number  405,800  has  the  four  significant  figures  4,  0,  5,  8; 
and  the  number  .000090067  has  the  five  significant  figures 
9,  0,  0,  6,  and  7. 

19.  The  part  of  a  number  consisting  of  its  significant 
figures  is  called  the  significant  part  of  the  number. 
Thus,  in  the  number  28,070,  the  significant  part  is  2807;  in 
the  number  .00812,  the  significant  part  is  812;  and  in  the 
number  170.3,  the  significant  part  is  1703. 

20.  In  speaking  of  the  significant  figures  or  of  the  sig- 
nificant part  of  a  number,  we  consider  the  figures,  in  their 
proper  order,  from  the  first  digit  at  the  left  to  the  last  digit  at 
the  right,  but  we  pay  no  attention  to  the  position  of  the  deci- 
mal point.  Hence,  all  Jiumbers  that  differ  only  in  the  position  of 
the  decimal  point  have  the  same  significant  part.  For  example, 
.002103,  21.03,  21,030,  and  210,300  have  the  same  significant 
figures,  2,  1,0,  and  3,  and  the  same  significant  part  2103. 

The  integral  part  of  a  number  is  the  part  to  the  left  of 
the  decimal  point  or  to  the  left  of  the  fraction  when  the 
number  consists  of  a  whole  number  and  a  fraction. 

21.  The  student  will  find  the  following  principles  of 
value,  both  in  connection  with  the  extraction  of  roots  and 
in  other  arithmetical  calculations: 

a.  In  genera] ,  if  any  two  numbers  are  multiplied  together,  no 
matter  how  many  significant  figures  they  contain,  the  first  five 
significant  figures  of  the  product  will  be  the  same  as  the  first 
five  significant  figures  of  the  product  obtained  by  multiplying 
the  same  two  numbers  when  limited  to  five  significant  figures, 

*A  cipher  is  not  a  digit. 
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For  example,  the  product  of  4,562,357  and  6,421.8-49  is 
29,298,767,738,093;  limiting  the  numbers  to  five  significant 
figures,  the  product  of  45,624  and  64,218  is  2,929,882,032;  and 
the  value  of  both  these  products  to  five  significant  figures  is 
29,299.  In  other  words,  if  only  five  significant  figures  are 
required  in  the  product,  it  is  not  necessary  to  use  more  than 
five  significant  figures  in  the  multiplier  and  multiplicand,  the 
remaining  figures,  if  any,  being  replaced  by  ciphers,  and  the 
fifth  figures  being  increased  by  1  if  the  sixth  figure  is  5  or  a 
larger  digit.  In  some  cases,  however,  the  fifth  figure  may  be 
one  unit  too  large  or  one  unit  too  small;  hence,  if  it  is  neces- 
sary that  the  fifth  figure  be  absolutely  exact,  it  is  better  to  limit 
the  multiplier  and  multiplicand  to  six  .figures  instead  of  five. 

For  example,  4,562,347  X  6,421,849  =  29,298,703,519,603, 
or  29,299,000,000.000  to  five  significant  figures;  4,562,300  X 
6,421,800  =  29,298,178,140,000  =  29,298,000,000,000  to  five 
significant  figures,  the  fifth  figure  being  1  less  than  it 
should  be;  but  4,562,350  X  6,421,850  =  29,298,727,347,500 
=  29,299,000,000,000  to  five  significant  figures. 

b.  If  the  divisor  and  dividend  are  limited  to  six  significant 
figures,  the  quotient  will  always  be  correct  to  five  (usually 
to  six)  significant  figures,  regardless  of  how  many  significant 
figures  there  may  have  been  in  the  dividend  and  divisor. 

For  example,  6,421,849  ^  4,562,357  =  1.407572+  =  1.4076 
to  five  significant  figures;  also,  642,185  ^  456.236=  1.407571-f 
=  1.4076  to  five  significant  figures. 

e.  If  the  number  whoSe  root  is  to  be  extracted  be  limited 
to  six  significant  figures,  the  root  will  be  correct  to  five 
(usually  to  six)  significant  figures. 

22.  These  principles  may  all  be  summed  up  in  the  follow- 
ing general  statement:  In  any  series  of  arithmetical  operations 
— addition,  subtraction,  ninltiplicaiioji,  division,  involution,  and 
evohition — //  //  be  desired  to  have  the  final  result  limited  to  a 
certaiji  number  of  sigyiificant  figures,  it  is  imnecessary  to  use 
more  significant  figures  iii  any  of  the  numbers  operated  on  thayi 
the  desired  number  in  the  result  phis  1.  For  example,  if  only 
four  significant  figures  are  desired  in  the  final  result,  all  the 
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numbers  used  in  the  various  operations  may  be  limited  to 
4  -f  1  =  5  significant  figures,  the  fifth  figure  being  increased 
by  1  in  all  cases  if  the  sixth  figure  is  5  or  a  greater  digit. 

From  the  foregoing,  it  follows  that  a  table  that  will  give 
five  significant  figures  of  the  root  correctly  will  be  sufificiently 
extensive  for  all  practical  purposes.  Such  a  table  is  here 
given,  following  the  Examination  Questions,  and  its  use  will 
now  be  explained. 

23.  The  smallest  number  that  can  be  written  with  one 
figure  is  1,  and  the  largest  is  9.  Their  corresponding  squares 
are  1  and  81,  respectively.  The  smallest  number  that  can 
be  written  with  two  figures  is  10,  and  the  largest  is  99. 
Their  corresponding  squares  are  100  and  9,801,  respectively. 
Arrange  the  following  numbers  and  their  squares  thus: 

1^  =  1  9'  =  81 

10'  =  100  99'  -  9,801 

100'  =  10,000  999'  =  998,001 

1,000'  -  1,000,000  9,999'  -  99,980,001 

It  is  seen  that  the  square  of  a  number  containing  one 
figure  is  written  with  one  or  two  figures;  the  square  of  a 
number  containing  two  figures  is  written  with  three  or  four 
figures.  Or,  the  square  of  a  number  is  always  written  with 
twice  as  many  figures  as  the  given  number,  or  twice  as 
many  less  one. 

24.  In  order  to  find  the  square  root  of  a  number,  the 
first  step  is  to  point  off  the  number  into  periods,  or  groups, 
of  two  figures  each,  beginning  at  the  right  if  the  number  is 
integral,  and  at  the  decimal  point  if  the  number  is  decimal. 
The  number  of  periods  will  be  equal  to  the  number  of  figures 
in  the  root  if  the  number  is  a  perfect  square. 

If  the  last  period  on  the  right  of  a  decimal  number  con- 
tains but  one  figure,  annex  a  cipher  to  complete  the  period. 

Thus,  the  square  root  of  83,740,801  must  contain  four 
figures,  since,  pointing  off  the  periods,  we  get  83'74'08'01,  or 
four  periods;  consequently,  there  must  be  four  figures  in  the 
root.     In  like  manner,  the  square  root  of  50,625  must  contain 
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three  figures,  since  there  are  {5'06'25)  three  periods.  The 
extreme  left-hand  period  may  contain  either  one  or  two 
figures,  according  to  the  size  of  the  number  squared. 

25.  The  square  of  any  number  wholly  decimal  always 
contains  twice  as  many  figures  as  the  number  squared.  For 
example,  .r  =  .01,  .18*  =  .0169,  .751'  =  .564001,  etc. 

The  square  of  a  number  partly  decimal  contains  twice  as 
many  decimal  places  as  there  are  decimal  places  in  the 
number.     For  example,  12.85'  =  152.5225. 

20.  It  will  also  be  noticed  that  the  square  of  a  decimal 
is  always  less  than  the  decimal.  Hence,  the  square  root  of 
a  number  wholly  decimal  is  greater  than  the  number  itself. 
If  it  be  required  to  find  the  square  root  of  a  decimal,  and 
the  decimal  has  not  an  even  number  of  figures  in  it,  annex 
a  cipher.  The  best  way  to  point  off  a  decimal  is  to  begin  at 
the  decimal  point,  and,  going  toward  the  right,  point  off  the 
decimal  into  periods  of  two  figures  each.  Then,  if  the  last 
period  contains  but  one  figure,  annex  a  cipher  to  complete 
the  period. 

If  the  decimal  point  of  a  number  is  moved  one  or  more 
I^laces  to  the  right  (or  left),  the  decimal  point  in  the  square 
will  be  moved  twice  as  many  places  to  the  right  (or  left), 

*^^^-  3.567'  =  12'.72'34'89. 

356.7'  =  1272'34'.89. 
.3567'  =  .12'72'34'89. 

It  will  be  observed  that  these  squares  differ  only  in  the 
position  of  the  decimal  point,  and  when  divided  into  peri- 
ods, the  corresponding  group  in  each  square  contains  the 
same  figures. 

Later  it  will  be  shown  that  numbers  containing  like 
periods  have  like  figures  in  their  roots. 

27.  There  are  comparatively  few  numbers  that  can  be 
separated  into  exactly  equal  factors;  these  numbers  are  called 
perfect  i)o\vers,  and  the  factors  are  called  rational  factors. 
Numbers  that  cannot  be  separated  into  exactly  equal  factors 
are  called  iiuperfect  powers,   and  the   factors  are  called 
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irrational  factors.  In  the  numbers  from  1  to  1,000,  inclusive, 
there  are  only  48  perfect  powers,  not  counting  1,  and  of 
these  only  30  are  perfect  squares  and  9  perfect  cubes. 
These  perfect  powers  are  as  follows:  perfect  squares,  4,  9, 
16,  25,  36,  49,  64,  81,  100,  121,  144,  169,  196,  225,  256,  289, 
324,  361,  400,  441,  484,  529,  576,  625,  676,  729,  784,  841,  900, 
961;  perfect  cubes,  8,  27,  64,  125,  216,  343,  512,  729,  1000; 
perfect  fourth  powers,  16,  81,  256,  625;  perfect  fifth  powers, 
32,  243;  perfect  sixth  powers,  64,  729;  perfect  seventh 
power,  128.  Of  these  numbers  it  wall  be  noticed,  that  two 
of  the  perfect  cubes,  64  and  729,  the  four  perfect  fourth 
powers,  and  the  two  perfect  sixth  powers  are  duplicated 
among  the  squares  and  cubes;  hence,  there  are  only  40  dif- 
ferent numbers  between  1  and  1000  that  are  perfect  powers. 

28.  The  root  of  any  number  that  cannot  be  divided  into  as 
many  equal  factors  as  there  are  units  in  the  index  of  the  root 
contains  an  interminable  decimal.  For  example,  the  number 
20  lies  between  1^(  =  4°)  and  25  (  =  5');  hence,  the  square 
root  of  20,  or  a20,  is  greater  than  4  and  less  than  5,  and  is 
therefore  equal  to  4  plus  an  interminable  decimal.  In  other 
words,  no  matter  to  how  many  figures  the  square  root  of  20 
may  be  calculated,  the  root  will  never  be  found  exactly. 

29.  Although  the  root  of  an  imperfect  power  cannot  be 
found  exactly,  as  close  an  approximation  may  be  obtained 
as  is  desired.  In  practice,  five  significant  figures  are  all  that 
are  likely  to  be  required,  and  four  are  generally  sufficient. 
In  the  following  examples,  all  roots  will  be  calculated  to 
five  figures,  unless  the  given  number  is  a  perfect  power 
whose  root  contains  less  than  five  figures. 


SQUARE   ROOT. 

30.  The  first  step  in  finding  the  square  root  is  to  point 
oflE  the  number  into  periods  of  two  figures  each  as  previously 
described.  The  second  step  is  to  move  the  decimal  point  until 
it  falls  between  the  first  (left-hand)  period  containing  a  digit 
and  the  next  period  to  the  right;  in  other  words,  the  first  step 
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is  to  make  the  first  period  the  integral  part  of  the  number,  if 
not  already  so.     Call  the  result  the  altered  uuniber. 

The  second  step  is  to  search  the  table  following  the 
Examination  Questions,  and  in  the  columns  headed  ;/'  and 
find  two  consecutive  numbers,  one  less  and  the  other 
greater  than  the  altered  number.  Opposite  the  smaller  of 
the  two  numbers  in  the  column  headed  n,  will  be  found  the 
first  three  figures  of  the  square  root.  All  the  numbers  in  the 
columns  headed  yi  are  printed  in  heavy-face  type,  and  it  will 
be  noticed  that  there  are  two  such  columns  on  each  page. 

The  third  step  is  to  find  two  more  figures  of  the  root  and 
the  fourth  step  is  to  locate  the  decimal  point  in  the  root; 
these  two  steps  can  be  best  illustrated  by  examples. 

Example  1. — What  is  the  square  root  of  31,416? 

Solution.— Pointing  off  into  periods,  the  result  is  3'14'16.  Moving 
the  decimal  point  so  that  the  first  period  becomes  the  integral  part  of 
the  number,  the  altered  number  is  3.141(5.  Searching  the  table  in  the 
columns  headed  «',  3.1410  is  found  to  lie  between  3.1329  and  3.1684, 
on  page  1.  The  number  in  the  column  headed  n  opposite  3.1329 
is  1.77.  The  first  three  figures  of  the  root  are  therefore  177.  Find  the 
difference  between  the  two  numbers  between  which  the  given  number 
falls  (call  this  the  first  difference),  and  the  difference  between 
the  smaller  number  and  the  given  number  (call  this  the  second 
difference);  divide  the  second  difference  by  the  first  difference, 
carrying  the  quotient  to  three  decimal  places  and  increasing  the 
second  figure  by  1  if  the  third  is  5  or  a  greater  digit.  The  two  figures 
of  the  quotient  thus  determined  will  be  the  fourth  and  fifth  figures  of 
the  root.  In  the  present  example,  dropping  decimal  points  in  the 
remainders,  3.1684  -  3.1.329  =  355,  the  finst  difference;  3.1416  -  3.1329 
=  87,  the  second  difference;  87-=-  355  =  .245+,  or  .25.  Hence,  the 
first  five  figures  of  the  root  are  17,725.  The  decimal  point  is  located 
in  all  cases  by  reference  to  the  original  number,  after  pointing  off 
into  periods. 

There  ivill  be  as  many  fifiures  in  the  root  preceding  the  decimal  point 
as  there  are  periods  preceding  the  decimal  point  in  the  given  number; 
if  the  number  is  entirely  decimal,  the  root  is  entirely  decimal,  and  there 
7vill  be  as  many  ciphers  follo"u<ing  the  decimal  point  in  the  root  as  there 
are  complete  cipher  periods  folloiving  the  decimal  point  in  the  given 
number. 

Applying  this  principle,  there  are  three  periods  preceding  the  deci- 
mal point  in  the  given  number;  hence,  there  are  three  figures  prece- 
ding the  decimal  point  in  the  root,  and  ■>/31,416  =  177.25.     Ans. 
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The  operations  may  be  arranged  thus: 

1.7  8=  =  3.1  6  8  4  altered  number  =  3.1  4  1  6 

1.7  V  =  3.1  3  2  9  1.7  1"  =  3.1  3  2  9 

first  difference  =         3  5  5        second  difference  =  8  7 

3  5  5  )  8  7.0  0  0  (  .2  4  5,  or  .2  5 
7  1  0 
1600 
14  20 

1800 

17  75 

First  five  significant  figures  of  the  root  (the  fifth  figure  being  cor- 
rected) are  17725. 

Locating  decimal  point,  V31,416  =  177.25.     Ans. 

Note. -Had  the  given  number  been  314.16,  3.141(i,  .031416,  .00031416,  etc.  the  signifi- 
cant figures  of  the  root  would  have  been  the  same  as  in  the  preceding  case,  since  the 
altered  number  would  have  been  3.1416  in  each  instance;  the  decimal  point  would 
have  been  differently  located,  however.  Thus,  pointing  otT  into  periods,  the  given 
numbers  are  respectively  3'14'.16.  3'.14'16,  .03'14'16,  and  .00'03'14'16,  and  the  corre- 
sponding square  roots  are  17.725,  1.772,5,  .17725,  and  .017725. 

Read  very  carefully  Art.  34. 

Example  2.— What  is  the  square  root  of  .0031416? 

Solution.  —  Pointing  off  into  periods,  the  result  is  .00'31'41'60; 
moving  the  decimal  point,  the  altered  number  is  0031.4160  or  31.4160. 
Referring  to  the  table  in  the  columns  headed  «*,  31.4160  is  found  to 
lie  between  31.3600,  opposite  5.60  and  31.4721,  opposite  5.61,  on  page  5. 
The  first  three  figures  of  the  root  are  therefore  560.  The  first  difference 
is  31.4721  -  31.3600  =  1121;  the  second  difference  is  31.4160  -  31.3600 
=  560;  560-=-  1121  =  .499-f,  or  .50.  Therefore,  the  first  five  figures 
of  the  root  are  56050.  Since  there"  is  one  complete  cipher  period 
immediately  following  the  decimal  point  in  the  given  number,  there 
is  one  cipher  following  the  decimal  point  in  the  root,  and  Vyo631416 
=  .056050,  or  .05605.     Ans. 

Example  3. — What  is  the  square  root  of  7,500? 

Solution. — Pointing  off  into  periods,  the  result  is  75'00.  Moving 
the  decimal  point,  the  altered  number  is  75.00  or  75.  Referring  to  the 
table,  in  the  columns  headed  «',  75  is  found  to  lie  between  74.9956  and 
75.1689,  on  page  8.  The  first  difference  is  75.1689  -  74.9956  =  1733; 
the  second  difference  is  75  -  74.9956  =  44;  44  ^  1733  =  .025+,  or  .03. 
The  first  three  figures  of  the  square  root  are  866,  and  the  first  five 
are  86603;  there  are  two  figures  in  the  integral  part  of  the  root;  hence, 
V7,500  =  86.603.     Ans. 

Example  4.— What  is  the  square  root  of  49,074,561,800? 
Solution. — Pointing  off  into  periods,  the  result  is  4'90'74'56'18'00. 
Moving  the  decimal  point,  the  altered  number  is  4.90745618.     Referring 
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to  the  table  in  the  columns  headed  w%  the  altered  number  is  found 
to  lie  between  4.8841  and  4.9284,  on  page  2.  It  is  not  necessary  or 
advisable  to  retain  more  figures  in  the  altered  number  than  there  are  in 
the  two  numbers  of  the  table  between  which  it  falls,  in  this  case  five 
figures;  hence,  throw  off  all  figures  after  the  fifth,  increasing  the  fifth 
figure  by  1  if  the  sixth  is  o  or  a  greater  digit.  Doing  so  the  altered 
number  becomes  4.iK)75.  The  first  diflference  is  4.9284  -  4.8841  =  443; 
the  second  difference  is  4.9075  -  4.8841  =  234;  234  h-  443  =  .528+,  or  .53. 
The  number  opposite  4.8841  in  the  column  headed  n  is  2.21;  hence, 
the  first  five  figures  of  the  root  are  22153.  Since  there  are  six  periods 
on  the  left  of  the  decimal  point  in  the  given  number,  there  are  six 
figures  in  the  integral  part  of  the  root;  as  only  five  figures  were  deter- 
mined, write  a  cipher  for  the  sixth  figure,  obtaining  221,530.  There- 
fore, to  five  significant  figures,  >/49,074,561,800  =  221,530.     Ans. 


EXAMPLES 

FOR    PRACTICE. 

Find  the  square  root 

of: 

(a)     5. 

(a)   2.2361. 

{b)     .005. 

{b)    .070711 

(r)     149,263. 

Ans.- 

{c)    386.35. 

{d)    792.06. 

{^d)  28.144. 

{e)     88.527. 

{e)    9.4089. 

{/)     1,000. 

(0   31.623. 

CUBE  ROOT. 

31.  An  examination  of  the  table  will  show  that  the 
columns  headed  ;/  contain  all  the  numbers  between  1.00  and 
9.99,  inclusive,  that  is,  all  numbers  that  can  be  expressed  by 
three  figures,  disregarding  the  decimal  point.  The  columns 
headed  «'  contain  the  squares  of  all  the  numbers  in  the 
columns  headed  ;/.  The  columns  headed  it"  contain  the 
first  six  figures  of  the  cubes  of  the  numbers  in  the  columns 
headed  n.  The  preceding  explanation  for  square  root  will 
suffice  for  the  cube  root,  the  only  difference  being  in  the 
first  step — that  of  pointing  ofT  into  periods.  For  cube 
root  each  period  (except  the  first)  must  contain  three 
figures.  The  process  is  the  same;  that  is,  begin  at  the 
decimal  point  and  point  off  to  the  left  and  to  the  right 
periods  of  three  figures  each.  If  the  right-hand  period  is 
not  complete,  annex  ciphers  until  it  contains  three  figures. 
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Then  proceed  exactly  as  before,  using  the  columns  headed  ^^^ 
and  locate  the  decimal  point  by  means  of  the  principle  given 
in  the  explanation  to  example  1,  Art.  30.  ' 

Example  1.— The  cube  root  of  .0000062417  is  what? 

Solution. — Pointing  off  into  periods  of  three  figures  each,  the  result 
is  .000'006'241'700.  Moving  the  decimal  point  until  it  immediately 
follows  the  first  period  that  contains  a  digit  the  altered  number  is 
6.241700  or  6.24170,  using  but  six  figures,  to  correspond  with  the  six 
figures  of  the  table.  Referring  to  the  table,  and  looking  in  the 
columns  headed  n^ ,  the  altered  number  is  found  to  lie  between  6.22950 
and  6.33163,  on  page  1.  The  first  difference  is  6.33163  -  6.22950 
=  10213;  the  second  difference  is  6.24170  -  6.22950  =  1220;  1220 
-^  10213  =  .119+,  or  .12.  The  number  opposite  6.22950  in  the  column 
headed  n  is  1.84;  hence,  the  first  five  significant  figures  of  the  cube 
root  are  18412.  Since  there  is  one  complete  cipher  period  following 
the  decimal  point,  there  will  be  one  cipher  following  the  decimal  point 
in  the  root;  therefore,  >(T0O000624lT  =  .018412.     Ans. 

Read  very  carefully  Art.  34. 

ExAMPLK  2.— The  cube  root  of  50,932,676  is  what? 

Solution. — Pointing  off  into  periods  of  three  figures  each,  the 
result  is  50'932'676.  Moving  the  decimal  point,  the  altered  number  is 
50.932676.  Reducing  to  six  figures  and  increasing  the  sixth  figure 
by  1,  since  the  seventh  figure  is  7,  the  altered  number  becomes  50.9327. 
Referring  to  the  table  in  the  columns  headed  n" ,  50.9327  is  found  to  lie 
between  50.6530  and  51.0648,  on  page  3,  the  first  three  figures  of  the 
root  being  370.  The  first  difference  is  51.0648  -  50.6530  =  4118;  the 
second  difference  is  .50.9327  -  50.6530  =  2797;  2797  -f- 4118  =  .679+, 
or  .68;  hence,  the  first  five  figures  of  the  root  are  37068.  Since  the 
integral  part  of  the  given  number  contains  three  periods  there  are  three 
figures  in  the  integral  part  of  the  root;  therefore,  A(50,932,676  =  370.68. 

Ans. 

Example  3. — What  is  the  cube  root  of  .8.34? 

Solution. — There  is  but  one  period.  Moving  the  decimal  point, 
the  altered  number  is  834,  which  falls  between  833.238  and  835.897  in 
the  columns  headed  n^  on  page  9  of  the  table.  The  first  three  figures 
of  the  root  are  941.  The  first  difference  is  835.897  -  833.238  =  2659; 
the  second  difference  is  834  -  8.33.238  =  762;  762  ^  26.59  =  .286+, 
or  .29;  hence,  the  first  five  figures  of  the  root  are  94129.  Since  the 
given  number  is  wholly  decimal,  the  root  is  wholly  decimal;  and  since 
there  is  no  complete  cipher  period  between  the  decimal  point  and  the 
first  digit  of  the  given  number,,  there  are  no  ciphers  between  the  deci- 
mal point  and  the  first  digit  of  the  root.     Therefore,   >/.8.34  =  .94129. 

Ans. 


§2  ARITHMETIC.  39 


EXAMPLES    FOR    PRACTICE. 

Find  the  cube  root  of: 


(a) 

78,347.809«39. 

[(«) 

42.79. 

ib) 

o 

(*) 

1.2599. 

ic) 

4,180,769,192.462. 

Ans.' 

('■) 

1,611.0 

{d) 

.696. 

id) 

.88621. 

ie) 

.375. 

ie) 

.72112. 

if) 

513,229.783302144. 

(/■) 

80.064. 

32.  The  reason  for  pointing  off  the  given  number  into 
periods  of  three  figures  each  can  be  explained  in  the  same 
manner  as  in  the  case  of  square  root;  viz.: 

r  =  1  3'  =  27  9'  =  729 

10'  =  1,000  30'  =  27,000  99'  =  970,299 

100'  =  1,000,000      300'  =  27,000,000       999'  =  997,002,999 

It  will  be  noticed  that  the  left-hand  periods  contain,  respec- 
tively, for  the  first  column,  oiie  figure;  for  the  second  col- 
umn, t7co  figures;  and   for  the  third   column,  {/dtc  figures. 

33.  The  following  is  a  general  rule  for  using  the  table 
to  find  the  square  root,  cube  root,  fourth  root,  or  fifth  root 
of  any  number. 

Rule. — I.  Beginning  at  the  decimal  poiiit,  and  going  to  the 
right  a?id  to  the  left,  point  off  the  given  number  zchose  root  is  to 
be  found  into  periods  having  as  many  figures  in  each  period  as 
there  are  units  in  the  index  (see  Art.  \^)  of  the  root. 

II.  //  the  decimal  point  does  not  immediately  follow  the 
right-hand  figure  of  the  first  period  containing  a  digit,  move  it 
troni  its  position  until  it  docs  follow  the  right-hand  figure  of  the 
first  period  containing  a  digit.  Call  the  result  the  altered 
miinbor.  //  there  are  more  thafi  six  figtires  in  the  altered 
mimbcr,  drop  all  after  the  sixth  figure,  increasing  the  sixth 
figure  by  1  if  the  seventh  figure  is  5  or  a  greater  number.  In 
the  case  of  square  root,  retain  only  five  figures,  when  t/ie  left- 
hand  period  contains  but  one  significa)it  figure. 

III.  Refer  to  the  table  of  p07vers  that  folloivs  the  Examiyia- 
tion  Questions,  aiid  looking  in  the  columns  having  at  the  head  "w" 
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and  a7i  exponent  of  the  same  value  as  the  index  of  the  rooty  find 
betwee?i  what  two  munbers  in  these  columns  the  altered  number 
falls.  Subtj-act  the  smaller  of  these  two  7iumbers  frojn  the 
larger,  and  call  the  result  the  first  difference.  Subtract  the 
smaller  of  the  two  numbers  from  the  altered  number^  and  call 
t/ie  restilt  t/ie  second  difference.  Divide  the  second  differ- 
ence by  the  first  difference,  and  find  tJie  quotient  to  three  figures, 
wliicli  reduce  to  two  figtires,  ijicreasing  the  seco7id  figure  by  one  if 
the  third  figure  is  5  or  a  greater  number.  TJie  two  figures  thus 
found  are  the  fourth  and  fifth  figures  of  the  root.  The  first 
three  figures  will  be  found  in  the  column  headed  "w",  opposite  the 
smaller  of  the  two  numbers  in  the  table  between  which  the  given 
number  falls. 

IV.  Locate  the  decijnal  point  by  means  of  the  principle  that 
there  will  be  as  many  figures  in  the  root  preceding  the  decimal 
point  as  there  are  periods  preceding  the  decimal  point  in  the  given 
number;  if  tJie  7uimber  is  entirely  decimal,  the  root  is  entirely 
decimal,  and  if  tliere  are  any  complete  cipher  periods  immediately 
folloiving  the  decimal  point,  there  will  be  as  many  cipJiers  follotv- 
ing  the  decimal  poi^it  in  the  root  as  there  are  complete  cipher 
periods  follozving  the  decimal  point  in  the  given  ntimber. 

34.  The  student  should  study  Arts.  1  to  34  very  thor- 
oughly, particularly  the  examples.  Each  example  should  be 
carefully  considered  by  itself,  as  it  illustrates  some  feature 
not  present  in  the  other  examples.  The  student  should  do  the 
actical  wor/s  on  a  separate  slice  t  of  paper  performing  each  operation 
in  the  order  given  in  tlie  solution;  he  will  find  it  advisable  to 
work  the  Examples  for  Practice  also.  Any  student  who  follows 
these  instructio7is  will  have  7io  difficulty  m  7i7idersta7idi7ig  the 
P7vcess. 

The  student  will  notice  that  the  reason  for  the  second  step, 
moving  the  decimal  point,  is  to  get  the  decimal  point  in  the 
same  relative  position  that  it  occupies  in  the  corresponding 
numbers  of  the  table. 
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KO()T8   OF   FRACTIONS. 

35.  If  the  given  number  is  in  the  form  of  a  fraction,  and 
it  is  required  to  find  some  root  of  it,  the  simplest  and  most 
exact  method  is  to  reduce  the  fraction  to  a  decimal  and 
extract  the  required  root  of  the  decimal.  If,  however,  the 
numerator  and  denominator  of  the  fraction  are  perfect 
powers,  extract  the  required  root  of  each  separately,  and 
write  the  root  of  the  numerator  for  a  new  numerator,  and 
the  root  of  the  denominator  for  a  new  denominator. 

Example  1. — What  is  the  square  root  of  ^? 

/  9         V  9        3 
Solution. —  \/ '.  =     --  =  -•     Ans. 

Example  2. — What  is  the  square  root  of  |? 

.Solution. —     V|  =    \^()25  =  .79057,  since  f  =  .625.     Ans. 

Example  3. — What  is  the  cube  root  of  t2E^ 

3/27         ^27"        3       ^  ■ 
Solution. —  \  1.,-  =  ^=^  =  c-     Ans. 

Example  4. — What  is  the  cube  root  of  i? 
Solution.— Since  i  =  .25,    >/i  =   ^.2^5  =  .6299(5.     Ans. 

3(5.  Rule. — Extt'act  the  required  root  of  the  numerator  and 
denominator  separately;  or,  reduce  the  fraction  to  a  decimal, 
and  extract  the  root  of  the  decimal. 


(«) 

>  1  B     —      • 

(*) 

^iffe     =        ? 

(0 

^^     =     ? 

(rf) 

^Hf  =  ? 

EXAMPLES     FOK     PRACTICE. 

(a) 


Ans.' 


{c)    .41602. 
(rf)  1.6355. 


37.  On  page  10  of  the  table  are  given  the  square,  cube, 
and  fourth,  and  fifth  powers  of  the  first  nine  digits.  By  aid 
of  this  little  table,  the  page  on  which  the  first  three  figures 
of  the  required  root  are  to  be  found  is  instantly  located. 
Thus,  after  moving  the  decimal  point  (if  necessary)  in  the 
given  number  find,  in  the  column  in  which  ;/  has  an  exponent 
equal   to  the  index  of   the  root  sought,  between  what   two 
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numbers  the  altered  number  falls;  the  number  in  the  left- 
hand  column  opposite  the  smaller  of  these  two  numbers  is 
the  page  of  the  table  sought. 

For  example,  on  what  pages  will  the  first  three  figures  of 
the  (a)  square  root  and  (d)  cube  root  of  .00432176  be  found? 

Pointing  off  and  moving  the  decimal  point  the  altered 
numbers,  reduced  to  six  figures,  become,  respectively, 
{a)  43.2176,  (d)  4.32176.  Referring  to  page  10  of  the  table, 
in  the  column  headed  ?i\  43.2176  falls  between  36,  opposite 
6  in  the  column  headed  w,  and  49  opposite  7  in  the  colurnn 
headed  ?r,  hence,  the  first  three  figures  of  the  square  root 
will  be  found  on  page  6.  4.32176  falls  between  1  and  8  in 
the  column  headed  71";  hence,  the  first  three  figures  of  the 
cube  root  will  be  found  on  page  1. 

38.  In  the  following  articles  will  be  described  how  more 
than  five  figures  of  the  root  can  be  found,  and  exact  methods 
for  extracting  any  root,  the  index  being  an  integer,  to  any 
number  of  figures.  T/ie  studeyit  may  omit  everything  from 
this  point  to  Art.  52,  if  he  so  desires. 

39.  If  a  root  has  been  found  to  five  significant  figures 
and  it  is  desired  to  obtain  more  figures,  perhaps  the  easiest 
way  is  to  proceed  as  follows:  Raise  the  number  indicated 
by  the  root  to  the  power  indicated  by  an  exponent  equal  to 
the  index  "oi  the  root;  if  the  result  so  obtained  is  less  than 
the  given  number,  add  1  to  the  right-hand  figure  of  the  root 
and  raise  the  new  number  to  the  same  power;  but  if  the  result 
so  obtained  is  greater  than  the  given  number,  subtract  1  from 
the  right-hand  figure  of  the  root  and  raise  the  new  num- 
ber to  same  power.  The  result  of  these  operations  is  to 
obtain  powers  of  two  consecutive  numbers  having  five  sig- 
nificant figures  each,  one  of  the  powers  being  a  little  greater 
and  the  other  a  little  less  than  the  given  number.  Then 
proceeding  exactly  as  previously  described,  divide  the  sec- 
ond difference  by  the  first  difference  and  obtain  four  more 
figures  of  the  root. 

Consider  example  1,  Art.  30.  The  square  root  of  31,416 
to  five  significant  figures  is  177.25.     177.25'  =  31,417.5625, 
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which  is  a  little  greater  than  31,416;  hence,  subtracting  1 
from  177.25,  177.24'  =  31,414.0176,  which  is  a  little  less  than 
31,416.  The  first  difference  is  31,417.5625-31,414.0176 
=  3.5449.  The  second  difference  is  31,416-31,414.0176 
=  1.9824;  1.9824  --  3.5449  =  .5.5922,  or  .5592  to  four  figures. 
Therefore,  \'31,416  =  177.245592  to  nine  significant  figures. 
Suppose  it  has  been  found  that  the  cube  root  of  37,267 
is  33.402  to  five  significant  figures,  and  it  is  desired  to 
obtain  more  figures.  Proceed  exactly  as  before.  33.402' 
=  37,266.397760808,  which  is  a  little  less  than  37,267; 
hence,  adding  1  to  33.402,  33.403^  =  37,269.744941827. 
The  first  difference  is  37,269.744941827  -  37,266.397760808 
=  3.347181019;  the  second  difference  is  37,267  -  37,266.397- 
760808  =  .602239192;  .602239192  ^  3.347181019  =  .17992-f-, 
or  .1799  to  four  figures.  Therefore,  ^37,267  =  33.4021799 
to  nine  significant  figures. 

40.  As  before  stated,  it  is  customary  to  use  some  kind 
of  a  table  instead  of  extracting  the  roots  directly,  still  the 
square  root  is  so  frequently  required  that  it  is  well  to  learn 
how  to  extract  square  root  directly.  There  are  several  good 
methods,  and  none  are  much  harder  than  long  division.  The 
method  given  here  for  square  root  and  cube  root  is  the 
simplest  and  easiest  to  remember  and  apply  of  any. 


SQUARE  ROOT— EXACT  METHOD. 

41.  The  method  is  best  explained  by  giving  several 
examples  with  full  explanations  of  each  step.  To  make  the 
work  clearer  to  the  student  and  easier  to  follow,  the  figures 
in  the  root  and  the  successive  numbers  resulting  from  their 
use  are  printed  in  light  and  heavy-face  type  alternately. 
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Example  1. — Find  the  square  root  of  31,505,769. 

root 

Solution.—  3  1'5  0'5  7'6  9  (  5  6  1  3      Ans. 

{a)        5  {b)     2  5 


5 


(r)         ()  5  0 


(fif)     1  0  0  6  3  6 

__*  (^)  14  5  7 

106  112  1 


*  3  3  6  6  9 

112  0  3  3  6  69 

1 


112  1 
1 

11220 
3 

112  2  3 

Explanation. — First  point  off  into  periods  of  two  figures 
each.  Now,  find  the  largest  single  number  whose  square  is 
less  than  or  equal  to  31,  the  first  period.  This  is  evidently  5, 
since  G''  =  36,  which  is  greater  than  31.  Write  it  to  the  right, 
as  in  long  division,  and  also  to  the  left,  as  shown  at  (a).  This 
is  the  first  figure  of  the  root.  Now,  multiply  the  5  at  (a)  by 
the  5  in  the  root,  and  write  the  result  under  the  first  period, 
as  shown  at  (/')•     Subtract  and  obtain  6  as  a  remainder. 

Add  the  root  already  found  to  the  5  at  (a),  getting  10,  and 
annex  a  cipher  to  this  10,  thus  making  it  100,  as  shown  at  {d) , 
which  call  the  first  trial  diA'isor.  Bring  down  the  next 
period,  50,  and  annex  it  to  the  remainder  6,  as  shown  at  {c) , 
which  call  the  first  dividend.  Divide  the  first  dividend  (r) 
by  the  first  trial  divisor  {d)  and  obtain  6,  which  is  probably 
the  next  figure  of  the  root.  Write  6  in  the  root,  as  shown,  and 
also  add  it  to  100,  the  trial  divisor,  making  it  106.  This  is 
called  the  first  complete  divisor. 

Multiply  the  first  complete  divisor,  106,  by  6,  the  second 
figure  in  the  root,  and  subtract  the  result  from  the  first  divi- 
dend (<•-);  the  remainder  is  14.  Add  the  second  figure  of  the 
root  to  the  complete  divisor,.  106,  and  annex  a  cipher,  thus 
getting  1120,  which  call  the  second  trial  divisoi*.  Annex 
the   next   period,  to    the  remainder  in  the   second  column 
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making  it  11  ")7,  as  sliowti  at  ic),  which  call  the  second 
(livi(loii«l.  Dividing  14o7  by  1120,  we  get  1  as  the  next 
figure  of  the  root.  Adding  this  last  figure  of  the  root 
to  1120,  tlie  result  is  1121,  the  socoiid  complete  divisor. 
Multiplying  the  second  complete  divisor  by  the  third  figure 
of  the  root  and  subtracting  from  the  second  dividend,  1457, 
the  remainder  is  Ho6. 

Now,  adding  the  last  figure  of  the  root  to  1121  and  annex- 
ing a  cipher  as  before,  the  result  is  11220,  the  third  trial 
divisor.  Annexing  the  next  and  last  period,  69,  to  the 
remainder  in  the  second  column  the  result  is  33669,  the 
tliird  dividend.  Dividing  33669  by  11220,  the  result 
is  3,  the  fourth  figure  of  the  root.  Adding  the  fourth 
figure  of  the  root  to  11220,  the  result  is  11223,  the  tliird 
complete  divisor.  Multiplying  the  third  complete  divisor 
by  the  fourth  figure  of  the  root,  the  result  is  33669.  Sub- 
tracting the  product  from^  the  third  dividend,  there  is  no 
remainder;  hence,  V31,505,769  =  5,613. 

Head  very  carefully  that  part  of  Art.  34  which  is 
printed  in  Italics. 

Example  2. — What  is  the  square  root  of  .000576? 

rito/ 

Solution.—  .0  O'O  .V7  «>  (  .0  2  4    Aus. 

2  4 

2  176 

40  176 

4  

4  4 

Explanation. — Beginning  at  the  decimal  point  and 
pointing  ofi  the  number  into  periods  of  two  figures  each, 
it  is  seen  that  the  first  period  is  composed  of  ciphers;  hence, 
the  first  figure  of  the  root  must  be  a  cipher.  The  remaining 
portion  of  the  solution  should  be  perfectly  clear  from  what 
has  preceded. 

42.  If  the  number  is  not  a  perfect  power,  the  root  will  con- 
sist of  an  interminable  number  of  decimal  places.  The  result 
may  be  carried  to  any  required  number  of  decimal  places  by 
annexing  periods  of  two  ciphers  each  to  the  number. 
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Example  1. — What  is  the  square  root  of  3?     Find  the  result  to  five 
decimal  places. 

root 

Solution.—  3.0  O'O  O'O  O'O  O'O  0  ( 1.7  3  2  0  5+     Ans. 

1  1 


1 


200 
1  89 

1  1  00 

1029 


7  100 
69  2  4 

17  60000 
17  3  2025 

2  7  9  7S 


346405 


Explanation. — Annex  five  periods  of  two  ciphers  each  to 
the  right  of  the  decimal  point.  The  first  figure  of  the  root  is 
found  to  be  1.  To  get  the  second  figure,  we  find  that,  on 
dividing  200  by  20,  it  is  10.     This  is  evidently  too  large. 

Trying  9,  we  add  9  to  20  and  multiply  29  by  9;  the  result 
is  261,  a  result  which  is  considerably  larger  than  200;  hence, 
9  is  too  large.  In  the  same  way,  it  is  found  that  8  is  also 
too  large.  Trying  7,  7  times  27  is  189,  a  result  smaller  than 
200;  therefore,  7  is  the  second  figure  of  the  root.  The  next 
two  figures,  3  and  2,  are  easily  found.  The  fifth  figure  in  the' 
root  is  a  cipher,  since  the  trial  divisor,  34640,  is  greater  than 
the  new  dividend,  17600.  In  a  case  of  this  kind  we  annex 
another  cipher  to  34640,  thereby  making  it  346400,  and  bring 
down  the  next  period,  making  the  17600,  1760000.  Dividing 
the  fourth  dividend,  1760000,  by  the  fourth  trial  divisor, 
346400,  the  result  is  5.0+ .  Hence,  the  next  figure  of  the  root 
is  5,  and,  as  we  now  have  five  decimal  places,  we  stop. 

The  square  root  of  3  is,  then,  1.73205-1- . 


§2  ARITHMETIC.  4? 

If  the  second  figure  of  the  quotient  last  obtained,  5.0+ , 
had  been  5  or  a  greater  digit,  the  figure  in  the  fifth  decimal 
place  would  have  been  increased  by  1. 

Example  2. — What  is  the  square  root  of  .3  to  five  decimal  places? 

riittt 

Solution.—  .3  O'O  O'O  O'O  O'O  0  ( .5  4  7  7  2+     Ans. 

-      5  2r> 

5  5  0  0 

10  0  4  16 


8  4  0  0 

7  ()  0  i> 

7  9  10  0 

7  662  9 

24  7  100 

2  19084 

2  8016 


Explanation. — In  the  above  example  we  annex  a  cipher 
to  .8,  making  the  first  period  .80,  since  every  period  of  a 
decimal,  as  was  mentioned  before,  must  have  two  figures  in 
it.     The  remainder  of  the  work  should  be  perfectly  clear. 

43.  If  it  is  required  to  find  the  square  root  of  a  mixed 
number,  begin  at  the  decimal  point  and  point  off  the  periods 
both  to  the  right  and  to  the  left.  The  manner  of  finding  the 
root  will  then  be  exactly  the  same  as  in  the  previous  cases. 

Example. — What  is  the  square  root  of  258.2449? 

root 

Solution.-  2'5  8.2  4'4  9  ( 1  6.0  7    Ans. 

1  1 

1  15  8 
20  15  6 

6  2  2  4  4  9 

2  6  2  2  4  4  9 
6 

3200 

7 

3207 
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Explanation. — In  the  above  example,  since  320  is  greater 
than  224,  we  place  a  cipher  for  the  third  figure  of  the  root 
and  annex  a  cipher  to  320,  making  it  3200.  Then,  bringing 
down  the  next  period,  49,  7  is  found  to  be  the  fourth  figure 
of  the  root.  Since  there  is  no  remainder,  the  square  root  of 
258.2449  is  16.07. 

44.  Proof. — To  prove  square  root,  square  the  result 
obtained.  If  the  number  is  an  exact  power,  the  square  of 
the  root  will  equal  it;  if  it  is  not  an  exact  power,  the  square 
of  the  root  will  very  nearly  equal  it. 

45.  Rule. — I.  Begin  at  laiits place  andseparixie  the  nuviber 
into  periods  of  two  figures  each,  proceeding  from  left  to  right 
with  the  decimal  part,  if  there  be  any. 

II.  Find  the  gjratest  munber  whose  square  is  contained  in  the 
first,  or  left-hand,  period.  Write  this  number  as  the  first  figiire 
in  the  root;  also,  write  it  at  the  left  of  the  given  number. 

Multiply  this  number  at  the  left  by  the  first  figtire  of  the  root, 
a7id  subt?-act  the  result  from  the  first  period. 

III.  Add  the  first  figure  of  the  root  to  the  number  in  the 
first  column  on  the  left  a7id  a?i?ie.x  a  cipher  to  the  result;  this  is 
the  first  trial  divisor.  Annex  the  second  period  to  the  remainder 
in  the  second  column;  this  is  the  first  dividend.  Divide  the 
dividend  by  the  trial  divisor  for  the  second  figure  in  the  root 
and  add  this  figure  to  the  trial  divisor  to  form  the  complete 
divisor.  Multiply  the  complete  divisor  by  the  second  figure  iyi 
the  root  and  subtract  this  result  from  the  dividend.  {If  this 
result  is  larger  than  the  dividend,  a  smaller  number  must  be 
tried  for  the  second  figure  of  the  root. )  Add  the  second  figure  of 
the  root  to  the  complete  divisor.  Annex  a  cipher  for  a  netv  trial 
divisor,  and  bring  down  the  third  period  a7id  annex  it  to  the 
last  remainder  for  the  second  dividejid. 

IV.  Continue  in  this  mariner  to  the  last  period,  after  which, 
if  any  additional  places  in  the  root  are  required,  bring  down 
cipher  periods  and  continue  the  operation. 
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V.  H  at  any  ihiie  the  trial  divisor  is  larger  than  the 
dividend,  place  a  cipher  in  the  root,  annex  a  cipher  to  the  trial 
divisor,  and  bring  doxcn  another  period. 

VI.  //  the  root  contains  an  interminable  decimal  and  it  .is 
desired  to  terminate  the  operation  at  some  point,  say,  the  fourth 
decimal  place,  carry  the  operation  one  place  farther,  and  if  the 
fifth  figure  is  5  or  greater,  increase  the  fourth  figure  by  1  and 
omit  the  sign  +. 

4(>.  Short  Method. — If  the  number  whose  root  is  to  be 
extracted  is  not  an  exact  square,  the  root  will  be  an  inter- 
minable decimal.  It  is  then  usual  to  extract  the  root  to  a 
certain  number  of  significant  figures.  In  such  cases  the 
work  may  be  greatly  shortened  as  follows:  Determine  to 
how  many  significant  figures  the  work  is  to  be  carried,  say 
seven,  for  example;  divide  this  number  by  2  and  take  the  next 
higher  number.  In  the  above  case,  we  have  7  -f-  2  =  3^; 
hence,  we  take  4,  the  next  higher  number.  Now  extract  the 
root  in  the  usual  manner  until  four  significant  figures  have 
been  obtained.  Then  form  the  trial  divisor  in  the  usual 
manner,  but  omitting  to  annex  the  cipher;  divide  the  last 
remainder  by  the  trial  divisor,  as  in  long  division,  obtaining 
as  many  figures  of  the  quotient  as  there  are  remaining 
figures  of  the  root,  in  this  case  7  —  4  =  3.  The  quotient  so 
obtained  is  the  remaining  figures  of  the  root. 

Consider    example    2,    Art.    42.      Here    there    are    five 

figures  in  the  root.     We  therefore  extract  the  root  to  three 

figures    in    the    usual    manner,  obtaining  .547   for    the    first 

three  root  figures.     The  next  trial  divisor  is  1094  (with  the 

cipher  omitted)  and   the  last  remainder   is  791.     Then,  791 

-^  1094  =  .72.'>,  and  the  next  two  figures  of  the  root  are  72, 

the  whole  root  being  ..54772  +  .     Always  carry  the  division 

one  place  farther  than  desired,  and  if  the  last  figure  is  5  or 

a   greater   digit,   increase  the  preceding    figure  by  1.     This 

method  should  not  be  used  unless  the  root  is  to  contain  five 

or  more  figures. 

Note. — If  the  last  Hj^ure  of  the  root  found  in  the  regular  manner 
is  a  cipher,  carry  the  process  one  place  farther  before  dividing  as 
described  above. 
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EXAMPI^ES    FOR    PRACTICE. 


Find  the  square 

root  of: 

(a) 

186,624. 

(*) 

2,050,6^. 

{c) 

29,855,296. 

id) 

.0116964. 

{e) 

198.1369. 

if) 

994,009. 

{^) 

2.375  to  foi 

r  decimal 

places. 

{h) 

1.625  to  three  decimal  places. 

{i) 

.3025. 

U) 

.571428. 

{k) 

.78125. 

Ans. 


\{a) 

432. 

ib) 

1,432. 

ic) 

5,464. 

id) 

.10815- 

(e) 

14.0761. 

(0 

997. 

(.?■) 

1.5411. 

(//) 

1.275. 

H) 

.55. 

(;■) 

.75593- 

m 

.88388+ 

CUBE   ROOT— EXACT  METHOD. 

47.  The  process  of  extracting  cube  root  is  very  similar  to 
that  just  described  for  square  root,  the  work  being  arranged 
in  three  columns  instead  of  two.  An  example  will  best 
illustrate   the   method. 


Example. - 

Solution.- 

(1) 

7 

14 
_7 
210 

2 

212 

2 
214 

2 
2  160 
1 

2~r6i 

1 


-What  is  the  cube  root  of  375,741,853,696? 


2162 

1 

216  3  0 

6 

216  3  6 


(2) 

49 
98 
14700 
424 
15124 
__4JJ 
1555200 
2161 
155  7361 
2162 
15  5  9  5  2  3  0  0 

129816 

15  6  0  8  2116 


(3)  roo/ 

3  7  5'7  4  1'8  5  3'6  9  6  (  7  2  1  6 
343 
32741 
30  2  4  8 
2  4  9  3  8  5  3 
1557361 
936492696 
936492696 


Ans. 
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Explanation. — Write  the  work  in  three  columns  as 
follows:  On  the  right  place  the  number  whose  cube  root 
is  to  be  extracted,  and  point  it  off  into  periods  of  three 
figures  each.  Call  this  column  (3).  Find  the  largest  num- 
ber whose  cube  is  less  than  or  equal  to  the  first  period,  in 
this  case  7.  Write  the  7  on  the  right,  as  shown,  for  the 
first  figure  of  the  root,  and  also  on  the  extreme  left  at  the 
head  of  column  (1).  Multiply  the  7  in  column  (1)  by 
the  first  figure  of  the  root  7,  and  write  the  product  49  at 
the  head  of  column  (2).  Multiply  the  number  in  column  (2) 
by  the  first  figure  of  the  root  7,  and  write  the  product  348 
under  the  figures  in  the  first  period.  Subtract,  obtaining  32 
for  the  remainder.  Add  the  first  figure  of  the  root  to  the 
number  in  column  (1),  obtaining  14.  Multiply  the  last 
number  in  column  (1)  by  the  first  figure  of  the  root,  add  the 
product  to  the  number  in  column  (2),  and  obtain  147.  Add 
the  first  figure  of  the  root  to  the  last  number  in  column  (1), 
and  obtain  21.  Annex  one  cipher  to  the  number  in  col- 
umn (1),  and  obtain  210.  Also,  annex  hvo  ciphers  to  the 
number  in  column  (2),  and  obtain  14,700  for  the  first  trial 
divisor.  Bring  down  the  next  period,  annexing  it  to  the 
remainder  in  column  (3),  and  obtain  32.741  for  the  first  divi- 
dend.    Dividing  the  first  dividend  by  the  first  trial  divisor. 

we  obtain  —  ^       =  2  + ,  and  write  the  2  as  the  second  figure 

of  the  root.  Add  the  2  to  the  number  in  column  (1),  and 
obtain  212,  which,  multiplied  by  the  second  figure  of  the  root, 
and  added  to  the  trial  divisor,  gives  15,124,  the  first  complete 
divisor.  This  last  result,  multiplied  by  the  second  figure  of 
the  root  and  subtracted  from  the  first  dividend,  gives  a 
remainder  of  2,493.  Adding  the  second  figure  of  the  root  to 
the  number  in  column  (1),  we  get  214;  this,  multiplied  by 
the  second  figure  of  the  root  and  added  to  the  trial  divisor, 
gives  15,552.  Adding  the  second  figure  of  the  root  to  the 
number  in  column  (1)  gives  216.  Annexing  one  cipher  to 
the  number  in  column  (1)  gives  2,160.  Annexing  two  ciphers 
to  the  number  in  column  (2)  gives  1,555,200,  the  second  trial 
divisor.     Annexing    the    third   period    to   the   remainder  in 
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column     (3),    we    obtain    2,493,853    for    the    second    divi- 
dend.      Dividing    the     second     dividend     by    the     second 

.  •  1  ^-   •                  u.  ■    2493853        .,  ,  ^        •.      -,         .^ 

trial  divisor,  we  obtain =  1+     and  write   1  as   the 

1555200 
third  figure  of  the  root.     The  remainder  of  the  work  is  con- 
tinued  in   the   same  manner  and  should  be  perfectly  clear 
from  what  has  preceded. 

48.  In  extracting  the  cube  root  of  a  decimal,  proceed  as 
above,  taking  care  that  each  period  contains  ^/iree  figures. 
Begin  the  pointing  off  at  the  decimal  point,  going  toward  the 
right.  If  the  last  period  does  not  contain  three  figures,  annex 
ciphers  until  it  does. 

ExAMPLK  1.— What  is  the  cube  root  of  .009129329? 

rnol 

Solution.—  .0  0  9'1  2  9'3  2  9  (.2  0  9     Ans. 

2  4  8 

?  _^  1129329 
4  120000  1129329 
2  548  1     


600     125481 


609 


Explanation.— Beginning  at  the  decimal  point,  and  point- 
ing off  as  shown,  the  largest  number  whose  cube  is  less  than 
9  is  seen  to  be  2;  hence,  2  is  the  first  figure  of  the  root. 
When  finding  the  second  figure,  it  is  seen  that  the  first  trial 
divisor  1,200  is  greater  than  the  dividend;  hence,  write  a 
cipher  for  the  second  figure  of  the  root;  bring  down  the  next 
period  to  form  the  second  dividend;  annex  two  ciphers  to  the 
trial  divisor  to  form  the  second  trial  divisor;  also,  annex  one 
cipher  to  the  60  in  column  ( 1 ) .     Dividing  the  second  dividend 

1129329 

by  the  second  trial  divisor,  we  get      ""- =  9+,  and  write 

^  120000 

9  as  the  third  figure  of  the  root.      Complete  the  work  as 

before. 
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Example  2.— What  is  the  cube  root  of  7H,:;4 7. 809639? 

tool 

Solution.—  7  H'3  4  7.8  0  9'H  8  9  (  4  2  . 7  9 

4  16  6  4 

i  ^  -  14  3  4  7 

8  4800  10088 

_i  ^  ■*  ^  4  2  5  9  8  0  9 

120  5044  376648  3 

^  ^  '*  *  4  9  3  3  2  6  6  3  9 

122  529200  493326639 


2  8  8  69 

124         538069 
2  89  18 


12  6  0        .54698700 
7  115  3  7  1 

12  67        54814071 


1274 

7 

12  8  10 
9 

12  8  19 

Explanation. — Since  we  have  a  mixed  number,  begin  at 
the  decimal  point  and  point  ofif  periods  of  three  figures  each, 
in  both  directions.  The  first  period  contains  but  two  figures, 
and  the  largest  number  whose  cube  is  less  than  78  is  4;  con- 
sequently, 4  is  the  first  figure  of  the  root.  The  remainder  of 
the  work  should  be  perfectly  clear.  When  dividing  the  second 
dividend  by  the  second  trial  divisor  for  the  thirfl  figure  of  the 
root,  the  quotient  was  S+;  but,  on  trying  it,  it  was  found 
that  8  was  too  large,  the  complete  divisor  being  considerably 
larger  than  the  trial  divisor.  Therefore,  7  was  used  instead 
of  8. 
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Example  3. — What  is  the  cube  root  of  5  to  five  decimal  places? 

root 

Solution.—  5.0  0  O'O  0  O'O  0  O'O  0  O'O  0  0(1.7  0  9  9  7  5+ 

1  11 

1  2 


-L  4000 

2  300  39  13 

1  2  5  9 


87000000 
559         78443829 


8  5  5  6  17  1000 

8670  0  00     78 S 9 992299 


30  8 

7 

"*  ^  ^  ^  *      666178701000 

8715981      614014317973 

4  6062 


52164383027 


876204300 

461511 

876665811 
4  6  1592 

87  7  12740300 
3  5  90839 


87716331139 


5  1297  7 

Root  correct  to  five  decimal  places  is  ]  .7099S  -       Ans. 

Explanation. — In  the  preceding;  example  we  annex  five 
periods  of  ciphers,  of  three  ciphers  each,  to  the  5  for  the 
decimal  part  of  the  root,  placing  the  decimal  point  between 
the  5  and  the  first  cipher.  In  practice  it  is  not  necessarj^ 
to  write  these  cipher  periods  after  the  given  number;  when 
one  cipher  is  added  to  the  nuinber  in  column  (1)  and  two  to 
the  number  in  column  (2),  three  ciphers  would  be  added  to 
the  number  in  column  (3).     Since  the  quotient  obtained  by 


1 
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dividing  the  fourth  dividend  by  the  fourth  trial  divisor  is 
66(U 78701000  ^  87712740800  =  7.5 -|-  the  root  correct  to  fiv- 
decimal  places  is  1.70998  —  . 

Example  4.— What  is  the  cube  root  of  .5  to  four  decimal  places? 

root 

Solution—  .SOO'OOO'OOO'OOO  (.7  98  7-1-  Ans. 

•7         4  9  3  4  3 


7        98 


157000 


14        14  700        1  50039 

J^  '^^  6961000 

210       16671  5688257 


9        2052 


1  .8  2  L'  7  4  8  0  0  0 


219      1872300        1321748953 


9         7119 


994047 


228      1879419 
9         7128 


2370     1886  5  4700 
3         166579 

2373     18882  1279 
3 

2376 
3 

23790 
7 

23797 

ExPL.\NATiON.  —  In  the  above  example  we  annex  two 
ciphers  to  the  .5  to  complete  the  first  period,  and  three 
periods  of  three  ciphers  each.  The  largest  number  whose 
cube  is  less  than  oOO  is  7;  this  we  write  as  the  first  figure  of 
the  root.  The  remainder  of  the  work  should  be  perfectly 
plain  from  the  explanations  of  the  preceding  examples. 
Since  the  quotient  obtained  by  dividing  the  third  dividend 
by  the  third  trial  divisor  is  1822743000  --  188654700  =  7.0+ , 
the  root  is  correct  as  found  to  the  fourth  decimal  place. 
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Example  5. — What  is  the  cube  root  of  .05  to  four  decimal  places? 

Solution.—  ,   '■'^'. 

.0  5  O'O  0  O'O  0  O'O  0  0  (  .3  6  8  4+ 

3  9  27 

3         1^  2^  0  0  0 

6         2700       19656 


^  576  3344000 

90  3  2  76  3180032 

^  _il^  163  96  8 0  0  0 

96  388800       162685504 


6  8  7  04 


12  8  2  496 


102        397504 
6  8768 


1080      40627200 
8  4  4  17  6 


1088      40671376 


1096 

8 

HTol  0 

4 
1  1  04~4 


49.  Proof.  —  To  prove  cube  root,  cube  the  result 
obtained.  If  the  given  number  is  an  exact  power,  the 
cube  of  the  root  will  equal  it;  if  not  an  exact  power, 
the  cube  of  the  root  will  very  nearly  equal  it. 

50.  Rule. — I.  Arrange  the  work  in  three  columns^  placing 
the  number  zvhose  cube  root  is  to  be  extracted  in  the  third  or 
right-hand  cohimn.  Begirt  at  u?iits  place,  and  separate  the 
nianber  into  periods  of  three  figtcres  each,  proceeding  front  the 
decimal  point  toward  the  right  zvith  the  decimal  part,  if  there 
is  any. 

II.  Find  the  greatest  itnmber  zvhose  cnbe  is  not  greater  than 
the  ntnnber  expressed  by  the  first  period  that  contains  a  digit. 
Write  this  mimber  as  the  first  figure  of  the  ?vot;  also,  write  it 
at  the  head  of  the  first  column.  Mtiltiply  the  ntimber  in  the 
first  column  by  the  first  figure  iti  the  root,  and  write  the  result 
in  the  second  column.  Multiply  the  ntimber  in  the  second 
column  by  the  first  figure  of  the  root,  and  subtract  the  prodtict 


I 
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from  the  first  period.  .\dd  t/ir  first  figure  of  tlie  root  to  tfie 
uiDiil^er  in  tlie  first  coIudui.  .Uidtipiy  t/ie  last  nioiilH-r  in  tlie 
first  edliivni  by  t/ie  first  f figure  of  tlie  root ,  and  add  tlie  prodiiet 
to  tJie  number  in  i/ic  seeond  eolumn.  Add  tlie  first  fij^ure  of  tlie 
root  to  tlie  number  in  the  first  eolumn.  .  Innex  one  eipher  to  the 
last  number  in  the  first  eolumn,  two  eiphcrs  to  the  last  number 
in  the  seeond  eolunni,  and  annex  the  seeond  period  to  the 
remainder  in  the  third  eolunni.  The  last  numbers  in  the  seeo?id 
and  third  eolumns  are,  respeetively ,  the  first  trial  divisor  a7id 
the  first  dividend. 

III.  Divide  the  first  dividend  by  the  first  trial  divisor  to 
find  the  seeond  figure  of  the  root.  Add  the  second  figure  of  the 
root  to  the  number  in  the  first  eolumn,  multiply  the  sum  by  the 
second  figure  of  the  root,  and  add  the  result  to  the  first  trial 
divisor  to  form  the  first  complete  divisor.  Multiply  the  first  com- 
plete divisor  by  the  second  figure  of  the  root,  and  subtract  the 
result  from  the  first  dividend  in  the  third  coluiini.  .Idd  the 
second  figure  of  the  root  to  the  number  in  the  first  column; 
multiply  the  sum  by  the  seeond  figure  of  the  root,  and  add  the 
product  to  the  complete  divisor.  Add  the  second  figure  of  the 
root  to  the  number  in  the  first  column.  Annex  one  cipher  to 
the  number  in  the  first  column,  and  two  ciphers  to  the  last  7ium- 
ber  in  the  second  column  to  form  the  second  trial  divisor.  Anfiex 
the  third  period  to  the  remainder  iti  the  third  column  for  the 
second  dividend. 

IV.  //  there  are  more  periods  to  be  brought  do7vn,  proceed  as 
before.  If  there  is  a  remainder  after  the  root  of  the  last  period 
has  been  found,  annex  cipher  periods,  and  proceed  as  before.  7 he 
figures  of  the  root  thus  obtained  zvill  be  decimals. 

X.  If  the  root  contains  a?i  interminable  decimal,  and  it  is 
desired  to  terminate  the  operation  at  some  point,  say  the  fifth  sig- 
nificant figure,  carry  the  operation  one  place  farther,  and  if  the 
sixth  figure  is  5  or  greater,  increase  the  fifth  figure  by  1  and 
omit  the  sign  +. 

51.  The  method  of  Art.  46  can  be  applied  to  cube  root 
(or  any  other  root)   as  well   as  to   square  root.     Thus,   in 
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example  3,  Art.  48,  there  are  5  +  1  =  6  figures  in  the  root. 
Extracting  the  root  in  the  usual  manner  to  6  -^  2  =  3,  say 
4  figures,  we  get  for  the  first  four  figures  1,709.  The  last 
remainder  is  8,556,171,  and  the  next  trial  divisor,  with  the 
ciphers  omitted,  is  8,762,043.  Hence,  the  next  two  figures  of 
the  root  are  8,556,171  4-  8,762,043  =  .976,  say  .98.  Therefore, 
the  root  is  1.70998. 


EXAMPLES    FOR    PRACTICE. 

Find  the  cube  root  of: 

(«)  ^. 

(b)  2  to  five  decimal  places. 

{c)  4,180,769,192.462  to  five  decimal  places. 

id)  m. 

[e)  I. 

(/)  513,229.783302144  to  three  decimal  places 


Ans. 


{a)  I. 

[b)  1. 25992+. 

[c)  1,610.96238. 

[d)  .8862+. 

[e)  .7211  +  . 
(/)  80.064. 


RATIO. 

52.  Suppose  that  it  is  desired  to  compare  two  numbers, 
say  20  and  4.  If  we  wish  to  know  how  many  times  larger 
20  is  than  4,  we  divide  20  by  4  and  obtain  5  for  the  quotient; 
thus,  20  -=-  4  =  5.  Hence,  we  say  that  20  is  5  times  as  large 
as  4,  i.  e.,  20  contains  5  times  as  many  units  as  4.  Again, 
suppose  we  desire  to  know  what  part  of  20  is  4.  We  then 
divide  4  by  20  and  obtain  i;  thus,  4  -=-  20  =  i,  or  .2.  Hence, 
4  is  5,  or  .2,  of  20.  This  operation  of  comparing  two  num- 
bers is  termed  finding  the  ratio  of  the  two  numbers.  Ratio, 
then,  is  a  comparison.  It  is  evident  that  the  two  numbers 
to  be  compared  must  be  expressed  in  the  same  unit;  in 
other  words,  the  two  numbers  must  both  be  abstract  num- 
bers or  concrete  numbers  of  the  same  kind.  For  example, 
it  would  be  absurd  to  compare  20  horses  with  4  birds,  or 
20  horses  with  4.  Hence,  ratio  may  be  defined  as  a  com- 
parison between  two  numbers  of  the  same  kind. 

53.  A  ratio  may  be  expressed  in  three  ways;  thus,  if  it  is 
desired  to  compare  20  and  4  and  express  this  comparison  as 

20 

a  ratio,  it  may  be  done  as  follows:     20  ^  4;  20  :  4,  or  — . 


I 
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All  three  are  read  the  ratio  of  20  to  1.     The  ratio  of  4  to  20 

4 
would  be  expressed  thus:     4  -=-  20;  4  :  20,  or  ^    .     The  first 

method  of  expressing  a  ratio,  although  correct,  is  seldom  or 
never  used;  the  second  form  is  the  one  oftenest  met  with, 
while  the  third  form,  called  the  fractional  form,  possesses 
great  advantages  to  students  of  algebra  and  of  higher 
mathematical  subjects.  The  second  form  is  better  adapted 
to  arithmetical  subjects  and  is  one  we  shall  ordinarily  adopt. 

54.  The  terms  of  a  ratio  are  the  two  numbers  to  be 
compared;  thus,  in  the  above  ratio,  20  and  4  are  the  terms. 
When  both  terms  are  considered  together,  they  are  called  a 
couplet;  when  considered  separately,  the  first  term  is  called 
the  anteeetleut  and  the  second  term  the  eonsequent. 
Thus,  in  the  ratio  20  :  4,  20  and  4  form  a  couplet,  and  20  is 
the  antecedent  and  4  the  consequent. 

55.  A  ratio  may  be  direct  or  inverse.  The  direct  ratio 
of  20  to  4  is  20  :  4,  while  the  iyiverse  ratio  of  20  to  4  is  4  :  20. 
The  direct  ratio  of  4  to  20  is  4  :  20,  and  the  inverse  ratio  is 
20  :  4.  An  inverse  ratio  is  sometimes  called  a  reciprocal 
ratio.  The  reciprocal  of  a  number  is  1  divided  by  the 
number.  Thus,  the  reciprocal  of  17  is  rV;  of  t  is  1  -=-  f  =  -S; 
i.  e.,  the  reciprocal  of  a  fraction  is  the  fraction  inverted. 
Hence,  the  inverse  ratio  of  20  to  4  may  be  expressed  as  4  :  20, 
or  as  liV  :  i.     Both  have  equal  values;  for,  4  -^  20  =  i,  and 

2  0    —    4     —     20Xl     —     5.- 

56.  The  term  vary  implies  a  ratio.  When  we  say  that 
two  numbers  vary  as  some  other  two  numbers,  we  mean  that 
the  ratio  between  the  first  two  numbers  is  the  same  as  the 
ratio  between  the  other  two  numbers. 

57.  The  value  of  a  ratio  is  the  result  obtained  by  per- 
forming the  division  indicated.  Thus,  the  value  of  the  ratio 
20  :  4  is  5 — it  is  the  quotient  obtained  by  dividing  the  ante- 
cedent by  the  consequent.  The  value  of  a  ratio  is  always 
an  abstract  number,  regardless  of  whether  the  terms  are 
abstract  or  concrete  numbers. 
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58.  When  a  ratio  is  expressed  in  words,  as  the  ratio  of 
20  to  4,  the  first  number  named  is  always  regarded  as  the 
antecedent  and  the  second  as  the  consequent,  without  regard 
to  whether  the  ratio  itself  is  direct  or  inverse.  When  not 
otherwise  specified,  all  ratios  are  understood  to  be  direct.  To 
express  an  inverse  ratio,  the  simplest  way  of  doing  it  is  to 
express  it  as  if  it  were  a  direct  ratio,  with  the  first  number 
named  as  the  antecedent,  and  then  transpose  the  antecedent 
to  the  place  occupied  by  the  consequent  and  the  consequent  to 
the  place  occupied  by  the  antecedent;  or  if  expressed  in  the 
fractional  form,  invert  the  fraction.  Thus,  to  express  the 
inverse  ratio  of  20  to  4,  first  write  it  20  :  4,  and  then,  trans- 
posing the  terms,  as  4  :  20;  or  as  ^,  and  then  inverting,  as  w. 
Or,  the  reciprocals  of  the  numbers  may  be  taken,  as  explained 
above.     To  invert  a  ratio  is  to  transpose  its  terms. 

59.  Instead  of  expressing  the  value  of  a  ratio  by  a  single 

number,  as  above,  it  is  convenient  to  express  it  by  means  of 

another  ratio  in  which  the  consequent  is  1.     Thus,  suppose 

that  it  is  desired  to  find  the  ratio  of  the  weights  of  two  pieces. 

of   iron,  one  weighing  45  pounds   and   the   other  weighing 

30  pounds.     The  ratio  of  the  heavier  to  the  lighter  is  then 

45  :  30,    an   inconvenient   expression.     Using   the    fractional 

45 
form,  we  have  „^.     Dividing  both  terms  by  30,*  the  conse- 

quent,  we  obtain  ~,  or  ll  :  1.     This  is  the  same  result  as 
obtained  above,  for  I2  -^  1  =  li,  and  45  -^  30  =  I2. 


*This  evidently  does  not  alter  the  value  of  the  ratio,  since  by  the 
laws  of  fractions,  both  numerator  and  denominator  may  be  divided  by 
the  same  number  without  changing  the  value  of  the  fraction. 


i 
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PROPORTION. 

60.  Proportion  is  an  equality  of  ratios,  the  equality 
being  indicated  by  the  double  colon  (  ::  )  or  by  the  sign  of 
equality  (  =  ) .  Thus,  to  write  in  the  form  of  a  proportion  the 
two  equal  ratios,  8  :  4  and  6  :  3,  which  both  have  the  same 
value,  2,  we  may  employ  one  of  the  three  following  forms: 

8   :   4  ::  6   :   3  (1) 

8:4  =  6:3  (2) 

1  =  1  (3) 

61.  The  first  form  is  the  one  most  extensively  used,  by 
reason  of  its  having  been  exclusively  employed  in  all  the 
older  works  on  mathematics.  The  second  and  third  forms 
are  being  adopted  by  all  modern  writers  on  mathematical 
subjects,  and  in  time  will  probably  entirely  supersede  the 
first  form.  In  this  arithmetic  we  shall  adopt  the  second 
form,  unless  some  statement  can  be  made  clearer  by  using 
the  third  form. 

62.  A  proportion  may  be  read  in  two  ways.  The  old  way 
to  read  the  above  proportion  was:  H  is  to  4  as  fi  /s  to  3;  the 
new  way  is:  the  ratio  of  S  to  i  equals  the  ratio  of  6  to  3.  The 
student  may  read  it  either  way,  but  we  recommend  the  latter. 

63.  Each  ratio  of  a  proportion  is  termed  a  couplet.  In 
the  above  proportion,  8  :  4  is  a  couplet,  and  so  is  6  :  3. 

64.  The  numbers  forming  the  proportion  are  called 
terms;   and  they  are  numbered  consecutively  from  left  to 

right,  thus: 

first  SiiOitd  third  fourth 
8:4    =    6:3 

Hence,  in  any  proportion,  the  ratio  of  the  first  term  to  the 
second  term  equals  the  ratio  of  the  third  term  to  the  fourth 
term. 
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65.  The  first  and  fourth  terms  of  a  proportion  are  called 
the  extremes,  and  the  second  and  third  terms  the  means. 
Thus,  in  the  foregoing  proportion,  8  and  3  are  the  extremes 
and  4  and  6  are  the  means. 

66.  A  direct  proportion  is  one  in  which  both  couplets 
are  direct  ratios. 

67.  An  inverse  proportion  is  one  which  requires  one 
of  the  couplets  to  be  expressed  as  an  inverse  ratio.  Thus, 
8  is  to  4  inversely  as  3  is  to  6  must  be  written  8:4  =  6:3; 
i.  e.,  the  second  ratio  (couplet)  must  be  inverted. 

68.  Proportion  forms  one  of  the  most  useful  sections  of 
arithmetic.  In  our  grandfathers'  arithmetics,  it  was  called 
"The  rule  of  three." 

69.  Rule. — In  any  proportion,  the  Product  of  the  extremes 
equals  the  prodiict  of  the  means. 

Thus,  in  the  proportion, 

17  :  51  =  14  :  42 

17  X  42  =  51  X  14,  since  both  products  equal  714. 

70.  Kule. — The  product  of  the  extremes  divided  by  either 
mean  gives  the  other  mean. 

Example. — What  is  the  third  term  of  the  proportion  17  :  51  =     :  42? 
Solution. — Applying  the  rule,  17  X  42  =  714,  and  714  -r  51  =  14. 

Ans. 

71.  Rule. —  The  product  of  the  means  divided  by  either 
extreme  gives  the  other  extreme. 

Example. — What  is  the  first  term  of  the  proportion     :  51  =  14  :  42? 
Solution. — Applying  the  rule,  51  X  14  =  714,  and  714  -i-  42  =  17. 

Ans. 

72.  When  stating  a  proportion  in  which  one  of  the  terms 
is  unknown,  represent  the  missing  term  by  a  letter,  as  x. 
Thus   the  last  e*xample  would  be  written 

Jt  :  51  =  14  :  42, 

51  X  14 

and  for  the  value  of  x  we  have  x  =  — ~ —  =  17. 

42 
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73.  The  principle  of  all  calculations  in  proportion  is 
this:  Three  of  the  terms  are  alzi'ays  given  and  the  remainivi; 
one  is  to  be  found. 

74.  Example. — If  4  men  can  earn  $25  in  one  week,  how  much 
can  12  men  earn  in  the  same  time? 

Solution. — The  required  term  must  bear  the  same  relation  to  the 
given  terra  of  the  same  kind  as  one  of  the  remaining  terms  bears  to 
the  other  remaining  term.  We  can  then  form  a  proportion  by  which 
the  required  term  may  be  found. 

The  first  question  the  student  must  ask  himself  in  every  calculation 

by  proportion  is:     "What  is  it  I   want  to  find?"     In  (his  case  it  is 

dollars.     We  have  two  sets  of  men,  one  set  earning  $2o,  and  we  want 

to  know  how  many  dollars  the  other  set  earns.     It  is  evident  that  the 

amount  12  men  earn  bears  the  same  relation  to  the  amount  that  4  men 

earn  as  12  men  bears  to  4  men.     Hence,  we  have  the  proportion,  the 

amount  12  men  earn  is  to  $25  as  12  men  is  to  4  men;  or,  since  either 

extreme  equals  the  product  of  the  means  divided  by  the  other  extreme, 

we  have 

The  amount  12  men  earn  :  $25  =  12  men  :  4  men, 

$25  X  12 

or  the  amount  12  men  earn  = . =  $75.     Ans. 

4 

Since  it  matters  not  which  place  x,  or  the  required  term,  occupies, 
the  problem  could  be  stated  in  any  of  the  following  forms,  the  value  of 
X  being  the  same  in  each: 

(a)  $25  :  the  amount  12  men  earn  =  4  men  :  12  men;  or  the  amount 

$25  X  12 

12  men  earn  =  — — r — -,  or  $75,  since  either  mean  equals  the  product 

of  the  extremes  divided  by  the  other  mean. 

(b)  4  men  :  12  men  =  $25  :  the  amount  12  men  earn;  or  the  amount 

$25  X  1*^ 
that  12  earn  =        ~^^" <  ^^  $''^'  since  either  extreme  equals  the  product 

of  the  means  divided  by  the  other  extreme. 

{c)     12  men  :  4  men  =  the  amount  12  men  earn  :  $25;  or  the  amount 

$'■'5  X  12 

that  12  men  earn  =    "' ,   or  $75,   since  either  mean   equals  the 

4 

product  of  the  extremes  divided  by  the  other  mean. 

75.  If  the  proportion  is  an  inverse  one,  first  form  it  as 
though  it  were  a  direct  proportion  and  then  invert  one  of 
the  couplets. 
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EXAMPLES    FOR    PRACTICE. 

T6.      Find  the  value  of  x  in  each  of  the  following: 


{a) 

$16  :  $64  =  ;r  :  $4 

\{a) 

X   =  $1. 

ib) 

^  :  85  =  10  :  17. 

{b) 

X  =  50. 

{c) 

24  :  ^  =  15  :  40. 

{c) 

X  =  64. 

id) 

18  :  94  =  2  :  x. 

Ans.  ■ 

id) 

X  =  10|. 

ie) 

$75  :  $100  =  X  :  100. 

{e) 

;r  =  75. 

in 

15  pwt.  :  X  =  2\  : 

10. 

(n 

X  =  7 J  pwt 

ig) 

X  :  75  yd.  =  $15  : 

$5. 

[  is) 

X  =   225  yd 

1.  If  75  pounds  of  lead  cost  $2.10,  what  would  125  pounds  cost  at 
the  same  rate?  Ans.  $3.50. 

2.  If  A  does  a  piece  of  work  in  4  days  and  B  does  it  in  7  daj'S,  how 
long  will  it  take  A  to  do  what  B  does  in  63  days?  Ans.  36  days. 

3.  The  circumferences  of  any  two  circles  are  to  each  other  as  their 
diameters.  If  the  circumference  of  a  circle  7  inches  in  diameter  is 
22  inches,  what  will  be  the  circumference  of  a  circle  31  inches  in 
diameter?  Ans.  97f  in. 


INVERSE  PROPORTION. 

77.  In  Art.  67,  an  inverse  proportion  was  defined  as  one 
which  required  one  of  the  couplets  to  be  expressed  as  an 
inverse  ratio.  Sometimes  the  word  inverse  occurs  in  the 
statement  of  the  example;  in  such  cases  the  proportion  can 
be  written  directly,  merely  inverting  one  of  the  couplets. 
But  it  frequently  happens  that  only  by  carefully  studying 
the  conditions  of  the  example  can  it  be  ascertained  whether 
the  proportion  is  direct  or  inverse.  When  in  doubt,  the 
student  can  always  satisfy  himself  as  to  whether  the  propor- 
tion is  direct  or  inverse  by  first  ascertaining  what  is  required, 
and  stating  the  proportion  as  a  direct  proportion.  Then,  in 
order  that  the  proportion  may  be  true,  //  the  first  term  is 
smaller  than  the  second  term,  the  third  term  mtist  be  smaller 
than  the  fourth:  or  if  the  first  term  is  larger  than  the  second 
term,  the  third  term  mnst  he  larger  than  the  fourth  term. 
Keeping  this  in  mind,  the  student  can  always  tell  whether 
the  required  term  will  be  larger  or  smaller  than  the  other  term 
of  the  couplet  to  which  the  required  term  belongs.  Having 
determined  this,  the  student  then  refers  to  the  example  and 
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ascertains  from  its  conditions  whether  the  required  term  is 
to  be  larger  or  smaller  than  the  other  term  of  the  same 
kind.  If  the  two  determinations  agree,  the  proportion  is 
direct;  otherwise,  it  is  inverse,  and  one  of  the  couplets  must 
be  inverted. 

78.  Example. — A's  rate  of  doing  work  is  to  B's  as  5  :  7;  if  A 
does  a  piece  of  work  in  42  days,  in  what  time  will  B  do  it? 

Solution. — The  required  term  is  the  number  of  days  it  will  take  B 
to  do  the  work.     Hence,  stating  as  a  direct  proportion, 

5  :  7  =  42  :  .r. 

Now,  since  7  is  greater  than  5,  x  will  be  greater  than  42.  But,  refer- 
ring to  the  statement  of  the  example,  it  is  easy  to  see  that  B  works 
faster  than  A;  hence,  it  will  take  B  a  less  number  of  days  to  do  the 
work  than  A.     Therefore,  the  proportion  is  an  inverse  one,  and  should 

be  stated 

5  :  7  =  ;t-  :  42, 

5  X  42 

from  which  x  =  — ,:; —  =  30  days.     Ans. 

/ 

Had  the  example  been  stated  thus:     The  time  that  A  requires  to  do 

a  piece  of  work  is  to  the  time  that  B  requires,  as  5  :  7;  A  can  do  it  in 

42  days,  in  what  time  can  B  do  it?   it  is  evident  that  it  would  take  B 

a  longer  time  to   do  the  work  than   it  would  A;    hence,  .r  would  be 

greater  than  42,  and  the  proportion  would  be  direct,  the  value  of  x  being 

lAi^  =  58.8  days. 
o 


EXAMPLES    FOR     PRACTICE. 
71).      Solve  the  following: 

1.  If  a  pump  which  discharges  4  gal.  of  water  per  min.  can  fill 
a  tank  in  20  hr.,  how  long  will  it  take  a  pump  discharging  12  gal.  per 
min.  to  fill  it?  Ans.  6|  hr. 

2.  The  circular  seam  of  a  boiler  requires  oO  rivets  when  the  pitch 
is  2\  in.;  how  many  would  be  required  if  the  pitch  weie  \\\  in.? 

Ans.  40. 

.3.  The  spring  hangers  on  a  certain  locomotive  are  2\  in.  wide  and 
\  in.  thick;  those  on  another  engine  are  of  same  sectional  area,  but 
are  3  in.  wide;  how  thick  are  they?  Ans.  |  in. 

4.  A  locomotive  with  driving  wheels  1(1  ft.  in  circumference  runs  a 
certain  distance  in  5, (XX)  revolutions;  how  many  revolutions  would  it 
make  in  going  the  same  distance  if  the  wheels  were  22  ft.  in  circum- 
ference (no  allowance  for  slip  being  made  in  either  case)? 

Ans.  3,G30-/,  rev. 
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UNIT  METHOD. 

80.  In  the  older  books  on  arithmetic,  a  large  number  of 
problems  were  solved  by  proportion;  but  these  problems  can 
be  solved  much  more  easily  by  the  unit  luetliod,  which  we 
now  proceed  to  explain  by  means  of  examples. 

Example  1. — If  a  pump  discharging  4  gallons  of  water  per  minute 
can  fill  a  tank  in  20  hours,  how  long  will  it  take  a  pump  discharging 
12  gallons  per  minute  to  fill  the  tank? 

Solution. — A  pump  discharging  4  gallons  per  minute  fills  the  tank 

in  20  hours.     Therefore,  a  pump  discharging  1  gallon  per  minute  fills 

it  in  4  X  20  hours.     Hence,  a  pump  discharging  12  gallons  per  minute 

„,,    .    .    4  X  20  hours        20  hours        ^^  ,  . 

fills  It  m r^ =  ^ =  6|  hr.     Ans. 

Example  2. — If  4  men  earn  $65.80  in  7  days,  how  much  can  14  men, 

paid  at  the  same  rate,  earn  in  12  days? 

Solution. —  4  men  in  7  days  earn  $65.80. 

^,        ,  .  •     -  ^  $65.80 

Therefore,  1  man  in  /  days  earns  — — — . 

r^,  r  ,  •      .    J  $65.80 

Therefore,  1  man  m  1  day  earns  -; ^. 

4  X  / 

rr^u       f  1  ■     ,o  A  $65.80X12 

Therefore,       1  man  m  12  days  earns 


Therefore,  14  men  in  12  days  earn 


4X7 
$65.80  X  12  X  14 


4X7 
Canceling, 
14  men  in  12  days  earn  $65.80  x  3  X  2  =  $65.80  X  6  =  $394.80.     Ans. 

81.  The  student  will  notice  that  in  the  solution  of  these 
examples,  in  the  successive  steps,  the  operations  of  mul- 
tiplication and  division  were  merely  indicated,  and  no 
multiplication  or  division  was  performed  until  the  very  last, 
and  then  the  answer  was  obtained  easily  by  cancelation. 
In  arithmetical  calculations,  the  student  should  make  it  an 
invariable  habit  to  indicate  the  multiplications  and  divisions 
that  occur  in  the  successive  steps  of  a  solution,  and  not  to 
perform  these  operations  until  the  very  last.  Then,  he  will 
probably  be  able  to  use  the  principle  of  cancelation. 

Example. — If  a  block  of  granite  8  feet  long,  5  feet  wide,  and  3  feet 
thick  weighs  7,200  pounds,  what  is  the  weight  of  a  block  of  granite 
12  feet  long,  8  feet  wide,  and  5  feet  thick? 


I 
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Solution. — If  a  block  8  feet  long,  5  feet  wide,  and  three  feet  thick 
weighs  7,200  pounds,  a   block    1  foot  long,  5   feet  wide,   and  3  feet 

thick  weighs  -'-^ —  pounds;  a  block  1  foot  long,  1  foot  wide,  and  3  feet 

o 

7  200 
thick  weighs  ^ — ::;  and  a  block  1  foot  long,   1  foot  wide,  and  1  foot 
o  X  o 

thick  weighs  z — ^^ ^  pounds.     Therefore,  by  the  same  reasoning,  a 

o  X  5  X  3 

block  12  feet  long,  8  feet  wide,  and  "i  feet  thick  weighs 

4 
7,200X12X8X5              ,          7,200  X  W  X  55  X  ^        oa  anniK      a 
8-^^53^3 pounds  = f^f^^'  =  28.8001b.    Ans. 


EXAMPLES     FOR     PRACTICE. 

1.  If  a  pump  discharges  90,000  gallons  of  water  in  20  hours,  in  what 
time  will  it  discharge  144,000  gallons?  Ans.  32  hr. 

2.  When  the  barometer  stands  at  30  inches,  the  pressure  of  the 
atmosphere  is  14.7  pounds  per  square  inch.  What  is  the  atmospheric 
pressure  per  square  inch  when  the  barometer  stands  at  29.5  inches? 
Give  answer  correct  to  three  figures.  Ans.  14.5. 


MENSURATION  AND  USE  OF 
LETTERS  IN  FORMULAS. 


FORMULAS. 

1,  The  term  formula,  as  used  in  mathematics  and  in 
technical  books,  may  be  defined  as  a  rule  iti  ivhich  symbols 
are  used  instead  of  words  ;  in  fact,  a  formula  may  be  regarded 
as  a  shorthand  method  of  expressing  a  rule.  Any  formula 
can  be  expressed  in  words,  and  when  so  expressed  it  becomes 
a  rule. 

Formulas  are  much  more  convenient  than  rules;  they 
show  at  a  glance  all  the  operations  that  are  to  be  performed ; 
they  do  not  require  to  be  read  three  or  four  times,  as  is  the 
case  with  most  rules,  to  enable  one  to  understand  their 
meaning;  they  take  up  much  less  space,  both  in  the  printed 
book  and  in  one's  note  book,  than  rules;  in  short,  whenever 
a  rule  can  be  expressed  as  a  formula,  the  formula  is  to  be 
preferred. 

As  the  term  "  quantity  "  is  a  very  convenient  one  to  use, 
Ave  will  define  it.  In  mathematics,  the  word  qixaiitlty  is 
applied  to  anything  that  it  is  desired  to  subject  to  the  ordi- 
nary operations  of  addition,  subtraction,  multiplication,  etc., 
when  we  do  not  wish  to  be  more  specific  and  state  exactly 
what  the  thing  is.  Thus,  we  can  say  "two  or  more  num- 
bers," or  "two  or  more  quantities";  the  word  quantity  is 
more  general  in  its  meaning  than  the  word  number. 

3.  The  signs  used  in  formulas  are  the  ordinary  signs 
indicative  of  operations  and  the  signs  of  aggregation.     All 

§  3 
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these  signs  are  explained  in  arithmetic,  but  some  of  them 
will  here  be  explained  in  order  to  refresh  the  student's 
memory. 

3.  The  signs  indicative  of  operations  are  six  in  number, 
viz.:  +,  -,  X,  -^,    [  ,    \^. 

Division  is  indicated  by  the  sign  h-  ,  or  by  placing  a  straight 
line  between  the  two  quantities.  Thus,  25  |  17,  25  /  17, 
and  f4  ^^1  indicate  that  25  is  to  be  divided  by  17.  When 
both  quantities  are  placed  on  the  same  horizontal  line,  the 
straight  line  indicates  that  the  quantity  on  the  left  is  to  be 
divided  by  that  on  the  right.  When  one  quantity  is  below 
the  other,  the  straight  line  between  indicates  that  the  quan- 
tity above  the  line  is  to  be  divided  by  the  one  below  it. 

The  sign  (  4/)  indicates  that  some  root  of  the  quantity  on 
the  right  is  to  be  taken ;  it  is  called  the  radical  sign.  To 
indicate  what  root  is  to  be  taken,  a  small  figure,  called  the 
index,  is  placed  within  the  sign,  this  being  always  omitted 
when  the  square  root  is  to  be  indicated.  Thus,  |/25  indi- 
cates that  the  square  root  of  25  is  to  be  taken;  |/25  indicates 
that  the  cube  root  of  25  is  to  be  taken  ;  etc. 

4.  The  signs  of  aggregation  are  four  in  number;  viz., 
">  (  )>  [  ]'  ^^'^  \  )>  respectively  called  the  vinculum,  the 


parentliesis,  the  brackets,  and  the  brace ;  they  are  used 
when  it  is  desired  to  indicate  that  all  the  quantities  included 
by  them  are  to  be  subjected  to  the  same  operation.  Thus, 
if  we  desire  to  indicate  that  the  sum  of  5  and  8  is  to  be  mul- 
tiplied by  7,  and  we  do  not  wish  to  actually  add  5  and  8 
before  indicating  the  multiplication,  we  may  employ  any 
one  of  the  four  signs  of  aggregation  as  here  shown :  5^-8 
X  7,(5  -f  8)  X  7,  [5  -f  8]  X  7,  {5  +  8}  X  7.  The  vinculum  is 
placed  above  those  quantities  which  are  to  be  treated  as  one 
quantity  and  subjected  to  the  same  operations. 

5,  While  any  one  of  the  four  signs  may  be  used  as  shown 
above,  custom  has  restricted  their  use  somewhat.  The  vin- 
culum is  rarely  used  except  in  connection  with  the  radical 
sign.  Thus,  instead  of  writing  ^  (5  -f  8),  ^  [5  +  8],  or 
-^  |5  +  8|  for  the  cube  root  of  5  plus  8,  all  of  which  would 
be  correct,  the  vinculum  is  nearly  always  used,  4/5  -\-  8. 


§  3  USE  OF  LETTERS  IN  FORMULAS.  3 

In  cases  where  but  one  sign  of  aggregation  is  needed  (ex- 
cept, of  course,  when  a  root  is  to  be  indicated),  the  paren- 
thesis is  always  used.  Hence,  (5  -\- S)  X  7  would  be  the 
usual  way  of  expressing  the  product  of  5  plus  8,  and  7. 

If  two  signs  of  aggregation  are  needed,  the  brackets  and 
parenthesis  are  used,  so  as  to  avoid  having  a  parenthesis 
within  a  parenthesis,  the  brackets  being  placed  outside. 
For  example,  [(20  —  5)  -4-  3]  X  9  means  that  the  difference 
between  20  and  5  is  to  be  divided  by  3,  and  this  result  mul- 
tiplied by  9. 

If  three  signs  of  aggregation  are  required,  the  brace, 
brackets,  and  parenthesis  are  used,  the  brace  being  placed 
outside,  the  brackets  next,  and  the  parenthesis  inside.  For 
example,  |  [(20  —  5)  -^  3]  X  9  —  21  '■  -f-  8  means  that  the 
quotient  obtained  by  dividing  the  difference  between  20 
and  5  by  3  is  to  be  multiplied  by  9,  and  that  after  21  has 
been  subtracted  from  the  product  thus  obtained,  the  result 
is  to  be  divided  by  8. 

Should  it  be  necessary  to  use  all  four  of  the  signs  of  aggre- 
gation, the  brace  would  be  put  outside,  the  brackets  next, 
the  parenthesis  next,  and  the  vinculum  inside.  For  example, 
{[(20-5^3)  X  9 -21]  ^8}  X  12. 

6.  As  stated  in  Arithmetic ,  when  several  quantities  are 
connected  by  the  various  signs  indicating  addition,  subtrac- 
tion, multiplication,  and  division,  the  operation  indicated  by 
the  sign  of  multiplication  must  always  be  performed  first. 
Thus,  2  +  3x4  equals  14,  3  being  multiplied  by  4  before 
adding  to  2.  Similarly,  10 -=- 2  X  5  equals  1,  since  2x5 
equals  10,  and  10  -H  10  equals  1.  Hence,  in  the  above  case, 
if  the  brace  were  omitted,  the  result  would  be  \,  whereas, 
by  inserting  the  brace,  the  result  is  3G. 

Following  the  sign  of  multiplication  comes  the  sign  of 
division  in  order  of  importance.  For  example,  5  —  9-4-3 
equals  2,  9  being  divided  by  3  before  subtracting  from  5. 
The  signs  of  addition  and  subtraction  are  of  equal  value; 
that  is,  if  several  quantities  are  connected  by  plus  and 
minus  signs,  the  indicated  operations  may  be  performed  in 
the  order  in  which  the  quantities  are  placed. 
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7.  There  is  one  other  sign  used,  which  is  neither  a  sign 
of  aggregation  nor  a  sign  indicative  of  an  operation  to  be 
performed;  it  is  (=),  and  is  called  the  sign  of  equality;  it 
means  that  all  on  one  side  of  it  is  exactly  equal  to  all  on  the 
other  side.    For  example,  2  =  2,  5  —  3  =  2,  5  X  (14  —  9)  =  25. 

8.  Having  called  particular  attention  to  certain  signs 
used  in  formulas,  the  formulas  themselves  will  now  be 
explained.  First,  consider  the  Avell-known  rule  for  finding 
the  horsepower  of  a  steam  engine,  which  may  be  stated  as 
follows : 

Divide  the  c out intied product  of  the  mean  effective  pressiire 
in  pounds  per  square  inch^  the  length  of  the  stroke  in  feet,  the 
area  of  the  piston  in  square  inches^  and  the  number  of  strokes 
per  minute,  by  33,000  ;  the  result  will  be  the  horsepozver. 

This  is  a  very  simple  rule,  and  very  little,  if  anything, 
will  be  saved  by  expressing  it  as  a  formula,  so  far  as  clear- 
ness is  concerned.  The  formula,  however,  will  occupy  a 
great  deal  less  space,  as  we  shall  show. 

An  examination  of  the  rule  will  show  that  four  quantities 
(viz.,  the  mean  effective  pressure,  the  length  of  the  stroke, 
the  area  of  the  piston,  and  the  number  of  strokes)  are  mul- 
tiplied together,  and  the  result  is  divided  by  33,000.  Hence, 
the  rule  might  be  expressed  as  follows: 

T,  mean  effective  pressure  stroke 

Horsepower  =  ^        •     ux  X  ,.     ,    ^, 

(in  pounds  per  square  inch)      (in  feet) 

area  of  piston         number  of  strokes 
X  ,.  ■     u     X  X       ,  .      ^  X        -^  33,000. 

(in  square  inches)  (per  minute) 

This  expression  could  be  shortened  by  representing  each 
quantity  by  a  single  letter;  thus,  representing  horsepower 
by  the  letter  "//,"  the  mean  effective  pressure  in  pounds 
per  square  inch  by  "P,"  the  length  of  stroke  in  feet  by  "Z," 
the  area  of  the  piston  in  square  inches  by  "A,"  the  number 
of  strokes  per  minute  by  "iV,"and  substituting  these  letters 
for  the  quantities  that  they  represent,  the  above  expression 
would  reduce  to 

rr^-PX  Lx  A  X  N 
~  33,000 
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a  much  simpler  and  shorter  expression.     This  last  expres- 
sion is  called  7\.  foninila. 

9.  The  formula  just  given  shows,  as  we  stated  in  the 
beginning,  that  a  formula  is  really  a  shorthand  method  of 
expressing  a  rule.  It  is  customary,  however,  to  omit  the  sign 
of  multiplication  between  two  or  more  quantities  when  they 
are  to  be  multiplied  together,  or  between  a  number  and  a 
letter  representing  a  quantity,  it  being  always  understood 
that,  when  two  letters  are  adjacent  with  no  sign  between 
them,  the  quantities  represented  by  these  letters  are  to  be 
multiplied.  Bearing  this  fact  in  mind,  the  formula  just 
given  can  be  further  simplified  to 

PLAN 
~    33,000  ■ 

10.  The  sign  of  multiplication,  evidently,  cannot  be 
omitted  between  two  or  more  numbers,  as  it  would  then  be 
impossible  to  distinguish  the  numbers.  A  near  approach  to 
this,  however,  may  be  attained  by  placing  a  dot  between  the 
numbers  which  are  to  be  multiplied  together,  and  this  is 
frequently  done  in  works  on  mathematics  when  it  is  desired 
to  economize  space.  In  such  cases  it  is  usual  to  put  the  dot 
higher  than  the  position  occupied  by  the  decimal  point. 
Thus,  2-3  means  the  same  as  2  X  3;  542- 749 -1,006  indicates 
that  the  numbers  542,  749,  and  1,006  are  to  be  multiplied 
together. 

It  is  also  customary  to  omit  the  sign  of  multiplication  in 
expressions  similar  to  the  following:  a  X  \^b  +  c,  3  X  ('^  +  c), 
{b  -\-  c)  X  a,  etc.,  writing  them  a  ^b  +  ^,  'i{b  -\-  c),  (b  +  c)  a, 
etc.  The  sign  is  not  omitted  when  several  quantities  are 
included  by  a  vinculum  and  it  is  desired  to  indicate  that 
the  quantities  so  included  are  to  be  multiplied  by  another 
quantity.  For  example,  '^  y,  b  -\-  c,  b  -\-  c  'X  a,  \^b  -\-  c  Y^  a, 
etc.   are  always  written  as  here  printed. 

11.  Before  proceeding  further,  we  will  explain  one  other 
device  that  is  used  by  formula  makers  and  which  is  apt 
to  puzzle  one  who  encounters  it  for  the  first  time — it  is 
the  use  of  what  mathematicians  call  primes  and  subs.,  and 
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what  printers  call  superior  and  inferior  characters.  As  a 
rule,  formula  makers  designate  quantities  by  the  initial 
letters  of  the  names  of  the  quantities.  For  example,  they 
represent  volume  by  v,  pressure  by  /,  height  by  h^  etc. 
This  practice  is  to  be  commended,  as  the  letter  itself  serves 
in  many  cases  to  identify  the  quantity  which  it  represents. 
Some  authors  carry  the  practice  a  little  further  and  repre- 
sent all  quantities  of  the  same  nature  by  the  same  letter 
throughout  the  book,  always  having  the  same  letter  repre- 
sent the  same  thing.  Now,  this  practice  necessitates  the 
use  of  the  primes  and  subs,  above  mentioned  when  two 
quantities  have  the  same  name  but  represent  different  things. 
Thus,  consider  the  word  pressure  as  applied  to  steam  at  dif- 
ferent stages  between  the  boiler  and  the  condenser.  First, 
there  is  absolute  pressure,  which  is  equal  to  the  gauge  pres- 
sure in  pounds  per  square  inch  plus  the  pressure  indicated 
by  the  barometer  reading  (usually  assumed  in  practice  to  be 
14.7  pounds  per  square  inch,  when  a  barometer  is  not  at 
hand).  If  this  be  represented  by/,  how  shall  we  represent 
the  gauge  pressure  ?  Since  the  absolute  pressure  is  always 
greater  than  the  gauge  pressure,  suppose  we  decide  to  repre- 
sent it  by  a  capital  letter  and  the  gauge  pressure  by  a  small 
(lower-case)  letter.  Doing  so,  P  represents  absolute  pres- 
sure and  /,  gauge  pressure.  Further,  there  is  usually  a 
"  drop  "  in  pressure  between  the  boiler  and  the  engine,  so 
that  the  initial  pressure,  or  pressure  at  the  beginning  of  the 
stroke,  is  less  than  the  pressure  at  the  boiler.  How  shall 
we  represent  the  initial  pressure  ?  We  may  do  this  in  one 
of  three  ways  and  still  retain  the  letter  /or  P  to  represent 
the  word  pressure:  First,  by  the  use  of  the  prime  mark; 
thus,  /'  or  P'  {redid  p  prime  and/*  major  prime)  may  be  con- 
sidered to  represent  the  initial  gauge  pressure  or  the  initial 
absolute  pressure.  Second,  by  the  use  of  sub.  figures ;  thus, 
/j  or  P^  (read/  sub.  one  and  P  major  sub.  one).  Third,  by 
the  use  of  sub.  letters ;  thus,  /,  or  Pi  (read  /  sub.  i  and  P 
major  sub.  i).  In  the  same  manner/"  (read/  second),  /„,  or 
Pr  might  be  used  to  represent  the  gauge  pressure  at  release, 
etc.  The  sub.  letters  have  the  advantage  of  still  further 
identifying  the  quantity  represented;  in    many  instances. 
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however,  it  is  not  convenient  to  use  them,  in  which  case 
primes  and  subs,  are  used  instead.  The  prime  notation 
may  be  continued  as  follows:  /'",  /"',  /'',  etc.;  it  is  inad- 
visable to  use  superior  figures,  for  example,  /',  /',  /',  /", 
etc.,  as  they  are  liable  to  be  mistaken  frr  exponents. 

12,  The  main  thing  to  be  remembered  by  the  student  is 
that  iv/icn  a  formula  is  given  in  ivIiicJi  the  same  letters  occur 
several  times,  all  like  letters  having  the  same  primes  or  subs, 
represent  the  same  quantities,  while  those  which  differ  in  any 
respect  represent  different  quantities.     Thus,  in  the  formula 

^  ^  ^^.  -y,  /.  +  tv^  -y,  t^  +  w^  s,  t^ 

w,s^  +  w^s,-\-zv^s\      ' 

w,,  zv^,  and  w^  represent  the  weights  of  three  different 
bodies;  s^,  s^,  and  s^,  their  specific  heats;  and  /",,  t^,  and  t^, 
their  temperatures;  while  /  represents  the  final  temperature 
after  the  bodies  have  been  mixed  together.  It  should  be 
noted  that  those  letters  having  the  sa/ne  subs,  refer  to  the 
same  bodies.  Thus,  zc^,  s^,  and  t-^  all  refer  to  one  of  the 
three  bodies;  zi>^,  s„,  t„,  to  another  body,  etc. 

It  is  very  easy  to  apply  the  above  formula  when  the 
values  of  the  quantities  represented  by  the  different  letters 
are  known.  All  that  is  required  is  to  substitute  the  numer- 
ical values  of  the  letters  and  then  perform  the  indicated 
operations.  Thus,  suppose  that  the  values  of  zc\,  s^,  and  /, 
are.  respectively,  2  pounds,  .0951,  and  80°;  of  zu^,  s^,  and  /„, 
7.8  pounds,  1,  and  80°;  and  of  w,,  s^,  and  /"„  3^  pounds, 
.1138,  and  780°;  then,  the  final  temperature  /  is,  substi- 
tuting these  values  for  their  respective  letters  in  the 
formula, 

2  X  .0951  X  80  +  7.8X  1  X  80-f  3iX  .1138  X  780 
~  2  X  .0951  +  7.8  X  l  +  3iX  .1138 

_  15.216  +  624  +  288.483  _  927.699  _         ^o 
~    .1902 +  7.8 +  .36985    ~  8.36005  ~ 

In  substituting  the  numerical  values,  the  signs  of  multi- 
plication are,  of  course,  Avritten  in  their  proper  places;  all 
the  multiplications  are  performed  before  adding,  according 
to  the  rule  previously  given. 
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13.  The  student  should  now  be  able  to  apply  any  for- 
mula involving  only  algebraic  expressions  that  he  may  meet 
with,  and  which  does  not  require  the  use  of  logarithms  for 
its  solution.  We  will,  however,  call  his  attention  to  one  or 
two  other  facts  that  he  may  have  forgotten. 

Expressions  similar  to  -— -  sometimes  occur,  the  heavy  line 

"25" 
indicating  that  160  is  to  be  divided  by  the  quotient  obtained 
by  dividing  660  by  25.     If  both  lines  were  light,  it  would 
be    impossible  to   tell   whether   160  was  to   be   divided    by 

--r-— ,  or  whether  ——  was  to  be  divided  by  25.     If  this  latter 
25  660  ^ 

result  were  desired,  the  expression  would  be  written——.     In 

lit) 

every  case  the  heavy  line  indicates  that  all  above  it  is  to  be 
divided  by  all  below  it. 

In  an   expression  like   the  following,  -— -,  the  heavy 

^  25 
line    is   not   necessary,    since    it    is   impossible   to    mistake 
the  operation  that  is  required  to  be  performed.     But,  since 
„   ,    660       175  +  660    ..  ^    .^   ^    175  +  660  .      „   ,   660 

^  +  ^  =  —2^-'  '^  '''  ^^bstitute  -^^—  for  7  +  — , 

the  heavy  line   becomes  necessary   in  order   to   make   the 
resulting  expression  clear.     Thus, 

160      _        160        _  160 
660  ""  175-1-660  ~  835* 
"^25  25  25 

14.  Fractional  exponents  are  sometimes  used  instead  of 
the  radical  sign.  That  is,  instead  of  indicating  the  square, 
cube,  fourth  root,  etc.  of  some  quantity,  as  37,  by  4/37, 
V^,  V^,  etc.,  these  roots  are  indicated  by  37%  37*,  37^ 
etc.  Should  the  numerator  of  the  fractional  exponent  be 
some  quantity  other  than  1,  this  quantity,  whatever  it  may 
be,  indicates  that  the  quantity  affected  by  the  exponent  is 
to  be  raised  to  the  power  indicated  by  the  numerator;  the 


I 
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denominator  is  always  the  index  of  the  root.  Hence,  instead 
of  writing  \^'dT  for  the  cube  root  of  the  square  of  37,  it  may- 
be written  37  ,  the  denominator  being  the  index  of  the  root ; 
in  other  words,  |/37'  =  37*.  Likewise,  |/(1  +  a"*  by  may  also 
be  written  (1  +  a'^  by,  a  much  simpler  expression. 

15.  We  will  now  give  several  examples  showing  how  to 
apply  some  of  the  more  difficult  formulas  that  the  student 
may  encounter. 

1.  The  area  of  any  segment  of  a  circle  that  is  less  than 
(or  equal  to)  a  semicircle  is  expressed  by  the  formula 

A  ='4^ -Ur  -  h), 
360         2  ^  ''* 

in  which  A  =  area  of  segment; 
T.  =  3.1416; 
r  =  radius; 

£  =  angle  obtained  by  drawing  lines  from  the  cen- 
ter to  the  extremities  of  arc  of  segment ; 
c  =  chord  of  segment ; 
/i  =  height  of  segment. 

Example. — What  is  the  area  of  a  segment  whose  chord  is  10  inches 
long,  angle  subtended  by  chord  is  83.46°,  radius  is  7.5  inches,  and 
height  of  segment  is  1.91  inches? 

Solution. — Applying  the  formula  just  given, 

j-^^'-^      ^.^  __  3.1416X7.5^X83.46      10 

^-    360         2^"^       ^'^-  360  -gCT.S-l.Jl) 

=  40.968  -  27.95  =  13.018  sq.  in.,  nearly.     Ans. 

2.  The  area  of  any  triangle  may  be  found  by  means  of 
the  following  formula,  in  which  A  =  the  area,  and  a,  b,  and  <• 
represent  the  lengths  of  the  sides: 


-=^^--C-^±^)- 


Example. — What  is  the  area  of  a  triangle  whose  sides  are  21  feet, 
46  feet,  and  50  feet  long  ? 

Solution. — In  order  to  apply  the  formula,  suppose  we  let  a  repre 
sent  the  side  that  is  21  feet  long;  d,  the  side  that  is  50  feet  long;  and  c, 
the  side  that  is  46  feet  long.     Then,  substituting  in  the  formula 
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=  25  |/441  -  8.25-^  =  25  |/441  -  68.0625  =  25  4/372.9375 
=  25  X  19.312  =  482.8  sq.  ft.,  nearly.     Ans. 

The  operations  in  the  above  examples  have  been  extended 
much  farther  than  was  necessary ;  it  was  done  in  order  to 
show  the  student  every  step  of  the  process.  The  last  for- 
mula is  perfectly  general,  and  the  same  answer  would  have 
been  obtained  had  the  50-foot  side  been  represented  by  a, 
the  46-foot  side  by  /;,  and  the  21-foot  side  by  c. 

3.  The  Rankine-Gordon  formula  for  determining  the 
least  load  in  pounds  that  will  cause  a  long  column  to  break  is 

SA 


P  = 


in  which  P~  load  (pressure)  in  pounds; 

vS  —  ultimate  strength  (in  pounds  per  square  inch) 

of  the  material  composing  the  column ; 
A  =  area    of    cross-section    of     column    in    square 

inches ; 
^  =  a  factor  (multiplier)  whose  value  depends  upon 
the  shape  of  the  ends  of  the  column  and  on  the 
material  composing  the  column; 
/  =  length  of  column  in  inches; 

G  =  least    radius    of    gyration    of   cross-section    of 
column. 

The  values  of  S,  q,  and  C  are  given  in  printed  tables  in 
books  in  which  this  formula  occurs. 

Example. — What  is  the  least  load  that  will  break  a  hollow  steel 
column  whose  outside  diameter  is  14  inches;  inside  diameter,  11  inches; 
length,  20  feet,  and  whose  ends  are  flat  ? 

Solution.— For  steel,    5=150,000,    and   q  =  ^    „^v-    for  flat-ended 

steel  columns;    A,  the   area   of   the   cross-section,  =  .7854  (df,'' —  rt^a') 
—  .7854(14'-—  11"),  (fi  and  </,  being  the  outside  and  inside  diameters, 
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respectively ;   /  =  20  X  13  =  240  inches;  and  G'^  =     '    ^^    '  -  — -^ . 

Substitiitiii)^  these  values  in  the  formula 

_       S  A       _  I.IO.OOO  X  .7854(14-'  —  11-) 

~  T'  ~  "^  T^  •J40- 


C^  25,000  '"  14-'  +  II- 

16 
150,000  X  58.905   8,835,750 


1  +  .1163  1.1163 


=  7,915,2111b.     Ans. 


4.      Example.— When  A  =  10,   B  =  %,  C  =  5,  and  Z*  =  4,  what   is 

the  value  of  E  in  the  following  ? 

4  B'^ 

.  .    T.        /      BCD  ^-*^  +  .4:rc 


f: 


A  -^2-1 


Solution. — (<z)  Substituting. 

^^    .5/8x5x4 


l^'K^-r:/ 


To  simplifj-  the  denominator,  square  the  4  and  5,  add  the  resulting 
fraction  to  2,  and  multiply  by  10.     Simplifying,  we  have 

=>   /        160         _     »  /     160      _     »/lW)_    s/200 


Reducing  the  fraction  to  a  decimal  before  extracting  the  cube  root, 

E=  ^6.0606  =  1.823.     Ans. 
(Ji)     Substituting, 

E. 


io-i/Ax8l       10-y^xJ^ 

V    lO-f-22  V       32 

7  +  17.0664-        24.066+ 


=  3.008+.     Ans. 


10-4/4  ' 

16.  In  the  preceding  pages,  the  unknown  quantity  has 
always  been  represented  by  the  single  letter  at  the  left 
of  the  sign  of  equality,  while  the  letters  at  the  right  have 
represented  known  values  from  which  the  required  values 
could  be  found.  It  is  possible,  however,  to  find  the  value  of 
the  quantity  represented  by  any  letter  in  a  formula,  if  the 
values  represented  by  all  the  others  are  known.  For  example, 
let  it  be  required  to  find  how  many  strokes  per  minute  an 
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engine  having  a  piston  area  of  78.54  square  inches  must 
make  in  order  to  develop  60  horsepower,  if  the  mean  effective 
pressure  is  40  pounds  per  square  inch  and  the  length  of 
stroke  is  1^  ft.     By  substituting  the  given  values  in  the  for- 

.     „      PLAN         . 
^""^^  ^=^3:000-'^'"^^^" 

40X  IjX  78.54  XA^ 
33,000 

in  which  N^  the  number  of  strokes,  is  to  be  found. 

But  it  is  evident  that  the  expression  on  the  right  of  the 

r  ,.,     .  .        40  X  li  X  78.54  ^^   ,^       ,        . 

sign  of  equality  is  equal  to  • n^  r^r^r, X  A,  a  fraction 

00,000 

whose  numerator  is  composed  of  three  factors.  Reducing 
the  numerator  to  a  single  number  by  performing  the  indi- 
cated multiplications,  we  obtain,  after  canceling, 

If  60  equals  .119  A^,  then  A^  equals  60  divided  by.  119;  hence, 

A'''=  -— -  =  504.2  strokes  per  minute. 

The  method  of  procedure  is  essentially  the  same  when  the 
unknown  quantity  occurs  in  the  denominator  of  a  formula. 

Thus,  in  the  formula/"  = ,  suppose  thaty"=  375,  m  =  1.25, 

and  V  =  60.     Then,  substituting, 

_  1.25  X  60'  _  4,500 

0(0  — — • 

r  r 

But,  if  375  equals  4,500  divided  by  r,  then  375  X  ?-  =  4,500; 
hence,  r  must  equal  4,500  divided  by  375,  or  r  =    '        =  12. 

O  i  u 


EXAMPLES  FOR  PRACTICE. 

Find  the  numerical  values  of  x  in  the  following  formulas,  when 

1-     -^  —  ^2  _  40-  .  Ans.  x  =  -^f 

2.     ^  =  ti^l±i).  Ans.  x=n. 
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8.     X 
4.     x  = 


Ae 


5 


6.     4r  = 


_       /      Be 


(-") 


Ans.  -r  =  29. 

Ans.  .r  =  2. 

Ans.  -r  =  12^. 

Ans.  .r  =  .396+. 


MENSITRATIOIN^. 

17.     Mensuration   treats  of    the  measurement  of   lines, 
angles,  surfaces,  and  solids. 


Fig.  a. 


IjINES    AIS^D    ANGLES. 

18.  A  straight  line  is  one  that  does  not  change  its 
direction  throughout  its  whole  length.  To  distinguish  one 
straight  line  from  another,  two  of  its 

points  are  designated  by  letters.     The  A- b 

line  shown  in  Fig.  1  would  be  called  the  i-i;,.  i. 

line  A  B. 

19.  A  curved  line  changes  its  di- 
rection at  every  point.  Curved  lines 
are  designated  by  three  or  more  letters, 
as  the  curved  line  A  B  C,  Fig.  2. 

20.  Parallel  lines  (Fig.  3)  are 
those  which  are  equally  distant  from 
each  other  at  all  points. 

31.  A  line  is  perpendicular  to 
another  (see  Fig.  4)  when  it  meets  that 
line  so  as  not  to  incline  towards  it  on 
either  side. 

313.  A  vei'tical  line  is  one  that 
points  towards  the  center  of  the  earth, 
and  is  also  known  as  ^  pliunb-Wne. 

33.  A  liorizontal  line  (see  Fig.  o) 
is  one  that  makes  a  right  angle  with 
any  vertical  line. 


FIG.  3. 


Fig.  4. 


J/nri^onttU. 
FIG    & 
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Fig.  6. 


34.  An  angle  is  the  opening  between  two  lines  which 
intersect  or  meet;  the  point  of  meeting  is  called  the  vertex 

of  the  angle.  Angles  are  distinguished 
by  naming  the  vertex  and  a  point  on  each 
line.  Thus,  in  Fig.  6,  the  angle  formed 
b}'^  the  lines  A  B  and  C  B  vs,  called  the 
angle  ABC,  or  the  angle  C B A\  the 
letter  at  the  vertex  is  always  placed  in  the  middle.  When 
an  angle  stands  alone  so  that  it  cannot  be  mistaken  for  any 
other  angle,  only  the  vertex  letter  need  be  used.  Thus,  the 
angle  referred  to  might  be  designated  simply  as  the  angle  B. 

35.  If  one  straight  line  meets  an- 
other straight  line  at  a  point  between  its 
ends,  as  in  Fig.   7,   two  angles,  ABC 
and    A  B  D,   are   formed,    which    are    c 
called  adjacent  angles. 

A 


Fig. 


36.  When  these  adjacent  angles, 
ABC  and  A  B  /?,  are  equal,  as  in 
Fig.  8,  they  are  called  riglit  angles. 


B 

Fig.  8. 


27.  An  acute  angle  is  less  than  a 
right  angle.  A  B  C^  Fig.  9,  is  an  acute 
angle. 


Fig.  9. 


38,     An   obtuse    angle    is    greater 
than  a  right  angle.     A  B  D  (Fig.  10)  is 
2)    an  obtuse  angle. 


39.  A  circle  (see  Fig.  11)  is  a  figure 
bounded  by  a  curved  line,  called  the  circum- 
ference, every  point  of  which  is  equally  dis- 
tant from  a  point  within,  called  the  center. 


Fig.  11. 
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30.  An  arc  of  a  circle  is  any  part  of  its  circumference; 
thus  a  c  b,  Fig.  12,  is  an  arc  of  the  circle, 

31.  The  circumference  of  every  circle  is     / 


\ 


Fig.  I-,'. 


considered  to  be  divided  into  300  equal  parts, 
or  arcs,  called  degrees;  every  degree  is 
subdivided  into  60  equal  parts,  called  min- 
utes, and  every  minute  is  again  divided  into 
GO  equal  parts,  called  seconds. 

Since  1  degree  is  ^^„-  of  any  circumference,  it  follows  that 
the  length  of  a  degree  will  be  diflferent  in  circles  of  different 
sizes,  but  the  proportion  of  the  length  of  an  arc  of  1  degree 
to  the  whole  circumference  will  always  be  the  same,   viz.. 


■^^Q  of  the  circumference. 


Degrees,  minutes,  and  seconds  are  denoted  by  the  symbols 
°,  ',  ".  Thus,  the  expression  37°  14'  44"  is  read  37  degrees 
14  minutes  44  seconds. 


WZ.  The  arcs  of  circles  are  used  to  measure  angles.  An 
angle  having  its  vertex  at  the  center 
of  a  circle  is  measured  by  the  arc  in- 
cluded between  its  sides  ;  thus,  in 
Fig.  13,  the  arc  F B  measures  the  angle 
FOB.  If  the  arc  FB  contains  20°, 
or  ^^^  of  the  circumference,  the  angle 
FOB  would  be  an  angle  of  20°;  if  it 
D  .contained  20°   14'  18",  it   would  be  an 

FIG.  13.  angle  of  20°  14'  18',  etc. 

In  the  figure,  if  the  line  C  D  be  drawn  perpendicular  to 
A  /)',  the  adjacent  angles  will  be  equal,  and  the  circle  will 
he  divided  into  four  equal  angles,  each  of  which  will   be  a 

right  angle.     A  right  angle,  therefore,  is  an  angle  of  — —, 

•i 

or  90°;  two  right  angles  are  measured  by  180°,  or  half  the 
circumference,  and  four  right  angles  by  the  whole  circum- 
ference, or  360°.  One-half  of  a  right  angle,  as  F.  O  B,  is  an 
angle  of  45°,  An  acute  angle  may  now  be  defined  as  an 
angle  of  less  than  90°,  and  an  obtuse  angle  as  one  of  more 
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than   90**.      These   values    are    important   and    should    be 
remembered. 

From  the  foregoing  it  will  be  evident  that  if  a 
number  of  straight  lines  on  the  same 
side  of  a  given  straight  line  meet  at  the 
same  point,  the  sum  of  all  the  angles 
formed  is  equal  to  two  right  angles,  or 
180°.  Thus,  in  Fig.  14,  angles  COB 
+  D  O  C  -\-  EOD-\-FOE-\-A  OF 
=  2  right  angles,  or  180°. 

34.  Also,  if  through  a  given  point 
any  number  of  straight  lines  be  drawn, 
the  sum  of  all  the  angles  formed  about 
the  points  of  intersection  equals  four 
right  angles,  or  360°.  Thus,  in  Fig.  15, 
angles  H O F+  F O  C  +  C  O  A  +  A  O  G 
-\-GOF-i-EOD+DOB  +  BOH 
=  4  right  angles,  or  360°. 

Example. — In  a  flywheel  with  12  arms,  how  many  degrees  are 
there  in  the  angle  included  between  the  center  lines  of  any  two  arms, 
the  arms  being  spaced  equally  ? 

Solution. — Since  there  are  12  arms,  there  are   12  angles,  which 


together  equal  360° 


Hence,  one  angle  equals  ^  of  360",  or  — jr-  =  30°. 

Ans. 


EXAMPLES  FOR  PRACTICE. 

1.  How  many  seconds  are  in  32°  14'  6"  ?  Ans.  116,046  sec. 

2.  How  many  degrees,  minutes,  and  seconds  do  38,582  seconds 
amount  to?  Ans.  10°  43'  2". 

3.  How  many  right  angles  are  there  in  an  angle  of  170°  ? 

Ans.  If  right  angles. 

4.  In  a  pulley  with  five  arms,  what  part  of  a  right  angle  is  included 
between  the  center  lines  of  any  two  arms  ?         Ans.  |  of  a  right  angle. 

5.  If  one  straight  line  meets  another  so  as  to  form  an  angle  of 
20''  10',  what  does  its  adjacent  angle  equal  ?  Ans.  159°  50'. 

6.  If  a  number  of  straight  lines  meet  a  given  straight  line  at  a 
given  point,  all  being  on  the  same  side  of  the  given  line,  so  as  to  form 
six  equal  angles,  how  many  degrees  are  there  in  each  angle  ?    Ans.  30°. 


§3 
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QUADRIIiATERALS. 

85.     A  plane  flgfure  is  any  part  of  a  plane  or  flat  sur- 
face bounded  by  straight  or  curved  lines. 

36.  A  quadrilateral  is  a  plane  figure  bounded  by  four 
straight  lines. 

37.  A  parallelogram  is  a  quadrilateral  whose  opposite 
sides  are  parallel. 

There  are  four   kinds  of  parallelograms:   the  stpiare,  the 
rectangle,  the  rhombus,  and  the  rhomboid. 


38.     A  rectangle  (Fig.  10)  is  a  parallelo- 
gram whose  angles  are  all  right  angles. 


.^■ 


,v*> 


Fig.  1(J. 


39.     A    square   (Fig.  17)    is   a    rectangle 
whose  sides  are  all  of  the  same  length. 


Fig.  17. 


40.  A  rhomboid  (Fig.  18)  is 
a  parallelogram  whose  opposite 
sides  are  equal  and  parallel,  and 
whose  angles  are  not  right  angles. 


I'Ki.    IS. 


41.  A  rhombus  (Fig.  19)  is 
a  parallelogram  having  equal 
sides,  and  whose  angles  are  not 
right  angles. 


Fig.  19. 


42.  A  trapezoid  (Fig.  20)  is 
a  quadrilateral  which  has  only  two 
of  its  sides  parallel.  n.;.  -.v. 

43.  The  altitude  of  a  parallelogram  or  a  trapezoid  is 
the  perpendicular  distance  between  the  parallel  lines,  as 
shown  by  the  vertical  lines  in  Figs.  18,  19,  and  20. 

44.  The  base  of  any  plane  figure  is  the  side  on  which 
it  is  supposed  to  stand. 
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45.  The  area  of  a  surface  is  expressed  by  the  number 
of  unit  squares  it  will  contain. 

46.  A  unit  square  is  the  square  having  a  unit  for  its 
side.  For  example,  if  the  unit  is  1  inch,  the  unit  square  is 
the  square  each  of  whose  sides  measures  1  inch  in  length, 
and  the  area  of  a  surface  would  be  expressed  by  the  number 
of  square  inches  it  would  contain.  If  the  unit  were  1  foot, 
the  unit  square  would  measure  1  foot  on  each  side,  and  the 
area  of  the  given  surface  would  be  the  number  of  square 
feet  it  would  contain,  etc. 

The  square  that  measures  1  inch  on  a  side  is  called  a 
square  iiicli,  and  the  one  that  measures  1  foot  on  a  side 
is  called  a  square  foot.  Square  inch  and  square  foot  are 
abbreviated  to  sq.  in.  and  sq.  ft. 

47.  To  find  the  area  of  any  parallelogram; 

Rule  1. — Multiply  the  base  by  the  altitude. 

Note. — Before  multiplying,  the  base  and  altitude  must  be  reduced 
to  the  same  kind  of  units;  that  is,  if  the  base  should  be  given  in  feet 
and  the  altitude  in  inches,  they  could  not  be  multiplied  together  until 
either  the  altitude  had  been  reduced  to  feet  or  the  base  to  inches. 
This  principle  holds  throughout  the  subject  of  mensuration. 

Example  1. — The  sides  of  a  square  piece  of  sheet  iron  are  each 
10^^  inches  long.     How  many  square  inches  does  it  contain  ? 

Solution. —  lOi  inches  =  10.25  inches  when  reduced  to  a  decimal. 
The  base  and  altitude  are  each  10.25  inches.  Multiplying  them 
together,  10.25  X  10.25  =  105.06+  sq.  in.     Ans. 

Example  2. — What  is  the  area  in  square  rods  of  a  piece  of  land  in  the 
shape  of  a  rhomboid,  one  side  of  which  is  8  rods  long  and  whose 
length,  measured  on  a  line  perpendicular  to  this  side,  is  200  feet  ? 

Solution. — The  base  is  8  rods  and  the  altitude  200  feet.  As  the 
answer  is  to  be  in    rods,    the  200  feet  should   be   reduced  to   rods. 

Reducing  200  h-  16i  =  200  h-  ^  =  12.12  rods.     Hence,  area  =  8  X  12.12 
=  96.96  sq.  rd.     Ans. 

48.  To  find  the  area  of  a  trapezoid: 

Rule  3. — Multiply  one-half  the  sum  of  the  parallel  sides 
by  the  altitude. 

Ex.\MPLE. — A  board  14  feet  long  is  20  inches  wide  at  one  end  and 
16  inches  wide  at  the  other.  If  the  ends  are  parallel,  how  many  square 
feet  does  the  board  contain  ? 
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20  4-  16 
SoLUTK^N. — One-half     the     sum     of     the    parallel    sides  =  -^ — 

=  18  inches  =  1*  feet.     The  length  of  the  board  corresponds  to  the 
altitude  of  a  trapezoid.     Hence.  14  X  U  =  21  sq.  ft.     Ans. 

49.  Having  given  the  area  of  a  parallelogram  and  one 
dimension,  to  find  the  other  dimension: 

llule  3. — Divide  the  area  by  the  given  diniension. 

E.XAMPLE. — What  is  the  width  of  a  parallelogram  whose  area  is 
212  square  feet  and  whose  length  is  26J  feet  ? 

Solution.—    212  --  26,V  =  212  --  "^  =  8  ft.     Ans. 

The  following  examples  illustrate  a  few  special  cases: 

Example  1. — An  engine  room  is  22  feet  by  32  feet.     The  engine  bed 
occupies  a  space  of  3  feet  by  12  feet;  the  flywheel  pit,  a  space  of  2  feet 
by  6  feet,  and  the  outer  bearing  a  space  of  2  feet  by  4  feet.    How  many 
square  feet  of  flooring  will  be  required  for  the  room  ? 
Solution. — Area  of  engine  bed        =  3  x  12  =  36  sq.  ft. 
Area  of  flywheel  pit      =2x6  =  12  sq.  ft. 
Area  of  outer  bearing  =  2  X    4  =    8  sq.  ft. 

Total,     56  sq.  ft. 
Area  of  engine  room  =  22  X  32  =  704  sq.  ft. 
704  —  56  =  648  sq.  ft.  of  flooring  required.     Ans. 

E.XA.MPLE  2. — How  many  square  yards  of  plaster  will  it  take  to  cover 
the  sides  and  ceiling  of  a  room  16  X  20  feet  and  11  feet  high,  having 
four  windows,  each  7x4  feet,  and  three  doors,  each  9x4  feet  over  all, 
the  baseboard  coming  6  inches  above  the  floor  ? 
Solution. — 

Area  of  ceiling  =  16  X  20  =  320  sq.  ft. 
Area  of  end- walls  =  2(16  X  H)  =  352  sq.  ft. 
Area  of  side  walls  =  2(20  X  H)  =     440  sq.  ft. 

Total  area  =  1,112  sq.  ft. 
From  the  above  must  be  deducted : 

Windows  =  4(7  X  4)  =  112  sq.  ft. 
Doors        =  3(9  X  4)  =  108  sq.  ft. 

Baseboard  less  the  width  of  three  doors  =  (72  —  12)  X  fo  =  30  sq.  ft. 

Total  number  of  feet  to  be  deducted  =  112  +  108  +  30  =  250  sq.  ft. 
Hence,    number    of    square     feet    to    be    plastered  =  1,112  —  250 
=  862  sq.  ft.,  or  95|  sq.  yd.     Ans. 

Example  3. — How  many  acres  are  contained  in  a  rectangular  tract  of 
land  800  rods  long  and  520  rods  wide  ? 

Solution. —  800  X  520  =  416,000  sq.  rd.  Since  there  are  160  square 
rods  in  1  acre,  the  number  of  acres  =  416,000  -^  160  =  2,600  acres.    Ans. 
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EXAMPLES  FOR  PRACTICE. 

1.  What  is  the  area  in  square  feet  of  a  rhombus  whose  base  is 
84  inches  and  whose  altitude  is  3  feet  ?  Ans.  21  sq.  ft. 

2.  A  flat  roof,  46  feet  by  80  feet  in  size,  is  covered  by  tin  roofing 
weighing  one-half  pound  per  square  foot ;  what  is  the  total  Aveight  of 
the  roofing  ?  Ans.  1,840  lb. 

3.  One  side  of  a  room  measures  16  feet.  If  the  floor  contains 
240  square  feet,  what  is  the  length  of  the  other  side  ?  Ans.  15  ft. 

4.  How  many  square  feet  in  a  board  12  feet  long,  18  inches  wide 
at  one  end,  and  12  inches  wide  at  the  other  end  ?  Ans.  15  sq.  ft. 

5.  How  much  wovild  it  cost  to  lay  a  sidewalk  a  mile  long  and  8  feet 
6  inches  wide,  at  the  rate  of  20  cents  per  square  foot  ?  How  much  at 
the  rate  of  $1.80  per  square  yard  ?  Ans.  $8,976  in  each  case. 

6.  How  many  square  yards  of  plastering  will  be  required  for  the 
ceiling  and  walls  of  a  room  10  ft.  X  15  ft.  and  9  feet  high ;  the  room  con- 
tains one  door  3^  ft.  X  7  ft.,  three  windows  S^  ft.  X  6  ft.,  and  a  baseboard 
8  inches  high?  Ans.  53.5  sq.  yd. 

THE    TRIAIS^GLE. 
A  triangle  is  a  plane  figure  having  three  sides. 
51.     An  Isosceles    triangle  is 
one  having  two  of  its  sides  equal; 
see  Fig.  21. 

53.  An  equilateral  triangle 
(Fig.  22)  is  one  having  all  of  its 
sides  of  the  same  length.  fig.  22. 

53.     A  scalene  triangle  (Fig.  23)  is  one 
having  no  two  of  its  sides  equal. 

Fio.  23. 

54,  A  right-angled  triangle  (Fig.  24) 
is  any  triangle  having  one  right  angle. 
The  side  opposite  the  right  angle  is  called 
the  lij^otenuse.  A  right-angled  triangle 
is  now  usually  called  a  riglit  triangle.  Fm.  24. 

55,  In  any  triangle  the  sum  of  the  three  angles  equals 
two  right  angles,  or  180°.  Thus,  in 
.?ig.  25,  the  sum  of  the  angles  A,  B, 
and  ^'equals  two  right  angles, or  180°. 
Hence,  if  any  two  angles  of  a  tri- 
angle are  given  and  it  is  required  to 
find  the  third  angle : 


Fig.  25. 


I 
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Rule  4. — Add  the  two  given  a)igles  and  subtract  their 
sum  from  180° ;  the  remainder  tvill  be  the  third  angle. 

Example. — If  two  angles  of  a  triangle  are  48"  16'  and  47'  50',  what 
does  the  third  angle  equal  ? 

Solution. — First  reduce  48'  16'  and  47"  50'  to  minutes,  for  conve- 
nience in  adding  and  subtracting  the  angles.  48' =  48  X  60  =  2,880  ; 
2,880  +  16'  =  2,896  ;  hence,  48=  16'  =  2,896'.  In  like  manner,  47=  50' 
=  47  X  60'  +  50'  =  2,820'+  50'  =  2,870'.  Adding  the  two  angles  and  sub 
tracting  the  sum  from  180"  reduced  to  minutes,  2,896'  +  2,870'  =  5,766'; 
im"  =  180  X  60'=  10,800':  10,800  -  5,766  =  5,034'.     Reducing   this  last 

number  to  degrees  and   minutes,     '        =  83|J°  =  83°  54'.    Hence,  the 

third  angle  in  the  triangle  —  83'  54'.     Ans. 

56.  Ill  any  right  triangle  there  can  be  but  one  right 
angle,  and  since  the  sum  of  all  the 
angles  is  two  right  angles,  it  is  evident 
that  the  sum  of  the  two  acute  angles 
must  equal  one  right  angle,  or  90°. 
Therefore,  if  in  any  right  triangle  one 
acute  angle  is  known,  to  find  the  other 
acute  angle:  no.  so. 

Rule  5. — Subtract  the  knozi'n  acute  angle  from  90°;  the 
result  zvill  be  the  other  acute  angle. 

Example. — If  one  acute  angle,  as  A,  of  the  right  triangle  ABC, 
Fig.  26,  equals  30",  what  does  the  angle  B  equal? 

Solution.—    90°  -  30°  =  60°.     Ans. 

57.  If  a  straight  line  be  drawn 
through  two  sides  of  a  triangle,  parallel 
to  the  third  side,  a  second  triangle  will 
be  formed  whose  sides  will  be  propor- 
tional to  the  corresponding  sides  of  the 
first  triangle.  Thus,  in  the  triangle 
ABC,  Fig.  27,  if  the  line  D  E  be  drawn 
parallel  to  the  side  B  C,  the  triangle 
Fig.  Ti.  A.  D  E  will  be  formed  and  we  shall  have 

(1)  Side  A  D  :  side  D  E=^  side  A  B  :  side  B  C ;  and, 

(2)  Side  A  E  :  side  D  E  =^  side  A  C  :  side  B  C  ;  also, 

(3)  Side  A  D  :  side  A  £=  side  A  B  :  side  A  C. 
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Example— In  Fig.  27,  ii  A  B  =z  24,  B  C^  18,  and  Z>  £"  =  8,  what 
does  A  D  equal  ? 

Solution. — Writing  these  values  for  the  sides  in  (1), 

24  V  8 
y^  Z):8  =  24:18;  whence,  ^  Z>  =  ^^^^  =  10J.     Ans. 

F  58,     In  any  right  triangle, 

_                   /{"^/\  th^   square   described    on    the 

/X             /'-^/'* '--/Wx  hypotenuse  is  equal  to  the  sum 

/«i(yi^^y^-.p/y^^/^Q/~^y^~f^/  of  the  squares  described  upon 

l^/\X>XVX/yJ;/V/x*/  the  other  two  sides.     If  A  B  C, 

'"\/'V/ ^       ^    Ni^cv'  I^ig-    ~^)    is    a   right    triangle 

i;  ,  i  o  ;  Q  :  ^  :  /: '^  right-angled    at    ^,    then   the 

,.p  ;....;    |....,  square     described     upon    the 

\6\  7  \8  \9\io\  ^                          ^   .       ■ 

'*V*»oTVot;;V'Vi"'  hypotenuse    ^  C    is    equal    to 

teteTisTidl^oJ  t^^    s^"^   o^   t^^    squares    de- 

''2V2'i2^2^25'  scribed    upon    the    sides   A  B 

^     i     i    ..... .....jj^  ^^^^      j^  ^       Hence,     having 

^"^-  ^-  given  the   two  sides  forming 

the  right  angle  in  a  right  triangle,  to  find  the  hypotenuse: 

Rule  6. — Sqiiaj-e  each  of  the  sides  foi'inijigt lie  right  angle  ; 
add  the  squares  together  and  take  the  square  root  of  the  snvi. 

E.XAMPLE. — If  A  B  =  S  inches  and  B  C  =  4  inches,  what  is  the  length 
of  the  hypotenuse  AC? 

Solution. — Squaring  each  of  the  given  sides,  3*  =  9  and  4^  =  16. 
Taking  the  square  root  of  the  sum  of  9  and  16,  the  hypotenuse 
=  |/9  +  16  :==  y'25  =  5  in.     Ans. 

59,  If  the  hypotenuse  and  one  side  are  given,  the  other 
side  can  be  found  as  follows: 

Rule  7. — Subtract  the  square  of  the  given  side  from  the 
sqtiare  of  the  hypotenuse,  and  extract  the  square  root  of  the 
remainder. 

Example  1. — The  side  given  is  3  inches,  the  hypotenuse  is  5  inches; 
what  is  the  length  of  the  other  side  ? 

Solution.—    3^  =  9 ;  5'^  =  25.     25  -  9  =  16.  and  y'le  =  4  in.     Ans. 
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150 


2) 


Example  2. — If  from  a  church  steeple  which  is  150  feet  high  a  rone 
is  to  be  attached  to  the  top  and  to  a  stake  in  the  ground,  which  is 
85  feet  from  the  center  of  the  base  (the  ground  being 
supposed  to  be  level),  what  must  be  the  length  of 
the  rope  ? 

Solution. — In  Fig.  29,  A  B  represents  the  stee- 
ple, 150  feet  high ;  C  a  stake  85  feet  from  the  foot 
of  the  steeple,  and  A  C  the  rope.  Here  we  have 
a  right  triangle  right-angled  at  B,  and  ^  C  is  the 
hypotenuse.  The  square  oi  A  B  =  150-  =  22.500: 
of  C  B,  85-'  =  7,225.  22,500  -f-  7,225  =  29,725 ;  ^29,725 
=  172.4  ft.,  nearly.     Ans. 

B  GO.      The    iiltitiule 

of  any  triangle  is  a  line, 
as  /)'  7),  drawn  from  the 
vertex  B  of  the  angle 
opposite  the  base  A  C^ 
perpendicular  to  the 
base,  as  in  Fig.  30,  or 
to  the  base  extended,  as  in  Fig.  31. 

01.  If  in  any  parallelogram  a  straight  line,  called  the 
diajironal,  be  drawn,  connecting  two 
opposite  corners,  it  will  divide  the 
parallelogram  into  two  equal  triangles, 
as  A  D  h  and  D  B  C  m  Fig.  32.  The 
area  of  each  triangle  will  equal  one-half 
the  area  of  the  parallelogram,  i.  e.,  one-half  the  product  of  the 
base  and  the  altitude.  .  Hence,  to  find  the  area  of  any  triangle: 

-Rule  s. — Multiply  the  base  by  the  altitude  and  divide  the 
pro  duet  by  2. 

Example. — What  is  the  area  in  square  feet  of  a  triangle  whose  base 
is  18  feet  and  whose  altitude  is  7  feet  9  inches  ? 

7  ft.  9  in.  =  7J  ft.  =  ',-  ft.     IS  X  V  =  l'^^^-  'i"^>  *J"*^- 
4  4 


Fig.  32. 


Solution 
half  of  139 1  =  69|  sq.  ft.     Ans. 

To  find  the  altitude  or  base  of  a  triangle,  having  given 
the  area  and  the  base  or  altitude: 

Rule  9. — Multiply  the  area  by  2  and  diinde  by  the  given 
dimension. 
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Example. — What  must  be  the  height  of  a  triangular  piece  of  sheet 
metal  to  contain  100  square  inches,  if  the  base  is  10  inches  long  ? 
Solution.—    100  X  2  =  200 ;  200  -r- 10  =  20  in.     Ans. 


EXAMPLES  FOR  PRACTICE. 

1.  What  is  the  area  of  a  triangle  whose  base  is  18  feet  long  and 
whose  altitude  is  10  feet  6  inches  ?  Ans.  94.5  sq.  ft. 

2.  Two  angles  of  a  scalene  triangle  together  equal  100°  4'.  What  is 
the  size  of  the  third  angle  ?  Ans.  79°  56'. 

3.  One  angle  of  a  right  triangle  equals  20°  10'  5".  What  is  the  size 
of  the  other  acute  angle  ?  Ans.  69°  49'  55". 

4.  A  ladder  65  feet  long  reaches  to  the  top  of  a  wall  when  its  foot 
is  25  feet  from  the  wall.     Hoav  high  is  the  wall  ?  Ans.  60  ft. 

5.  Draw  a  triangle,  and  through  two  of  its  sides  draw  a  line  parallel 
to  the  base.  Letter  the  different  lines,  and  then,  without  referring  to 
the  text,  write  out  the  proportions  existing  between  the  sides  of  the 
two  triangles. 

6.  A  triangular  piece  of  sheet  metal  weighs  24  pounds.  If  the  base 
of  the  triangle  is  4  feet  and  its  height  6  feet,  how  much  does  the  metal 
weigh  per  square  foot  ?  Ans.  2  lb. 

7.  The  area  of  a  triangle  is  16  square  inches.  If  the  altitude  is 
4  inches,  what  does  the  base  measure  ?  Ans.  8  in. 

8.  Two  sides  of  a  right  triangle  are  92  feet  and  69  feet  long.  How 
long  is  the  hypotenuse  ?  Ans.  115  ft. 

POLYGONS. 

63.  A  polygon  is  a  plane  figure  bounded  by  straight 
lines.  The  term  is  usually  applied  to  a  figure  having  more 
than  four  sides.  The  bounding  lines  are  called  the  sides, 
and  the  sum  of  the  lengths  of  all  the  sides  is  called  the 
perimeter  of  the  polygon. 

63.  A  regulai'  i>olygon  is  one  in  which  all  the  sides 
and  all  the  angles  are  equal. 

64.  A  polygon  of  five  sides  is  called  a  pentagon  ;  one 
of  six  sides,  a  liexagon;  one  of  seven  sides,  a  lieptagon. 


Pentagon.       Hexagon.       Heptagon.       Octagon.  Decagon.        Dodecagon. 

Fig.  33. 

etc.     Regular  polygons  havi,ng  from  five  to  twelve  sides  are 
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shown    in    Fig.    33. 
interior   angles,    as 


In    any   polygon,   the    sum   of  all  the 
A^  B^C^  D-Y  E,    Fig.    34,  equals 


Fir.  34. 


180°  multiplied  by  a  number  which  is  two 
less  than  the  number  of  sides  in  the  poly- 
gon. Hence,  to  find  the  size  of  any  one  of 
the  interior  angles  of  a  regular  polygon: 

Rule  lO.— Multiply  ISif  by  the  num- 
ber of  sides  less  tivo  and  diviele  the  result 
by  the  number  of  sides;  the  quotient 
zvill  be  the  number  of  degrees  in  each  interior  angle. 

Example  1. — If  Fig.  34  is  a  regular  pentagon,  how  many  degrees  are 
there  in  each  interior  angle  ? 

Solution. — In  a  pentagon  there  are  five  sides;  hence,  5  —  2  =  3  and 
180  X  3  =  540 ;  540  h-  5  =  108'  in  each  angle.     Ans. 

Example  2. — It  is  desired  to  make  a  miter-box 
in  which  to  cut  a  strip  of  molding  to  fit  around 
a  column  having  the  shape  of  a  regular  hexa- 
gon. At  what  angle  should  the  saw  run  across 
the  miter-box  ? 

Solution.— In  Fig.  35,  let  A  B,  B  C,  CD, 
etc.  represent  the  pieces  of  molding  as  they 
will  fit  around  the  column.     First  find  the  size 
-'2?  of  one  of  the  equal  angles  of  the  polygon  by 

^'*^- ^5-  the  above   rule.      Number  of  sides  =  6;    6  —  2 

=  4;  hence,  180  X  4  =  720,  and  720  h-  6  =  120"  in  each  angle.  Now, 
let  M  N  represent  the  miter-box  and  O  S  the  direction  in  which  the 
saw  should  run ;  then,  A  B  O  is  the  angle  made  by  the  saw  with  the 
side  of  the  miter-box ;  but  as  the  polygon  is  a  regular  one,  this  angle 
is  one-half  the  interior  angle  ABC,  which  we  have  found  to  be  120°. 


Hence,  the  saw  should  run  at  an  angle  of 
miter-box.     Ans. 


120 


=  60°  with  the  side  of  the 


65.  The  area  of  any  regular  polygon 
may  be  found  by  draAving  lines  from  the 
center  to  each  angle  and  computing  the 
area  of  each  triangle  thus  fc^rmed.  Hence, 
to  find  the  area  of  any  regular  polygon: 

Rule  11. — Multiply  t lie  length  of  a  side         if^^-^^^.-^c 
by  half  the  distance  from  the  side  to  the  fig.  3fi. 

center^  and  that  product  by  the  number  of  sides.      The  last 
product  will  be  the  area  of  the  figure. 
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Example.— In  Fig.  36  the  side  B  C  oi  the  regular  hexagon  is 
12  inches  and  the  distance  A  O  is  10.4  inches;  required  the  area  of  the 
polygon. 

Solution.—    10.4  -v-  2  =  5.2;  12  X  5.2  X  6  =  374,4  sq.  in.     Ans. 

66.  To  obtain  the  area  of 
any  irregular  polygon,  draw  diag- 
onals dividing  the  polygon  into 
triangles  and  quadrilaterals,  and 
compute  the  areas  of  these  sepa- 
rately;   their    sum    will   be    the 

E  area  of  the  figure. 

—  if 1 

Fig.  37. 

Example. — It  is  required  to  find  the  area  of  the  polygon  A  B  C D  E F, 
Fig.  37. 

Solution. — Draw  the  diagonals  ^  jF  and  C/^  and  the  line  FG 
perpendicular  to  D  E,  dividing  the  figure  into  the  triangles  A  B  F, 
B  CF,  and  FG  E  and  the  rectangle  EC  D  G.  Let  it  be  supposed  that 
the  altitudes  of  the  figures  and  the  lengths  of  the  sides  A  B,  D  G,  and 
G  E  are  as  indicated  in  the  polygon  above.     Then, 

16  V  7 
Av&SiABF     =     ^       =   56sq.  in. 


Area  BCF 


2 
14X5 


35  sq.  in. 


Area  FCD  C?  =  14  X  10  =  140  sq.  in. 
9X10 


Total  area 


Area.  FGE     =- 
56  +  35  +  140  +  45 


2 


45  sq.  in. 


276  sq.  in.     Ans. 


EXAMPLES  FOB  PRACTICE. 

1.  How  many  degrees  are  there  in  one  of  the  angles  of  a  regular 
octagon  ?  Ans.   135'. 

2.  Find  the  area  of  the  polygon  A  B  C D  E F  (see  Fig.  37),  suppo- 
sing each  of  the  given  dimensions  to  be  increased  to  1^  times  the  length 
given  in  the  figure.  Ans.  621  sq.  in. 

3.  What  is  the  area  of  a  regular  heptagon  whose  sides  are  4  inches 
long,  the  distance  from  one  side  to  the  center  being  4.15  inches  ? 

Ans.  58.1  sq.  in. 

4.  At  what  angle  should  the  saw  run  in  a  miter-box  to  cut  strips 
to  fit  around  the  edge  of  a  table  top  made  in  the  shape  of  a  regular 
pentagon?  Ans.  54°. 
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THE   CIRCL.E. 

67.  A  circle  (Fig-.  38)  is  a  figure  bounded 
by  a  curved  line,  called  the  circiiinferenee, 
every  point  of  which  is  equally  distant  from 
a  point  within,  called  the  center. 

Fig.  38. 

68.  The  diameter  of  a  circle  is  a 
straight  line  passing  through  the  center 
and  terminated  at  both  ends  by  the  cir- 
cumference; thus,  A  B  (Fig.  39)  is  a  diam- 

~~' ■"  eter  of  the  circle. 

Fig.  39. 


-,B 


69.  The  radius  of  a  circle,  A  O  (Fig.  40), 
is  a  straight  line  drawn  from  the  center  O 
to  the  circumference.  It  is  equal  in  length 
e  to    one-half     the    diameter. 

The  plural  of  radius  is  radii, 
\   and   all  radii  of  a   circle  are 
equal. 


Fig.  -10. 


Fig.  41. 


70.     An  arc  of  a  circle  (see  a  c  b,  Fig.  11) 
is  any  part  of  its  circumference. 


71.  A  cliord  is  a  straight  line  joining 
any  two  points  in  a  circumference;  or  it  is  a  ^ 
straight  line  joining  the  extremities  of  an 
arc;  thus,  the  straight  \\\\&  A  B,  Fig.  42,  is 
a  chord  of  the  circle  whose  corresponding 
arc  is  A  E  B. 


Fig.  u.'. 


72.  An  inscribed  ungfle  is  one  whose 
vertex  lies  on  the  circumference  of  a 
circle  and  whose  sides  are  chords.  It 
is  measured  by  one-half  the  intercepted 
arc.  Thus,  in  Fig.  43,  A  B  C  is  an  in- 
scribed angle,  and  it  is  measured  by  one 
half  the  arc  ADC. 


28  MENSURATION  AND  §  3 

Example. — If  in  Fig.  43,  the  arc  A  D  C  =  ^  oi  the  circumference, 
what  is  the  measurement  of  the  inscribed  angle  A  B  C7 

Solution. — Since  the  angle  is  an  inscribed  angle,  it  is  measured  by 
one-half  the  intercepted  arc,  or  f  X  i  =  i  of  the  circumference.  The 
whole  circumference  =  360° ;  hence,  360°  x  i  =  72° ;  therefore,  angle 
A  B  Cisan  angle  of  72°. 

73.  If  a  circle  is  divided  into  halves,  each  half  is  called 
a    semicircle,    and    each    half    circumference    is    called    a 

semi-circiunference. 

Any  angle  inscribed  in  a  semicircle  is 
a  right  angle,  since  it  is  measured  by 
one-half  a  semi-circumference,  or  180° 
-^  2  =  90°.  Thus,  the  angles  ADC 
and  ABC,  Fig.  44,  are  right  angles, 
^707447  since  they  are  inscribed  in  a  semicircle. 

74.  An  inscribed,  polygon  is  one  whose  vertexes  lie  on 
the  circumference  of  a  circle  and  whose 
sides  are  chords,  a.s  A  B  C  D  E,  Fig.  45. 

The  sides  of  an  inscribed  regular  hex- 
agon have  the  same  length  as  the  radius 
of  the  circle. 

If,  in  any  circle,  a  radius  be  drawn 
perpendicular  to  any  chord,  it  bisects 
(cuts  in  halves)  the  chord.     Thus,  if  the  kig.  45. 

radius  O  C,  Fig.  46,  is  perpendicular  to  the  chord  A  B, 
AD  =  DB. 

Example. — If  a  regular  pentagon  is  inscribed 
in  a  circle  and  a  radius  is  drawn  perpendicular 
to  one  of  the  sides,  what  are  the  lengths  of  the 
two  parts  of  the  side,  the  perimeter  of  the  pen- 
tagon being  27  inches  ? 

Solution. — A  pentagon  has  five  sides,  and 
since  it  is  a  regular  pentagon,  all  the  sides  are 
of  equal  lengths ;  the  perimeter  of  the  pentagon, 
which  equals  the  distance  around  it,  or  equals 
FIG.  40.  ^^^  g^j^  q£  ^jj  ^j^g  sides,  is  27  inches.     There- 

fore, the  length  of  one  side  =  27  -f-  5  =  5|  inches.  Since  the  penta- 
gon is  an  inscribed  pentagon,  its  sides  are  chords,  and  as  a  radius 
perpendicular  to  a  chord  bisects  it,  we  have  5|  -f-  2  =  2^  inches,  which 
equals  the  length  of  each  of  the  parts  of  the  side  cut  by  a  radius  per- 
pendicular to  it.     Ans. 
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75.  If,  from  any  point  on  the  circumference  of  a  circle, 
a  perpendicular  is  let  fall  upon  a  diameter,  it  will  divide 
the  diameter  into  two  parts,  one  of 
which  will  be  in  the  same  ratio  to  the 
perpendicular  as  the  perpendicular  is  to 
the  other  part.  That  is,  the  perpendic- 
ular will  be  a  mean  proportiofial  httvf&&n 
the  two  parts  of  the  diameter. 

If  A  B,  Fig.  47,  is  the  given  diameter 
and  C  any  point  on  the  circumference, 
then  AD'.  C  D  =  C  D  :  D  B,  C  Dheing  a  mean  proportional 
between  A  D  and  D  B. 

Example. — If  H  K=Z^  feet  and  I B  =  ^  feet,  what  is  the  diameter 
of  the  circle,  //A' being  perpendicular  to  A  B7 

Solution.—  30  feet  h-  2  feet  =  15  feet  =  I H.  And  B  I  \  I H 
=  IH  :  I  A,  or  8  :  15  =  15  :  I  A. 

Therefore,   /yi  =  ^  =  ^  =  28i  feet  and  I A  -\-  I B  =  2^\  ^% 
o  o 

=  Z%\  feet  =  A  B,  the  diameter  of  the  circle.     Ans. 

76.  When  the  diameter  of  a  circle  and  the  lengths  of 
the  two  parts  into  which  it  is  divided  are  given,  the  length 
of  the  perpendicular  may  be  found  by  multiplying  the  lengths 
of  the  two  parts  together  and  extracting  the  square  root  of 
the  product. 

Example. — In  Fig.  47,  the  diameter  of  the  circle  A  B  is  36^  feet 
and  the  distance  ^  /is  8  feet;  what  is  the  length  of  the  line  H K  1 

Solution. — As  the  diameter  of  the  circle  is  36^  feet  and  as  j5  /  is 

8  feet,  I A  \s  equal  to  36^  —  8  =  28^  feet.    The  two  parts,  therefore,  are 

225 
8  and  28^  feet,  and  their  product  =  8  X  28i  =  8  X  -5-  =  225 ;  the  square 

o 

root  of  their  product  =  |/225  =  15  feet,  and  a.s  H K  =  IH  +  IK,  or 

2///, //A'=15  X2  =  30  ft.     Ans. 

77.  To  find  the  circumference  of  a  circle,  the  diameter 
being  given: 

Rule  12. — Multiply  the  diameter  by  3.  IJ^IS. 

E.K.vMPLE. — What  is  the  circumference  of  a  circle  whose  diameter  is 
15  inches  ? 

Solution.—    15  x  3.1416  =  47.124  in.     Ans. 

78.  To  find  the  diameter  of  a  circle,  the  circumference 
being  given: 
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Rule  13. — Divide  the  circumference  by  3. 11^16. 
Example. — What  is  the  diameter  of  a  circle  whose  circumference  is 
65.973  inches  ? 

Solution.—    65.973  h-  3.1416  =  21  in.     Ans. 

79.  To  find  the  length  of  an  arc  of  a  circle: 

Rule  14. — Multiply  the  length  of  the  circumference  of  the 
circle  of  ivhich  the  arc  is  a  part  by  the  number  of  degrees  in 
the  arc  and  divide  by  360. 

Example. — What  is  the  length  of  an  arc  of  24°,  the  radius  of  the  arc 
being  18  inches  ? 

Solution.  —    18  x  2  =r  36  in.  =  the   diameter   of    the    circle.      36 

X  3.1416  =  113.1  in.,  the  circumference'of  the  circle  of  which  the  arc  is 

a  part. 

24 
113.1  X  T^TT^  =  7.54  in.,  or  the  length  of  the  arc.     Ans. 
3o0 

80.  To  find  the  area  of  a  circle : 

Rule  15. — Square  the  diameter  and  multiply  by  .785 Jf. 
Example. — What  is  the  area  of  a  circle  whose  diameter  is  15  inches? 
Solution.—     15'^  =  225;  and  225  X  .7854  =  176.72  sq.  in.     Ans. 

81.  Given  the  area  of  a  circle,  to  find  its  diameter: 
Rule  16. — Divide  the  area  by  .  7S5Jf.  and  extract  the  square 

root  of  the  quotient. 

Example  1. — The  area  of  a  circle  =  17,671.5  square  inches.  What  is 
its  diameter  in  feet  ? 


Solution. —     i/ — ' :-  =  150  inches. 

Y      .7854 


\2^  feet,  or  the  diameter.     Ans. 

Example  2. — What  is  the  area  of  a  flat  circular 
ring,  Fig.  48,  whose  outside  diameter  is  10  inches 
and  inside  diameter  is  4  inches  ? 

Solution. — The  area  of  the  large  circle  —  10' 

X  .7854  =  78.54  sq.    in.;    the    area  of   the  small 

circle  =  4"^  X  .7854  =  12.57  sq.  in.     The   area    of 

the  ring  is  the  difference  between  these  areas,  or 

FiGr48.  78.54  -  12.57  =  65.97  sq.  in.     Ans. 

82.  To  find  the  area  of  a  sector  (a  sector  of  a  circle  is 
the  area  included  between  two  radii  and  the  circumference, 
as,  for  example,  the  area  B  A  C  O,  Fig.  36): 
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Rule  17. — Divide  the  number  of  degrees  in  the  arc  of  the 
sector  by  360.  Multiply  the  result  by  the  area  of  the  circle  of 
zvhich  the  sector  is  a  part. 

Example. — The  number  of  degrees  in  the  angle  formed  by  drawing 
radii  from  the  center  of  a  circle  to  the  extremities  of  the  arc  of  the 
circle  is  75'.  The  diameter  of  the  circle  is  13  inches;  what  is  the  area 
of  the  sector  ? 

Solution.—    -!^  =  A;  and  12=  x  .7854  =  113.1  sq.  in. 

5 
113.1  X  .^  =  23.56  sq.  in.,  the  area.     Ans. 

83.  To  find  the  area  of  a  segment  of  a  cirele  (a  seer- 
men  t  of  a  circle  is  the  area  included  between  a  chord  and 
its  arc;  for  example,  the  area  A  B  C,  Fig.  49)  when  its 
chord  and  height  are  given.  There  is  no  exact  method, 
except  by  applying  principles  of  trigonometry.  The  follow- 
ing ride  gives  results  that  are  exact  enough  for  practical 
purposes. 

lliile  18. — Divide  the  diameter  by  the  height  of  the  seg- 
ment ;  subtract  .608  from  the  quotient  and  extract  the  square 
root  of  the  remainder.  This  result  multiplied  by  J/  times  the 
square  of  the  height  of  the  segment  and  then  divided  by  3 
zvill  give  the  area,  very  nearly. 

The  rule,  expressed  as  a  formula,  is  as  follows,  where 
D  =  the  diameter  of  the  circle  and  h  =  the  height  of  the 
segment  (see  Fig.  49) : 


Area  oiABCA=^  \/~  -  .(508. 
3         h 

E.XAMPLE. — What  is  the  area  of  the  segment 
of  a  circle  whose  diameter  is  54  inches,  the 
height  of  the  segment  being  20  inches  ? 

Solution. — Substituting  in  the  formula, 


Area  -  '^  ><  ^^'  iA"^  -608      ^  ><  ^-^'  -  ^X^^^ 


=  ^-^;  \/ll  -  .608  =   V^M2  =  1.447;  ^^  X  1.4i7  =  771.7  sq.  in. 

Ans. 

Note. — Had  the  chord  A  C,  Fig.   49,   been   given  instead  of   the 

diameter,  the  diameter  would  have  been  found  as  explained  in  Art.  75. 
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EXAMPLES  FOR  PRACTICE. 

1.  An  angle  inscribed  in  a  circle  intercepts  one-third  of  the  circum- 
ference.    How  many  degrees  are  there  in  the  angle  ?  Ans.  60°. 

2.  Suppose  that  in   Fig.  47,  the  diameter  A  B  =  15  feet  and  the 
distance  B/=S  feet.    What  is  the  length  of  the  line  77 /T?     Ans.  12  ft. 

3.  The  diameter  of  a  flywheel  is  18  feet.     What  is  the  distance 
around  it  to  the  nearest  16th  of  an  inch  ?  Ans.  56  ft.  6^^^  in. 

4.  A  carriage  wheel  was  observed  to  make  71|  turns  while  going 
300  yards.     What  was  its  diameter  ?  Ans.  4  ft.,  nearly. 

5.  What  is  the  length  of  an  arc  of  64°,  the  radius  of  the  arc  being 
30  inches?  Ans.  33.51  in. 

6.  Find  the  area  of  a  circle  2  feet  3  inches  in  diameter. 

Ans.  3.976  sq.  ft. 

7.  What  must  be  the  diameter  of  a  circle  to  contain  100  square 
inches?  Ans.  11.28  in. 

8.  Compute  the  area  of  a  segment  whose  height  is  11  inches  and 
the  radius  of  whose  arc  is  21  inches.  Ans.  289.06  sq.  in. 

9.  Find  the  area  of  a  flat  circular  ring  whose  outside  diameter  is 
12  inches  and  whose  inside  diameter  is  6  inches.  Ans.  84.82  sq.  in. 


THE    PRISM   AND    CYIilNDER. 

84.  A  solid,  or  body,  has  three  dimensions:  length, 
breadth,  and  thickness.  The  sides  which  enclose  it  are 
called  the  faces,  and  their  lines  of  intersection  are  called 
the  edges. 

85.  A  prism  is  a  solid  whose  ends  are  equal  and  par- 
allel polygons  and  whose  sides  are  parallelograms.  Prisms 
take  their  names  from  the  form  of  their  bases.  Thus,  a  tri- 
angular prism  is  one  having  a  triangle  for  its  base;  a  hex- 
agonal prism  is  one  having  a  hexagon  for  its  base,  etc. 

86.  A  cylinder  is  a  body  of  uniform  diameter  whose 
ends  are  equal  parallel  circles. 

87.  A  parallelopipedon  (Fig. 
50)  is  a  prism  whose  bases  (ends)  are 
parallelograms. 

88.  A  cube  (Fig.  51)  is  a  prism 
whose   faces   and    ends   are  squares. 


/ 

/ 

/ 

/ 

All  the  faces  of  a  cube  are  equal.  ^'^-  ^'• 

Fig.  50.  j^  ^Yie  case  of  plane  figures,  we  are  concerned 

with  perimeters  and  areas.     In  the  case  of  solids,  we  are 
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concerned  with  the  areas  of  their  outside  surfaces  and  with 
their  contents  or  volumes. 

89.  The  entire  sui-faee  of  any  solid  is  the  area  of  the 
whole  outside  of  the  solid,  including  the  ends. 

The  convex  surface  of  a  solid  is  the  same  as  the  entire 
surface,  except  that  the  areas  of  the  ends  are  not  included. 

90.  A  unit  of  volume  is  a  cube  each  of  whose  edges  is 
equal  in  length  to  the  unit.  The  volume  is  expressed  by 
the  number  of  times  it  will  contain  a  unit  of  volume. 

Thus,  if  the  unit  of  length  is  1  inch,  the  unit  of  volume 
will  be  the  cube  whose  edges  each  measure  1  inch,  this  cube 
being  1  cubic  inch  ;  and  the  number  of  cubic  inches  the  solid 
contains  will  be  its  volume.  If  the  unit  of  length  is  1  foot, 
the  unit  of  volume  will  be  1  cubic  foot,  etc.  Cubic  inch,  cubic 
foot,  and  cubic  yard  are  abbreviated  to  cu.  in.,  cu.  ft.,  and 
cu.  yd.,  respectively. 

Instead  of  the  word  volume^  the  expression  cubical  con- 
tents is  sometimes  used. 

91.  To  find  the  area  of  the  convex  surface  of  a  prism  or 
cylinder: 

Rule  19. — Multiply  tJie perimeter  of  tJie  base  by  the  altitude. 

Example  1. — A  block  of  marble  is  24  inches  long  and  its  ends  are 
9  inches  square.     What  is  the  area  of  its  convex  surface  ? 

Solution.  —  9  X  4  =  36  =  the  perimeter  of  the  base ;  36  x  24 
=  864sq.  in.,  the  convex  area.     Ans. 

To  find  the  entire  area  of  the  outside  surface,  add  the  areas  of  the 
two  ends  to  the  convex  area.  Thus,  the  area  of  the  two  ends 
=  9  X  9  X  3  =  162  sq.  iii. ;  864  +  162  =  1.026  sq.  in.     Ans. 

Example  2. — How  many  square  feet  of  sheet  iron  will  be  required 
for  a  pipe  \\  feet  in  diameter  ajid  10  feet  long,  neglecting  the  amount 
necessary  for  lapping  ? 

Solution. — The  problem  is  to  find  the  convex  surface  of  a  cylinder 
1^^  feet  in  diameter  and  10  feet  long.  The  perimeter,  or  circumference, 
of  the  base  =  H  X  3.1416  =  1.5  X  3.1416  =  4.712  ft.  The  convex  sur- 
face =  4.712  X  10  =  47.13  sq.  ft.  of  metal.     Ans. 

92.  To  find  the  volume  of  a  prism  or  a  cylinder: 
RiQe  30. — Multiply  the  area  of  the  base  by  the  altitude. 

Example  1. — What  is  the  weight  of  a  length  of  wrought-iron  shaft- 
ing 16  feet  long  and  2  inches  in  diameter  ?  Wrought  iron  weighs 
.28  pound  per  cubic  inch. 
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Solution. — The  shaft  is  a  cylinder  16  ft.  long.  The  area  of  one 
end,  or  the  base,  =  2-  X  .7854  —  3.1416  sq.  in.  Since  the  weight  of 
the  iron  is  given  per  cubic  inch,  the  contents  of  the  shaft  must  be 
found  in  cubic  inches.  The  length,  16  ft.,  reduced  to  inches  =  16  X  12 
=  192  in.;  3.1416x192  =  603.19  cu.  in.  =  the  volume.  The  weight 
=  603.19  X  .28  =  168.89  lb.     Ans. 

Example  2. — Find  the  cubical  contents  of  a  hexagonal  prism.  Fig.  52, 
12  inches  long,  each  edge  of  the  base  being  1  inch  long. 

Solution. — In  order  to  obtain  the  area  of  one 
end,  the  distance  CD  from  the  center  C  to  one  side 
must  be  found. 

In  the  right  triangle  C  D  A,  side  A  D  =  \  A  B^ 

or  ^  inch,  and  since   the  polygon  is  a  hexagon, 

side   C  A  =  distance   A  B,   or  1   inch   (Art.    74). 

Hence,    C  A    being    the    hypotenuse,    the    length 

C  D  =  i/l^^Ti)' 

1  X  .866 


of  side 
.866  inch.     Area  of  triangle  A  C  B 


=  \/V  -  .52  =  |/.75,   or 
=  .433  sq.  in. ;  area  of  the 


whole  polygon  =  .433  X  6  =  2.598  sq.  in.     Hence,  the  contents  of  the 
prism  =  2.598  X  12  =  31.176  cu.  in.     Ans. 

Example  3. — It  is  required  to  find  the  number  of  cubic  feet  of  steam 
space  in  the  boiler  shown  in  Fig.  53.    The  boiler  is  16  feet  long  between 


Flc.  53. 

heads,  54  inches  in  diameter,  and  the  mean  water-line  AfN  is  at  a 
distance  of  16  inches  from  the  top  of  the  boiler.  The  volume  of  the 
steam  outlet  casting  may  be  neglected. 

Solution. — The  volume  of  the  steam  space,  which  is  that  space 
within  the  boiler  above  the  surface  M  N  O  P  of  the  water,  is  found  by 
the  rule  for  finding  the  volume  of  a  prism  or  cylinder,  the  area  M  N  S 
being  the  base  and  the  length  NO  the  altitude.  First  obtain  the  area 
of  the  segment  M N S,  whose  height  h  is  16  inches,  in  square  feet;  then 
multiply  the  result  by  16,  the  length  of  the  boiler. 

By  the  formula  given  in  Art.  83,  the  area  of  the  segment  = 
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4  V  16'  /54  , 

^        =  341.33;  i/ V5  -  .608  =  i/3?767  =  1.063. 
'lb  ' 


3       -""— «  f    16 
Hence,  the  area  =  341.33  X  1-663  =  567.63  sq.  in.     This  reduced    to 
sq.  ft.  =  567.63  -r- 144  =  3.942  sq.  ft.,  and  the  volume  therefore  =  3.942 
X  16=  63.07  cu.  ft.     Ans. 

In  the  above  solution,  the  space  occupied  by  the  stays  is 
not  considered,  for  sake  of  simplicity.  They  are  not  shown 
in  the  figure. 

Ex.\MPLE  4. — In  the  above  boiler  there  are  60  tubes,  3^^  inches  outside 
diameter.  How  many  gallons  of  water  will  it  take  to  fill  the  boiler  up 
to  the  mean  water  level,  tl>ere  being  231  cubic  inches  in  a  gallon  ? 

Solution. — Find  the  volume  in  cubic  inches  of  that  part  of  the 
boiler  below  the  surface  of  the  water  M N O  P,  since  the  contents  of  a 
gallon  is  given  in  cubic  inches,  and  from  it  subtract  the  volume  of  the 
tubes  in  cubic  inches. 

This  may  be  done  by  first  finding  the  /t;/«/area  of  one  end  of  the 
boiler  in  square  inches,  from  it  subtracting  the  area  of  the  seg- 
ment M N  S,  and  the  areas  of  the  ends  of  the  tubes  in  square  inclies, 
and  then  by  multiplying  the  result  by  the  length  of  the  boiler  m  inches 

Total  area  of  one  end  =  54-  X  .7854  —  2,290.23  sq.  in. 

Area  of  segment  M  N  S,  as  found  in  last  example,  =  567.63  sq.  in. 

Area  of  the  end  of  one  tube  =  3.25*  X  -7854  =  8.2958  sq.  in. 

Area  of  the  ends  of  the  60  tubes  ~  8.2958  X  60  =  497.75  sq.  in. 

Hence,  the  area  to  be  subtracted  =  567.63  +  497.75  =  1,065.38  sq.  in. 
Subtracting,  2,290.23  —  1,065.38  =  1,224.85  sq.  in.  =  net  area. 

The  cubical  contents  =  1,224.85  X  16  X  12  =  235,171.2  cu.  in.  This 
divided  by  231  will  give  the  number  of  gallons;  whence,  235,171.3 
-T-  231  =  1,018.06  gal.  of  water.     Ans. 


EXAMPLES  FOB  PRACTICE. 

1.  Find  the  area  in  square  inches  of  the  convex  surface  of  a  bar  of 
iron  4^  inches  in  diameter  and  8  feet  5  inches  long.     Ans.  1,348.53  sq.  in. 

2.  Find  the  area  of  the  entire  surface  of  the  above  bar. 

Ans.  1,376.9  sq.  in. 

3.  What  is  the  area  of  the  entire  surface  of  the  hexagonal  prism 
whose  base  is  shown  in  Fig.  52  ?  Ans.  77.196  sq.  in. 

4.  A  multitubular  boiler  has  the  following  dimensions:  diameter, 
50  inches;  length  between  heads,  15  feet;  number  of  tubes,  56;  outside 
diameter  of  tubes,  3  inches;  distance  of  mean  water-line  from  top  of 
boiler,  16  inches,  {a)  Compute  the  steam  space  in  cubic  feet,  {b)  Find 
the  number  of  gallons  of  water  required  to  fill  the  boiler  up  to  the  mean 
water-line.  ( {a)    56.4  cu.  ft. 

\{b)    800  gal. 
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THE  PYRAMID  AND  CONE. 
93.     A  pyraraid   (Fig.    54)   is   a   solid  whose  base  is  a 
polygon     and  whose  sides  are 
triangles  uniting  at  a  common 
point,  called  the  vertex. 

94.     A  cone   (Fig.  55)  is  a 
solid  whose  base  is  a  circle  and 
whose    convex    surface    tapers 
FIG.  54.  uniformly    to    a    point    called  fig.  55. 

the  vertex. 

95.  The  altitude  of  a  pyramid  or  cone  is  the  perpen- 
dicular distance  from  the  vertex  to  the  base. 

96.  The  slant  lieiglit  of  a  pyramid  is  a  line  drawn  from 
the  vertex  perpendicular  to  one  of  the  sides  of  the  base. 
The  slant  height  of  a  cone  is  any  straight  line  drawn  from 
the  vertex  to  the  circumference  of  the  base. 

97.  To  find  the  convex  area  of  a  pyramid  or  cone: 
Rule  SI. — Multiply  the  perimeter  of  the  base  by  one-half 

the  slant  height. 

Example  1. — What  is  the  convex  area  of  a  pentagonal  pyramid  if 
one  side  of  the  base  measures  6  inches  and  the  slant  height  is  14  inches  ? 

Solution. — The  base  of  a  pentagonal  pyramid  is  a  pentagon,  and, 

consequently,  has  fives  sides. 

14 
6  X  5  =  30  inches,  or  the  perimeter  of  the  base.    30  X  -;r  =  210  sq.  in., 

or  the  convex  area.     Ans. 

Example  2. — What  is  the  entire  area  of  a  right  cone  whose  slant 
height  is  17  inches  and  whose  base  is  8  inches  in  diameter  ? 

Solution.— The  perimeter  of  the  base  =  8  X  3.1416  =  25.1328  in. 

Convex  area  =  25.1328  X  y  =  213.63  sq.  in. 
Area  of  base  =      8^  x  .'J'854  =    50.27  sq.  in. 

Entire  area  =  263.90  sq.  in.     Ans. 

98.  To  find  the  volume  of  a  pyramid  or  cone : 

Rule  32. — Multiply  the  area  of  the  base  by  one-third  of 
the  altitude. 

Example  1. — What  is  the  volume  of  a  triangular  pyramid,  each  edge 
of  whose  base  measures  6  inches  and  whose  altitude  is  8  inches  ? 
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Solution. — Draw  the  base  as  shown  in  Fig.  56; 
it  will  be  an  equilateral  triangle,  all  of  whose  sides 
are  6  inches  long. 

Draw  a  perpendicular  B  D  from  the  vertex  to 
the  base;  it  will  divide  the  base  into  two  equal 
parts,  since  an  equilateral  triangle  is  also  isosceles, 
and  will  be  the  altitude  of  the  triangle.  In  order 
to  obtain  the  area  of  the  base,  this  altitude  must 
be  determined. 

In  the  right  triangle  B  D  A,  the  hypotenuse  BA  =6  inches  and 
side  A  D  =  d  inches,  to  find  the  other  side, 


BD=  V6-  -  3*  =  5.2  in.,  nearly. 
Area  of  the  base,  or  B  A  C,  = ^^-^  =  15.6  sq.  in. 


Hence,  the  vol- 


ume =  15.6  X  :j  =  41.6  cu.  in. 

o 


Ans. 


Example  2. — What    is   the   volume  of  a  cone  whose  altitude   is 
18  inches  and  whose  base  is  14  inches  in  diameter  ? 

Solution. — Area  of  the  base  =  14'^  x  -7854  =  153.94  sq.  in.     Hence, 


18 
the  volume  =  153.94  X  -^  =  923.64  cu.  in. 
o 


Ans. 


EX^VMPIiES  FOR  PRACTICE. 

1.  Find  the  convex  surface  of  a  square  pyramid  whose  slant  height 
is  28  inches  and  one  edge  of  whose  base  is  7^  inches  long. 

Ans.  420  sq.  in. 

2.  What  is  the  volume  of  a  triangular  pyramid,  one  edge  of  whose 
base  measures  3  inches  and  whose  altitude  is  4  inches  ?      Ans.  5.2cu.in. 

3.  Find  the  volume  of  a  cone  whose  altitude  is  12  inches  and  the 
circumference  of  whose  base  is  31.416  inches.  Ans.  314.16  cu.  in. 

Note. — Find  the  diameter  of  the  base  and  then  its  area. 


THE  FRUSTUM  OF  A  PYRAMID  OR  CONE. 

99,  If  a  pyramid  be  cut  by  a 
plane,  parallel  to  the  base,  so  as  to 
form  two  parts,  as  in  Fig.  57,  the 
lower  part  is  called  the  frustiiiu 
of  the  pyramid. 

If  a  cone  be  cut  in  a  similar  man- 
ner, as  in  Fig.  58,  the  lower  part  is  ^ 
called  the  frustum  of  the  cone. 


Fio.  67. 


FlO.  68. 
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100.  The  uppei-  end  of  the  frustum  of  a  pyramid  or 
cone  is  called  the  iippei*  base,  and  the  lower  end  the  lower 
base.  The  altitude  of  a  frustum  is  the  perpendicular  dis- 
tance between  the  bases. 

101.  To  find  the  convex  surface  of  a  frustum  of  a 
P5'^ramid  or  cone: 

Rule  33. — Multiply  one-half  the  sum  of  the  perimeters  of 
the  tzi'o  leases  by  the  slant  lieight  of  t  lie  frustum. 

ExAMPi^E  1. — Given,  the  frustum  of  a  triangular  pyramid,  in  which 
one  side  of  the  lower  base  measures  10  inches,  one  side  of  the  upper 
base  measures  6  inches,  and  whose  slant  height  is  9  inches;  find  the 
area  of  the  convex  surface. 

Solution. —    10  in.  x  3  =  30  in.,  the  perimeter  of  the  lower  base. 

6  in.  X  3  =  18  in.,  the  perimeter  of  the  upper  base, 

=  24  in.,  or  ono-half  the  sum  of  the  perimeters  of  the  two 

bases.     24  X  9  =  216  sq.  in.,  the  convex  area.     Ans. 

E.XAMPLE  2. — If  the  diameters  of  the  two  bases  of  a  frustum  of  a 
cone  are  12  inches  and  8  inches,  respectively,  and  the  slant  height  is 
12  inches,  what  is  the  entire  area  of  the  frustum  ? 

(12x3.1416) +  (8X3.1416)^    ,„      ^_  „„  .        ^, 

Solution. —    ^^ — — ^    — '  X  12  =  376.99  sq.   in.,    the 

area  of  the  convex  surface. 

Area  of  the  upper  base  =  8'^  X  .7854  =  50.27  sq.  in. 
Area  of  the  lower  base  =  12"^  x  •'<'854  =  113.1  sq.  in. 
The  entire  area  of  the  frustum  =  376.99  +  50.27  +  113.1  =  540.36  sq.  in. 

Ans. 

102.  To  find  the  volume  of  the  frustum  of  a  pyramid 
or  cone; 

Rule  34. — Add  together  the  areas  of  the  upper  and  loiver 
bases  and  the  square  root  of  the  product  of  the  tzvo  areas  ; 
multiply  the  sum  by  one-third  of  the  altitude. 

Example  1. — Given,  a  frustum  of  a  square  pyramid  (one  whose  base 
is  a  square);  each  edge  of  the  lower  base  is  12  inches,  each  edge  of  the 
upper  base  is  5  inches,  and  its  altitude  is  16  inches;  what  is  its  volume? 
Solution. — Area  of  upper  base  =  5  x  5  =  25  sq.  in. ;  area  of  lower 
base  =  12  x  12  =  144  sq.  in. ;  the  square  root  of  the  product  of  the  tr^vo 
areas  =  4/25  X  144  =  60.     Adding  these  three  results,  and  multiplying 

16 
3 


1  (\ 

by  one-third  the  altitude,  25  +144  +  60  =  229;  229  X  -9  =  1,221^  cu.  in. 


the  volume.     Ans. 
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Example  2. — How  many  gallons  of  water  will  a  round  lank  hold 
which  is  4  feet  in  diameter  at  the  top,  5  feet  in  diameter  at  the  bottom, 
and  8  feet  deep  ? 

Solution. — There  are  231  cubic  inches  in  a  gallon,  and  the  volume 

of  the  tank  should  be  found  in  cubic  inches.    The  tank  is  in  the  shape 

of  the  frustum  of  a  cone.     The  upper  diameter  =  4  X  12  =  48  inches; 

the   lower   diameter  =  5  X  12  =  CO    inches,    and   the   depth  =  8  X  12 

=  96  inches.     Area  of  upper  base  =  48^  X  .'<'854  =  1,809.56  sq.  in.  •  area 

of   lower   base  =  GO'^  X  .7854  =  2,827.44  sq.    in.;    4/1,809:56  x"2.827.44 

=  2,261.95. 

06 
Whence.    1,809.56  +  2,827.44  +  2,261.05  =  6,898.95;    6,898.95  X   ., 

o 

=  220,766.4  cu.  in.  =  contents.      Now,  since  there  are  231  cu.  in.  in 

1  gallon,  the  tank  will  hold  220,766.4  -f-  231  =  955.7  gal.,  nearly.       Ans. 


EXAMPLES  FOR  PRACTICE. 

1.  Find  the  convex  surface  of  the  frustum  of  a  square  pyramid,  one 
edge  of  whose  lower  base  is  15  inches  long,  one  edge  of  whose  upper 
base  is  14  inches  long,  and  whose  slant  height  is  1  inch.    Ans.  58  sq.  in. 

2.  Find  the  volume  of  the  above  frustum,  supposing  its  altitude  to 
be  3  inches.  Ans.  631  cu.  in. 

3.  Find  the  volume  of  the  frustum  of  a  cone  whose  altitude  is  12  feet 
and  the  diameters  of  whose  upper  and  lower  bases  are  8'and  10  feet, 
respectively.  Ans.  766.55  cu.  ft. 

4.  If  a  tank  had  the  dimensions  of  example  3,  how  many  gallons 
would  it  hold  ?  Ans.  5,7342  gal.,  nearly. 


THE   SPHERE   AND   CYEINDRICAL  RIXG. 

1(K^,  A  sphere  (Fig,  59)  is  a  solid  bounded 
by  a  uniformly  curved  surface,  every  point 
of  which  is  equally  distant  from  a  point 
within,  called  the  center. 

The  word  ball,  or  globe,  is  generally  used 
instead  of  sphere. 

lOi.     To  find  the  area  of  the  surface  of  a  p^^  ^^ 

sphere: 

Rule  2.T. — Square  tJie  diameter  and  ))iultiply  iJic  result 
by  3.H16. 

Example. — What  is  the  area  of  the  surface  of  a  sphere  whose  diam- 
eter is  14  inches  ? 

Solution  —  Diameter  squared  x  3.1416  =  14*  x  3.1416  =  14  x  14 
X  3.1416  =  615.75  sq.  in-     Ans. 
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From  this  it  will  be  seen  that  the  surface  of  a  sphere 
equals  the  circumference  of  a  great  circle  multiplied  by  the 
diameter,  a  rule  often  used ;  a  great  circle  of  a  sphere  is  the 
intersection  of  its  surface  with  a  plane  passing  through  its 
center;  for  instance,  the  great  circle  oi  a  sphere  6  inches 
diameter  is  a  circle  of  6  inches  diameter.  Any  number  of 
great  circles  could  be  described  on  a  given  sphere. 

105,  To  find  the  volume  of  a  sphere : 

Rule  S6. — Cube  the  diameter  and  multiply  the  result  by 
.5236. 

Example. — What  is  the  weight  of  a  lead  ball  12  inches  in  diameter, 
a  cubic  inch  of  lead  weighing  .41  pound  ? 

Solution.— Diameter  cubed  X  .5236  =  12  x  12  X  12  X  .5236  =  904.78 
cu.  in.,  or  the  volume  of  the  ball.  The  weight,  therefore,  =  904.78 
Xo41=  870.96  lb.     Ans. 

106,  To  find  the  convex  area  of  a  cylmdrical  nng: 
A  cylindrical  ring  (Fig,  60)  is  a  cyl- 
inder bent  to  a  circle.     The  altitude  of 

the  cylinder  before  bending  is  the  same 
as  the  length  of  the  dotted  center  line  D. 
The  base  will  correspond  to  a  cross- 
section  on  the  line  A  B  drawn  from  the 
center  O.  Hence,  to  find  the  convex 
Fig.  60.  area : 

Rule  27. — Multiply  the  circumference  of  an  imaginary 
cross-section  on  the  line  A  B  by  the  lengtJi  of  the  center 
line  D. 

Example. — If  the  outside  diameter  of  the  ring  is  12  inches  and  the 
inside  diameter  is  8  inches,  what  is  its  convex  area  ? 

Solution. — The  diameter  of  the  center  circle  equals  one-half  the  sum 

-10      I      Q 

of  the  inside  and  outside  diameters  = —^^^^-jr —  =  10,  and  10x3.1416 

r=  31.416  in.,  the  length  of  the  center  line. 

The  radius  of  the  inner  circle  is  4  inches;  of  the  outside  circle, 
6  inches;  therefore,  the  diameter  of  the  cross-section  on  the  line  A  B 
is  2  inches.  Then,  2x3.1416  =  6.2832  in.,  and  6.2832x31.416 
=  197.4  sq.  in.,  the  convex  area.     Ans. 
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107.     To  find  the  volume  of  a  cylindrical  ring: 

Rule  38. —  The  vohiine  zvill  be  the  same  as  that  of  a  cylin* 
der  whose  altitude  equals  the  length  of  the 
dotted  center  line  D  (Fig.  61)  and  zvhose 
base  is  the  same  as  a  cross-section  of  the 
ring  on  the  line  A  B  drazvn  from  the 
center  O.  Hence,  to  find  the  volume  of  a 
cylindrical  ring,  multiply  the  area  of  an 
imaginary  cross-section  on  the  line  A  B 
by  the  length  of  the  center  line  D. 

Example. — What  is  the  volume  of  a  cylindrical  ring  whose  outside 
diameter  is  12  inches  and  whose  inside  diameter  is  8  inches? 

So^UTI()^f. — The  diameter  of  the  center  circle  equals  one-half  the 

12  +  8 
sum  of  the  inside  and  outside  diameters  =  — ^ —  =  10. 

10  X  3.1416  =  31.416  inches,  the  length  of  the  center  line. 

The  radius  of  the  outside  circle  =  6  inches;  of  the  inside  circle 
=  4  inches;  therefore,  the  diameter  of  the  cross-section  on  the  line  A  B 
=  2  inches. 

Then,  2*  x  .7854  =  3.1416  sq.  in.,  the  area  of  the  imaginary  cross- 
section. 

And  3.1416  X  31.416  =  98.7  cu.  in.,  the  volume.     Ans. 


EXAMPL,ES  FOR  PRACTICE. 

1.  What  is  the  volume  of  a  sphere  30  inches  in  diameter  ? 

Ans.  14,137.3  cu.  in 

2.  How  many  square  inches  in  the  surface  of  the  above  sphere  ? 

Ans.  2,827.44  sq.  in. 

3.  Required  the  area  of  the  convex  surface  of  a  circular  ring,  the 
outside  diameter  of  the  ring  being  10  inches  and  the  inside  diameter 
7J  inches.  Ans.  107.95  sq.  in. 

4.  Find  the  cubical  contents  of  the  ring  in  the  last  example. 

Ans.  33.73  cu.  in. 

5.  The  surface  of  a  sphere  contains  314.16  square  inches.  What  is 
the  volume  of  the  sphere  ?  Ans.  523.  G  cu.  in. 


PRINCIPLES  OF  MECHANICS. 


MATTER  A:NT)  ITS  PROPERTIES. 


DEFINITION  OP  MECHANICS. 

1,  Mechanics  is  that  science  which  treats  of  the  action 
of  forces  on  bodies  and  the  effects  that  they  produce ;  it 
treats  of  the  laws  that  govern  the  movement  and  equilibrium 
of  bodies  and  shows  how  they  may  be  applied. 


MATTER. 

3.  Mattel*  is  anything  that  occupies  space.  It  is  the 
substance  of  which  all  bodies  consist.  Matter  is  composed 
of  molecules  and  atoms. 

3.  A  molecule  is  the  smallest  portion  of  matter  that 
can  exist  without  changing  its  nature. 

4,  An  atom  is  an  indivisible  portion  of  matter. 
Atoms  unite  to  form  molecules,  and  a  collection  of  mole- 
cules forms  a  mass  or  body, 

A  drop  of  water  may  be  divided  and  subdivided  until 
each  particle  is  so  small  that  it  can  only  be  seen  by  the  most 
powerful  microscope,  but  each  particle  will  still  be  water. 

Now,  imagine  the  division  to  be  carried  on  still  further, 
until  a  limit  is  reached  beyond  which  it  is  impossible  to  go 
without  changing  the  nature  of  the  particle.  The  particle 
of  water  is  now  so  small  that,  if  it  V)e  divided  again,  it  will 

For  notice  of  the  copyright,  see  page  immediately  following  the  title  page. 
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cease  to  be  water,  and  will  be  something  else ;  we  call  this 
particle  a  molecule. 

If  a  molecule  of  water  be  divided,  it  will  yield  2  atoms  of 
hydrogen  gas  and  1  of  oxygen  gas.  If  a  molecule  of  sul- 
phuric acid  be  divided,  it  will  yield  2  atoms  of  hydrogen,  1  of 
sulphur,  and  4  of  oxygen. 

5.  Bodies  are  composed  of  collections  of  molecules. 
Matter  exists  in  three  conditions  or  forms :  solid,  liquid,  and 
gaseous. 

6.  A  solid  body  is  one  whose  molecules  change  their 
relative  positions  with  great  difficulty;  as  iron,  wood, 
stone,  etc. 

7.  A  liquid  body  is  one  whose  molecules  tend  to  change 
their  relative  positions  easily.  Liquids  readily  adapt  them- 
selves to  the  shape  of  vessels  that  contain  them,  and  their 
upper  surface  always  tends  to  become  perfectly  level.  Water, 
mercury,  molasses,  etc.,  are  liquids. 

8.  A  gaseous  body,  or  gas,  is  one  whose  molecules  tend 
to  separate  from  one  another;  as  air,  oxygen,  hydrogen,  etc. 

Gaseous  bodies  are  sometimes  called  aeriform  (air-like) 
bodies.  They  are  divided  into  two  classes:  the  so-called 
*^ permanent "  gases  and  vapors. 

9.  A  permanent  gas  is  one  that  remains  a  gas  at  ordi- 
nary temperatures  and  pressures. 

10.  A  vapor  is  a  body  that  at  ordinary  temperatures  is  a 
liquid  or  solid,  but  when  heat  is  applied,  becomes  a  gas,  as 
steam. 

One  body  may,  under  different  conditions,  exist  in  all 
three  states;  as,  for  example,  mercury,  which  at  ordinary 
temperatures  is  a  liquid,  becomes  a  solid  (freezes)  at  40°  below 
zero,  and  a  vapor  (gas)  at  600°  above  zero.  By  ineans  of 
great  cold,  all  gases,  even  hydrogen,  have  been  liquefied, 
and  many  solidified. 

By  means  of  heat,  all  solids  have  been  liquefied,  and  a 
great  many  vaporized.  It  is  probable  that,  if  we  had  the 
nieans  of  producing  sufficiently  great  extremes  of  heat  and 
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cold,  all  solids  might  be  converted  into  gases,  and  all  gases 
into  solids. 

1 1.  Every  portion  of  matter  possesses  certain  qualities 
CciW^d  properties.  Properties  of  matter  are  divided  into  two 
classes :  general  and  special. 

l*-i.  General  properties  of  matter  are  those  that  are 
common  to  all  bodies.  They  are  as  follows:  Extension, 
impenetrability,  weighty  indestructibility^  inertia,  mobility, 
divisibility,  porosity,  compressibility^  expansibility^  and 
elasticity. 

13.  Extension  is  the  property  of  occupying  space.  Since 
all  bodies  must  occupy  space,  it  follows  that  extension  is  a 
general  property. 

14.  By  impenetrability  we  mean  that  no  two  bodies 
can  occupy  exactly  the  same  space  at  the  same  time. 

15.  Weight  is  the  measure  of  the  earth's  attraction 
upon  a  body.  All  bodies  have  weight.  In  former  times  it 
was  supposed  that  gases  had  no  weight,  since,  if  unconfined, 
they  tend  to  move  away  from  the  earth,  but,  nevertheless, 
they  will  finally  reach  a  point  beyond  which  they  cannot  go, 
being  held  in  suspension  by  the  earth's  attraction.  Weight 
is  measured  by  comparison  with  a  standard.  The  standard 
is  a  bar  of  platinum  weighing  1  pound,  owned  and  kept  by 
the  Government. 

16.  Inertia  means  that  a  body  cannot  put  itself  in 
motion  nor  bring  itself  to  rest.  To  do  either  it  must  be 
acted  upon  by  some  force. 

17.  Mobility  means  that  a  body  can  be  changed  in 
position  by  some  force  acting  upon  it. 

18.  Divisibility  is  that  property  of  matter  by  virtue  of 
which  a  body  may  be  separated  into  parts. 

19.  Porosity  is  the  term  used  to  denote  the  fact  that 
there  is  space  between  the  molecules  of  a  body.  The  mole- 
cules of  a  body  are  supposed  to  be  spherical,  and,  hence, 
there  is  space  between  them,  as  there  would  be  between 
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peaches  in  a  basket.  The  molecules  of  water  are  larger 
than  those  of  salt ;  so  that  when  salt  is  dissolved  in  water, 
its  molecules  wedge  themselves  between  the  molecules  of  the 
water,  and,  unless  too  much  salt  is  added,  the  water  will 
occupy  no  more  space  than  it  did  before.  This  does  not 
prove  that  water  is  penetrable,  for  the  molecules  of  salt 
occupy  the  space  that  the  molecules  of  water  did  not. 

Water  has  been  forced  through  iron  by  pressure,  thus 
proving  that  iron  is  porous. 

20.  Coinpi'essibility  is  a  natural  consequence  of  poros- 
ity. Since  there  is  space  between  the  molecules,  it  is  evi- 
dent that  by  means  of  force  (pressure)  they  can  be  brought 
closer  together,  and  thus  the  body  be  made  to  occupy  a 
smaller  space. 

31.  Expansibility  is  the  term  used  to  denote  the  fact 
that  the  molecules  of  a  body  will,  under  certain  conditions 
(when  heated,  for  example),  move  farther  apart,  and  so 
cause  the  body  to  expand^  or  occupy  a  greater  space. 

22.  Elasticity  is  that  property  of  matter  which  enables 
a  body  when  distorted  within  certain  limits  to  resume  its 
original  form  when  the  distorting  force  is  removed.  Glass, 
ivory,  and  steel  are  very  elastic,  clay  and  putty  in  their 
natural  state  being  very  slightly  so. 

23.  Indestructibility  is  the  term  used  to  denote  the 
fact  that  we  cannot  destroy  matter.  A  body  may  undergo 
thousands  of  changes,  be  resolved  into  its  molecules,  and 
its  molecules  into  atoms,  which  may  unite  with  other  atoms 
to  form  other  molecules  and  bodies  entirely  different  in 
appearance  and  properties  from  the  original  body,  but  the 
same  number  of  atoms  remain.  The  whole  number  of 
atoms  in  the  universe  is  exactly  the  same  now  as  it  was 
millions  of  years  ago,  and  will  always  be  the  same.  Matter 
is  indestriictible. 

24.  Special  properties  are  those  that  are  not  pos- 
sessed by  all  bodies.     Some  of  the  most  important  are  as 
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follows:    Jiardncss,    tcnacitVy    brittloiess,     viallcabilityy    and 
ductility. 

25.  Hardness. — A  piece  of  copper  will  scratch  a  piece 
of  wood,  steel  will  scratch  copper,  and  tempered  steel  will 
scratch  steel  in  its  ordinary  state.  "We  express  all  this  by- 
saying  that  steel  is  Jiardcr  \.\i7ix\  copper,  and  so  on.  Emery 
and  corundum  are  extremely  hard,  and  the  diamond  is  the 
hardest  of  all  known  substances.  It  can  only  be  polished 
with  its  own  powder. 

3(5.  U'cMiacity  is  the  term  applied  to  the  power  with 
which  some  bodies  resist  a  force  tending  to  pull  them  apart. 
Steel  is  very  tenacious. 

JiT.  Brittleness.  —  Some  bodies  possess  considerable 
power  to  resist  either  a  pull  or  a  pressure,  but  they  are 
easily  broken  when  subjected  to  shocks  or  jars;  for  exam- 
pic,  good  glass  will  bear  a  greater  compressive  force  than 
most  woods,  but  may  be  easily  broken  when  dropped  upon 
a  hard  floor;  this  property  is  called  brittleness. 

Ji8,  Mallcjibility  is  that  property  which  permits  of  some 
bodies  being  hammered  or  rolled  into  sheets.  Gold  is  the 
most  malleable  of  all  substances. 

iii).  Ductility  is  that  property  which  enables  some 
bodies  to  be  drawn  into  wire.  Platinum  is  the  most  ductile 
of  all  substances. 


MOTION  AND  VELOCITY. 


DKFINITIOXS. 

30.  Motion  is  tlie  opposite  of  rest  and  indicates  a  chang- 
ing of  position  in  relation  to  some  object  Avhich  is  for  that 
purpose  regarded  as  being  fixed.  If  a  large  stone  is  rolled 
down  hill,  it  is  in  motion  in  relation  to  the  hill. 

If  a  person  is  on  a  railway  train  and  walks  in  the  oppo- 
site direction  from  that  in  which  the  train  is  moving,  and 
with  the  same  speed,  he  will  be   in  motion  as  regards  the 
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train,  but  at  rest  with  respect  to  the  earth,  since,  until  he 
gets  to  the  end  of  the  train,  he  will  be  directly  over  the 
spot  at  which  he  was  when  he  started  to  walk. 

31.  The  patli  of  a  body  in  motion  is  the  line  described 
by  a  certain  point  in  the  body  called  its  center  of  gravity. 
No  matter  how  irregular  the  shape  of  the  body  may  be,  nor 
how  many  turns  and  twists  it  may  make,  the  line  that  indi- 
cates the  direction  of  this  point  for  every  instant  that  it  is 
in  motion  is  the  path  of  the  body. 

32.  "Velocity  is  rate  of  motion.  It  is  measured  by  a 
unit  of  space  passed  over  in  a  unit  of  time.  When  equal 
spaces  are  passed  over  in  equal  times,  the  velocity  is  said 
to  be  uniform. 

If  the  flywheel  of  an  engine  keeps  up  a  constant  speed  of 
a  certain  number  of  revolutions  per  minute,  the  velocity  of 
any  point  is  uniform,  A  railway  train  having  a  constant 
speed  of  40  miles  per  hour  moves  40  miles  every  hour, 
or  |4f  =  f  mile  every  minute,  and  since  equal  spaces  are 
passed  over  in  equal  times,  the  velocity  is  uniform. 

33.  Variable  Telocity. — When  a  body  moves  in  such 
a  way  that  the  spaces  passed  over  in  equal  periods  of  time 
are  unequal,  its  velocity  is  said  to  be  variable. 

34.  The  rate  of  motion  of  a  body  with  a  variable  veloc- 
ity may  increase  or  decrease  at  a  uniform  rate.  When  the 
velocity  varies  in  either  of  these  ways,  the  body  is  said  to 
have  a  nniformly  varying  velocity. 

The  most  familiar  example  of  uniformly  varying  velocity 
is  a  falling  weight.  Suppose  a  stone  is  dropped  from  a  high 
bridge.  It  starts  from  a  state  of  rest  with  no  velocity,  but 
its  velocity  constantly  increases  until  it  strikes.  Its  increase 
in  velocity  during  any  equal  units  of  time  is  nearly  the 
same.  Thus,  at  the  end  of  the  first  second  its  velocity  will 
have  increased  from  0  to  a  rate  of  32.16  feet  per  second, 
nearly;  during  the  next  second  the  velocity  will  have 
increased  by  the  same  amount,  making  the  velocity  at  the 
end  of  the  second  second  64.33  feet.     At  the  end  of  the  third 
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second  a  like  increase  will  have  taken  place,  and  the  veloc- 
ity will  then  be  3  X  32.16  =  96.48  feet  per  second. 

35.  The  change  in  the  velocity  of  a  body  during  a  period 
of  time  is  called  its  acceleration  for  that  period.  Thus,  in 
the  case  of  the  falling  weight  just  considered,  the  change 
of  32.16  feet  per  second  that  takes  place  in  its  velocity 
during  each  second  is  its  acceleration  in  feet  per  second  f<ir 
each  second  considered.  If  the  period  of  time  considered 
had  been  2  seconds,  the  acceleration  Avould  have  been  the 
increase  in  velocity  during  this  time,  that  is,  G-t.  32  feet  per 
second  for  each  2  seconds  considered. 

36.  The  change  in  velocity  may  be  from  a  higher  to  a 
lower  rate.  Thus,  Avhen  a  stone  is  thrown  upwards,  it  leaves 
the  hand  with  a  given  velocity;  its  upward  motion  is  con- 
stantly resisted  by  the  force  of  gravity  and  the  resistance 
of  the  air,  and  in  consequence  of  these  resistances,  it  moves 
slower  and  slower  until  it  finally  stops  and  begins  to  return 
to  the  earth.  A  change  in  velocity  of  this  kind  is  some- 
times called  retardation. 

37.  The  mean  or  average  velocity  of  a  body  moving 
with  a  variable  velocity  can  only  be  given  for  a  stated  period 
of  time,  and  is  numerically  equal  to  the  uniform  velocity 
that  will  take  the  body  over  the  same  distance  in  the  same 
time. 


RULES  FOR  VELOCITY  PROBLEMS. 

38.     Uniform  and  Average  Velocity. — - 

Let  d ^  distance; 

/  =  time; 
V  =  velocity. 

Rule  1. —  To  find  the  uniforvi  or  the  average  velocity  that 
a  body  must  have  to  pass  over  a  certain  distance  or  space  in  a 
given  tivu\  divide  the  distance  by  the  time. 

Or,  ..=  -. 
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Example  1. — The  piston  of  a  steam  engine  travels  3,000  feet  in 
5  minutes  ;  what  is  its  average  velocity  in  feet  per  minute  ? 

Solution. — Here  3,000  feet  is  the  distance,  and  5  minutes  is  the 
time.     Applying  the  rule,  3,000  -v-  5  =  600  ft.  per  min.     Ans. 

Caution. — Before  applying  the  above  or  any  of  the  succeeding 
rules,  care  must  be  taken  to  reduce  the  values  given  to  the  denomi- 
nations required  in  the  answer.  Thus,  in  the  above  example,  if  the 
velocity  is  required  in  feet  per  second  instead  of  in  feet  per  minute, 
the  5  minutes  must  be  reduced  to  seconds  before  dividing.  The  oper- 
ation will  then  be:  5  minutes  =  5  X  60  =  300  seconds'.  Applying  the 
rule,  3,000  -i-  300  =  10  ft.  per  sec.     Ans. 

If  the  velocity  is  required  in  inches  per  second,  it  is  necessary  to 
reduce  the  3,000  feet  to  inches  and  the  5  minutes  to  seconds,  before 
dividing.  Thus,  3,000  feet  X  13  =  36,000  inches.  5  minutes  X  60 
=  300  seconds.  Now  applying  the  rule,  36,000  -f-  300  =r  120  in.  per 
sec.     Ans. 

Example  2. — A  railroad  train  travels  50  miles  in  1|  hours;  what  is 
its  average  velocity  in  feet  per  second  ? 

Solution. — Reducing  the  miles  to  feet  and  the  hours  to  seconds, 
50  miles  X  5,280  =  264,000  feet.  1^  hours  X  60  X  60  =  5,400  seconds. 
Applying  the  rule,  264,000  -4-  5,400  =  481  ft.  per  sec.     Ans. 

39,  If  the  uniform  velocity  (or  the  average  velocity) 
and  the  time  are  given,  and  it  is  required  to  find  the  distance 
that  a  body  having  the  given  velocity  will  travel  in  the 
given  time : 

Rule  2. — Multiply  the  velocity  by  the  time. 

Or,  d=vt. 

Example  1. — The  velocity  of  sound  in  still  air  is  1,092  feet  per 
second;  how  many  miles  will  it  travel  in  16  seconds  ? 

Solution.— Reducing  the  1,092  feet  to  miles,  1,092  -^  5,280  =  \%\\. 
Applying  the  rule,  \%\%  X  16  =  3.31  mi.,  nearly.     Ans. 

Example  2. — The  piston  speed  of  an  engine  is  11  feet  per  second 
how  many  miles  does  the  piston  travel  in  1  hour  and  15  minutes  ? 

Solution. —  1  hour  and  15  minutes  reduced  to  seconds  =  4,500 
seconds  =  the  time.  11  feet  reduced  to  miles  =  -^\\-^  mile  =  velocity 
in  miles  per  second.    Applying  the  rule,  ^4^1^  X  4,500  =  9.375  mi.    Ans. 

40,  If  the  distance  through  which  a  body  moves  is 
given,  and  also  its  average  or  uniform  velocity,  and  it  is 
desired  to  know  how  long  it  takes  the  body  to  move  through 
the  given  distance: 
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Rule  3. — Divide  tJic  distance,  or  space  passed  over ^  by  the 
velocity. 

Or,  /  =  i 

'  V 

Example  1. — Suppose  that  the  radius  of  the  crank  of  a  steam  engine 
is  15  inches  and  that  the  shaft  makes  120  revolutions  per  minute;  how 
long  will  it  take  the  crankpin  to  travel  18,849.6  feet  ? 

Solution. — Since  the  radius,  or  distance  from  the  center  of  the 
shaft  to  the  center  of  the  crankpin,  is  15  inches,  the  diameter  of  the 
circle  it  moves  in  is  15  inches  X  2  —  30  inches  =  2.5  feet.  The  circum- 
ference of  this  circle  is  2.5  X  3.1416  =  7.854  feet.  7.854  X  120  =  942.48 
feet  =  distance  that  the  crankpin  travels  in  1  minute  =  velocity  in  feet 
per  minute.     Applying  the  rule,  18,849.6  -r-  942.48  =  20  min.     Ans. 

Example  2. — A  point  on  the  rim  of  an  engine  flywheel  travels  at  the 
rate  of  150  feet  per  second;  how  long  will  it  take  it  to  travel  45,000  feet? 
Solution. — Applying  the  rule, 

45,000  -T-  150  =  300  sec.  =  5  min.     Ans. 


EXAMPLES    FOIl   PRACTICE. 

1.  A  locomotive  has  drivers  80  inches  in  diameter.  If  they  make 
293  revolutions  per  minute,  what  is  the  velocity  of  the  train  in  {a)  feet 
per  second  ?  {b)  miles  per  hour  ?  \        S^^^    102.277  ft.  per  sec. 

'\{b)       69.734  mi.  per  hr. 

2.  Assuming  the  velocity  of  steam  as  it  enters  the  cylinder  to  be 
900  feet  per  second,  how  far  can  it  travel,  if  unobstructed,  during  the 
time  the  flywheel  of  an  engine  revolves  7  times,  if  the  number  of 
revolutions  per  minute  are  120  ?  Ans.  3,150  ft. 

3.  The  average  speed. of  the  piston  of  an  engine  being  528  feet  per 

minute,  how  long  will  it  take  the  piston  to  travel  4  miles  ? 

Ans.  40  min. 

4.  A  speed  of  40  miles  per  hour  equals  how  many  feet  per  second  ? 

Ans.  58j  f ;;. 

5.  The  earth  turns  around  once  in  24  hours.  If  the  diameter  be 
taken  as  8,000  miles,  what  is  the  velocity  of  a  point  on  the  equator  in 
miles  per  minute  ?  Ans.  17.45^  mi.  per  min. 

6.  The  stroke  of  an  engine  is  28  inches.  If  the  engine  makes 
11,400  strokes  per  hour,  {a)  what  is  its  speed  in  feet  per  minute  ? 
13)  how  far  v.'ill  this  piston  travel  in  11  minutes? 

\{a)    U^it.  per  min. 
"<  (b)    4,876  ft.  8  in. 
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FORCE. 


GENERAL  PRINCIPIiES. 

41.  Force  is  known  only  by  the  effects  it  produces  on 
matter.  Forces  cannot,  therefore,  be  compared  in  the  same 
way  that  quantities  of  matter  or  distances  are  compared ; 
the  only  way  in  which  forces  can  be  examined  in  reference 
to  one  another  is'  by  noting  their  relative  effects  in  the 
production  of  motion  or  a  change  of  state  in  matter. 

The  most  familiar  conception  of  force  is  that  of  a  push  or 
pull  that  tends  to  produce  or  destroy  motion.  If  the  force 
is  great  enough,  its  effect  is  seen  in  a  change  in  the  state 
of  motion  of  the  body  on  which  it  acts;  that  is,  it  either 
produces  motion  in  the  body  or  destroys  some  or  all  of  the 
motion  already  existing.  If,  however,  the  body  acted  on 
by  a  force  is  so  situated  that  the  force  applied  to  it  is 
opposed  by  a  resisting  force  of  equal  magnitude,  no  change  in 
motion  is  produced.  In  this  case  the  force  is  not  perceiv- 
able, unless  some  other  force  is  introduced  whose  effects 
will  reveal  the  existence  of  the  first  force. 

43.  Forces  are  called  by  various  names  according  to  tfie 
ways  in  which  they  manifest  themselves.  Manifestations  of 
force  are:  attraction^  repulsion,  cohesion,  adhesion,  accelera- 
tion, retardation,  resistance,  etc.,  and  the  forces  producing 
these  manifestations  are  called  attractive,  repulsive,  cohesive^ 
adhesive,  accelerating,  retarding,  resisting,  etc.  forces. 

43.  Comparison  of  Forces. — In  considering  the  effects 
of  a  force  on  a  body,  some  standard  of  comparison  must  be 
used.  The  standard  most  commonly  adopted  in  English- 
speaking  countries  is  the  pound,  which  is  the  force  required 
to  raise  a  standard  mass  of  matter  from  the  ground  under 
certain  specified  conditions. 

In  practice,  force  is  always  regarded  as  a  pressure;  that 
is,  a  force  is  considered  the  equivalent  of  the  pressure 
exerted  by  a  weight.     For  example,  the  effect  of  a  force  of 
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20  pounds  acting  upon  a  body  is  the  same  as  the  pressure 
of  20  pounds  exerted  by  a  weight  of  20  pounds. 

44.  In  order  that  we  may  compare  the  effect  of  a  force 
on  a  body  with  that  of  another  force  on  another  body,  it 
is  necessary  that  the  following  tJirce  conditions  be  fulfilled 
in  regard  to  both  bodies: 

1.  The  point  of  application,  or  point  at  which  the  force 
acts  upon  the  body,  must  be  known. 

2.  The  direction  of  the  force,  or,  what  is  the  same  thing, 
the  straight  line  along  which  the  force  tends  to  move  the 
point  of  application,  must  be  known. 

3.  The  magnitude  or  value  of  the  force  in  comparison 
with  the  given  standard  must  be  known. 

45.  Reduction  of  Forces. — When  a  number  of  forces 
act  upon  a  body  and  produce  a  certain  effect,  it  is  often 
necessary  to  find  a  single  force  that,  when  substituted  for 
the  given  forces,  will  produce  the  sanie  effect.  In  order  to 
find  the  point  of  application,  the  direction,  and  the  magni- 
tude of  this  single  force,  it  is  necessary  to  know  the  above 
three  conditions  of  every  one  of  the  given  forces. 


NEWTON'S  LAWS  OF  MOTION. 

46,  The  fundamental  principles  of  the  relations  between 
force  and  motion  were  first  stated  by  Sir  Isaac  Newton,  and 
are  called  Newton  s  Three  Lazvs  of  Motion.  They  are  as 
follows : 

1.  All  bodies  continue  in  a  state  of  rest,  or  of  uniform 
motion  in  a  straight  line,  unless  acted  upon  by  some  external 
force  that  compels  a  change. 

2.  Every  motion  or  change  of  motion  is  proportional  to  tin 
acting  force,  and  takes  place  in  the  direction  of  the  straight 
line  along  ivhicJi  the  force  acts. 

3.  To  every  action  there  is  ahvays  opposed  an  equal  reaction. 
These  laws  in  their  accepted  form,  as  just  given,  have 

been  more  or  less  indirectly  derived  from  experiment,  but 
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they  are  so  comprehensive  as  to  defy  complete  experimental 
verification. 

47.  Exemplification  of  tlie  Fii*st  LaAv. — In  the  first  law 
of  motion,  it  is  stated  that  a  body  once  set  in  motion  by  any 
force,  no  matter  how  small,  will  move  forever  in  a  straight 
line,  and  always  with  the  same  velocity,  unless  acted  upon 
by  some  other  force  that  compels  a  change.  It  is  not  pos- 
sible to  actually  verify  this  law,  on  account  of  the  earth's 
attractio:.  for  all  bodies,  but,  from  astronomical  observa- 
tions, we  are  certain  that  the  law  is  true.  This  law  is  often 
called  the  law  of  inertia. 

48.  The  word  inertia  is  so  abused  that  a  full  under- 
standing of  its  meaning  is  important.  Inertia  is  not  a  force, 
although  it  is  often  so  called.  If  a  force  acts  upon  a  body 
and  puts  it  in  motion,  the  effect  of  the  force  is  stored  in  the 
body,  and  a  second  body,  in  stopping  the  first,  will  receive  a 
blow  equal  in  every  respect  to  the  original  force,  assuming 
that  there  has  been  no  resistance  of  any  kind  to  the  motion 
of  the  first  body. 

It  is  dangerous  for  a  person  to  jump  from  a  fast-moving 
train,  for  the  reason  that,  since  his  body  has  the  same  veloc- 
ity as  the  train,  it  has  the  same  force  stored  in  it  that  would 
cause  a  body  of  the  same  weight  to  take  the  same  velocity 
as  the  train,  and  the  effect  of  a  sudden  stoppage  is  the 
same  as  the  effect  of  a  blow  necessary  to  give  the  person 
that  velocity. 

By  "bracing"  himself  and  jumping  in  the  same  direction 
that  the  train  is  moving,  and  running,  he  brings  himself 
gradually  to  rest,  and  thus  reduces  the  danger.  If  a  body 
is  at  rest,  it  must  be  acted  upon  by  a  force  in  order  to  be 
put  in  motion,  and,  no  matter  how  great  the  force  may  be, 
it  cannot  be  instantly  put  in  motion. 

The  resistance  thus  offered  to  being  put  in  motion  is  com- 
monly, but  erroneously,  called  the  resistance  of  inertia.  It 
should  be  called  the  resistance  due  to  inertia. 

49.  Exemplification  of  the  Second  EaAV. — From  the 
second  law,  we  see  that  if  two  or  more  forces  act  upon  a 
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body,   their  final   effect  on  the  body  will  be  in  proporti.jn 
to  their   magnitudes  and   to  the   directions  in  which  they 

act. 

Thus,  if  the  wind  is  blowing  due  west  with  a  velocity  of 

50  miles  per  hour,  and 
a  ball  is  thrown  due 
north  with  the  same 
velocity,  or  50  miles  per 
hour,  the  wind  will  car- 
ry the  ball  west  while 
the  force  of  the  throw 
is  carrying  it  north,  and 
the  combined  effect  will 
be  to  cause  it  to  move 
northwest. 

The  amount  of  depar- 
ture from  due  north  will 
be    proportional  to  the 
^  force  of  the  wind   and 
o   independent  of  the  ve- 
''^  locity  due  to  the  force 
of  the  throw. 

50.  In  Fig.  1  a  ball  e 
is  supported  in  a  cup, 
the  bottom  of  which  is 
attached  to  the  lev6r  o 
in  such  a  manner  that  o 
will  swing  the  bot- 
tom horizontally  and 
allow  the  ball  to  drop. 
Another  ball  d  rests  in 
a  horizontal  groove  that 
is  provided  with  a  slit 
in  the  bottom.  A  swing- 
mg  arm  is  actuated  by  the  spring  <'/ in  such  a  manner  that, 
when  drawn  back,  as  shown,  and  then  released,  it  will  strike 
the  lever  o  and  the  ball  d  at  the  same  time.     This  gives  d 


14  PRINCIPLES  OF  MECHANICS.  §  4 

an  impulse  in  a  horizontal  direction,  and  swings  o  so  as  to 
allow  e  to  fall. 

On  trying  the  experiment,  it  is  found  that  b  follows  a 
path  shown  by  the  curved  dotted  line,  and  reaches  the  floor 
at  the  same  instant  as  e,  which  drops  vertically.  This 
shows  that  the  force  that  gave  the  first  ball  its  horizontal 
movement  had  no  effect  on  the  vertical  force  that  com 
pelled  both  balls  to  fall  to  the  floor;  the  vertical  force  pro- 
duces the  same  effect  as  if  the  horizontal  force  had  not 
acted.  The  second  law  may  also  be  stated  as  follows:  A 
force  has  the  same  effect  in  producing  motion^  whether  it  acts 
upon  a  body  at  rest  or  in  motion^  and  whether  it  acts  alone  or 
with  other  forces. 

51.  Exempliticatlon  of  the  Third  I^aw. — The  third 
law  states  that  action  and  reaction  are  equal.  A  man  can- 
not lift  himself  by  his  boot  straps  for  the  reason  that  he 
presses  downwards  with  the  same  force  that  he  pulls 
upwards;  the  downward  reaction  equals  the  upward  action, 
and  is  opposite  to  it. 

In  springing  from  a  boat,  we  must  exercise  caution  or 
the  reaction  will  drive  the  boat  from  the  shore.  AVhen  we 
jump  from  the  ground,  we  tend  to  push  the  earth  from  us, 
while  the  earth  reacts  and  pushes  us  from  it. 

Example. — Two  men  pull  on  a  rope  in  opposite  directions,  each 
exerting  a  force  of  100  pounds;  what  is  the  force  that  the  rope 
resists  ? 

Solution. — Imagine  the  rope  to  be  fastened  to  a  tree,  and  that  one 
man  pulls  with  a  force  of  100  pounds.  The  rope  evidently  resists 
100  pounds.  According  to  Newton's  third  law,  the  reaction  of  the  tree 
is  also  100  pounds.  Now,  suppose  the  rope  to  be  slacked,  but  that  one 
end  is  still  fastened  to  the  tree ;  the  second  man  then  takes  hold  of  the 
rope  near  the  tree,  and  pulls  with  a  force  of  100  pounds,  the  first  man 
pulling  as  before.  The  resistance  of  the  rope  is  100  pounds,  as  before, 
since  the  second  man  merely  takes  the  place  of  the  tree.  He  is 
obliged  to  exert  a  force  of  100  pounds  to  keep  the  rope  from  slipping 
through  his  fingers.  If  the  rope  is  passed  around  the  tree,  and  each 
man  pulls  an  end  with  a  force  of  100  pounds  in  the  same  and  parallel 
directions,  the  stress  in  the  rope  is  100  pounds,  as  before,  but  the  tree 
must  resist  the  pull  of  both  men,  or  200  pounds. 
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53.  Dj-namics,  also  called  kinetics,  is  that  branch  of 
mechanics  that  treats  of  forces  and  their  effects  when  they 
produce  a  change  in  motion  in  the  bodies  on  which  they  act.  > 

53.  Statics  is  that  branch  of  mechanics  that  treats  of 
forces  and  their  effects  when  they  do  not  produce  a  change 
in  motio7i  in  the  bodies  on  which  they  act. 


GRAVITATION  AND  WEIGHT. 

54.  Every  body  in  the  universe  exerts  a  certain  attract- 
ive force  on  every  other  body,  which  tends  to  draw  the  two 
together.  To  scientists,  this  attractive  force  is  known  as 
gravitation. 

If  a  body  is  held  in  the  hand,  a  downward  pull  is  felt, 
and  if  the  hold  is  loosened,  the  body  will  fall  to  the  ground. 
This  pull,  which  we  commonly  call  weiglit,  is  the  attrac- 
tion between  the  earth  and  the  body. 

55.  The  attraction  between  the  earth  and  bodies  at  or 
near  its  surface  is  denoted  by  the  term  force  of  gravity. 
This  attraction  is  generally  considered  as  acting  along  the 
line  joining  the  center  of  gravity  of  the  body  and  the  center 
of  the  earth.  By  center  of  gravity  is  meant  that  point  of 
a  body  at  which  its  whole  weight  may  be  assumed  to  be 
concentrated. 

56.  The  weight  of  a  body  is  directly  proportional  to 
the  force  of  gravity.  From  this  it  follows  that  the  weight 
of  a  body  can  only  be  imiform  everywhere  if  the  force  of 
gravity  is  uniform.  As  a  matter  of  fact,  the  force  of 
gravity  varies  in  different  locations;  consequently,  the 
weight  of  the  body  is  not  the  same  at  all  points  on  the  surface 
of  the  earth.  This  has  been  conclusively  shown  by  sensitive 
spring  balances. 

ACCELERATING  AND  RETARDING  FORCES. 

67.  According  to  the  first  law  of  motion,  if  a  body  is 
set  in  motion  by  a  force  and  the  force  then  ceases  to  act, 
the  body  will  continue  to  move  at  the  rate  it  had  at  the 
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instant  the  action  of  the  force  was  discontinued,  unless 
acted  upon  by  some  other  force. 

If,  however,  a  force  acts  upon  a  body  for  a  given  period 
of  time,  say  1  second,  and  imparts  to  it  a  certain  amount  of 
motion,  and  then,  instead  of  ceasing  to  act,  acts  with  the 
same  intensity  during  the  next  second,  it  will  impart  to  the 
body  an  increase  in  velocity  equal  to  the  velocity  imparted 
during  the  first  second.  Then,  the  velocity  at  the  end  of 
the  second  second  will  be  twice  that  at  the  end  of  the  first. 
During  the  third  second  a  like  increase  in  velocity  will  be 
produced,  making  the  velocity  at  the  end  of  the  third  sec- 
ond three  times  as  great  as  at  the  end  of  the  first.  This 
uniform  increase  in  velocity  will  continue  as  long  as  the 
constant  force  continues  to  act  on  the  body.  A  constant 
force  when  producing  a  constant  acceleration  is  called  a 
constant  accelerating  force. 

58.  If  a  constant  force  is  applied  to  a  body  in  motion  in 
such  a  manner  that  it  opposes  the  motion,  its  effect  will  be 
to  reduce  the  motion  by  a  certain  amount,  which  will  be 
the  same  for  each  second  during  which  it  acts.  In  this 
case,  the  force  is  called  a  constant  retai'ding  force. 

We  thus  see  that  the  effect  of  a  constant  force  acting 
upon  a  body  in  motion  is  to  produce  a  uniform  acceleration 
or  retardation  in  the  velocity  of  motion  of  the  body,  it 
being  assumed  that  the  motion  of  the  body  is  not  opposed 
by  varying  resisting  forces. 

59,  Accelei'ation  Due  to  the  Force  of  Gravity. — If  a 

body  falls  freely  under  the  action  of  the  force  of  gravity, 
its  velocity  will  increase  at  a  uniform  rate ;  in  other  words, 
it  will  be  accelerated.  Since  the  force  of  gravity  varies  in 
different  localities,  it  follows  that  the  acceleration  produced 
by  it  is  not  everywhere  the  same.  The  greatest  range  in 
the  acceleration  due  to  the  force  of  gravity  in  the  United 
States  is  from  a  minimum  of  about  32.089  feet  per  second 
up  to  a  maximum  of  about  32.186  feet  per  second  for  each 
second.  In  the  latitude  of  Scranton,  Pa.,  and  at  the  level 
of  the  sea,  the  acceleration  is  nearly  32.16  feet  per  second: 
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this  value  will  be  used  in  all  calculations  in  this  Course  that 
involve  the  use  of  acceleration  due  to  the  force  of  gravity. 
In  accordance  with  the  practice  of  most  scientific  writers, 
we  will  denote  the  acceleration  due  to  the  force  of  gravity 
by  the  letter  _^. 

60.  Mass. — If  the  weight  of  a  body  at  any  place,  as 
determined  by  a  spring  balance,  is  divided  by  the  accelera- 
tion due  to  the  force  of  gravity  at  that  place,  a  numerical 
value  will  be  obtained  that,  for  the  same  body,  will  be  the 
same  wherever  it  may  be  weighed.  This  quotient  is  called 
the  mass  of  the  body,  and  is  generally  designated  by  the 
letter  ;//. 

Rule  4. —  To  find  tJie  mass  of  a  body,  divide  its  weight  by 
the  acceleration  due  to  the  force  of  gravity. 

Let  JF=  the  weight  of  a  body; 

g  =  acceleration  due  to  gravity; 
;;/  =  mass  of  the  body. 

Then,  w  =  — . 

Example. — What  is  the  mass  of  a  body  weighing  96.48  pounds  ? 

^      1    •       .,         1  96.48      ^       ^ 

Solution. — Applying  the  rule,  ;//  =  qo"t«  —  ^-     Ans. 

0/&.  lb 

01,  TjaAv  of  Ciravitation. — The  attractive  force  by 
which  one  body  tends  to  draw  another  body  toward  it  is 
directly  proportional  to  its  mass  and  inversely  proportional 
to  the  square  of  the  distance  between  their  centers  of  gravity. 

02.  Laws  of  Weight.— 

1.  /bodies  weigh  most  at  the  surface  of  the  earth.  Beloxv 
the  surface,  the  weight  decreases  directly  as  the  distance  to 
the  center  of  the  earth  decreases. 

2.  Above  the  surface,  the  weight  decreases  inversely  as  the 
square  of  the  distance. 

03.  Chaiijj:e  in  Motion  of  a  liody. — A  change  in  the 
motion  of  a  body  cannot  take  place  without  the  action  of 
an  accelerating  or  retarding  force.     The  force  required  to 


18  PRINCIPLES  OF  MECHANICS.  §  4 

produce  a  given  acceleration  or  retardation  in  a  body  is 
given  by  the  following  rule,  where 

f  =  force  in  pounds; 

a  =  acceleration  or  retardation  in  feet  per  second. 

Rule  o. — Midtiply  the  mass  of  the  body  by  the  accelera- 
tion, or  retardation,  in  feet  per  second. 

Or,  f=-  ma. 

W  .  .  W 

Since  ;//  =  —  (see  rule  4),  this  may  also  be  written /"=  —  a. 

S  S 

Example. — What  force  will  be  required  to  give  a  body  weighing 
90  pounds  an  acceleration  of  5  feet  per  second  ? 
Solution. — Applying  rule  5,  we  get 

/=QraX  5  =  13.99+ lb.,  say  141b.     Ans. 

64,  According  to  the  first  law  of  motion,  a  body  in 
motion  not  acted  upon  by  any  external  force  will  continue 
its  motion  without  any  further  application  of  a  force.  In 
practice,  however,  the  motion  of  a  body  is  always  opposed 
by  some  resisting  force  or  forces.  According  to  the  third 
law  of  motion,  the  force  required  to  overcome  the  resistance 
is  equal  to  the  resistance. 

The  opposing  forces  are  usually  constant,  or  nearly  so. 
Taking  the  opposing  forces  into  account,  the  actual  force 
required  to  accelerate  a  body  meeting  with  resistance  will 
be  the  sum  of  the  accelerating  force  and  the  opposing  forces. 

Illustration. — Imagine  a  weight  of  321.6  pounds  to  be  lying  on  a 
smooth  plane  surface.  Assume  that  it  has  been  determined  experi- 
mentally that  a  force  of  100  pounds  is  required  to  be  exerted  con- 
tinually to  overcome  the  friction  between  the  weight  and  the  surface. 
What  force  will  be  required  to  produce  an  acceleration  of  2  feet  per 
second  ? 

321  6 
By  rule  5,  the  accelerating  force  is    „  '    x  2  =  20  pounds.      As  a 

oa.  lb 

force  of  100  pounds  must  be  exerted  continually  to  overcome  the  resist- 
ance due  to  friction,  a  force  of  100  +  20  =;  120  pounds  will  be  required 
to  produce  the  required  acceleration. 

65.  The  question  is  often  asked,  what  force  is  required 
to  start  a  flywheel  and  keep  it  going  at  a  stated  number  of 
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revolutions  per  minute  ?  This  question,  or  similar  questions, 
cannot  be  answered  without  knowing  the  time  in  which  the 
flywheel  is  to  attain  the  given  speed.  An  accelerating 
force  depending  on  the  mass  of  the  wheel,  its  diameter,  the 
distribution  of  the  material  of  which  it  is  made,  the  time  of 
acceleration,  and  the  constant  resistances,  is  required  to 
bring  the  wheel  up  to  its  speed.  When  this  speed  has  been 
attained,  the  force  required  to  keep  it  going  will  be  that 
required  to  overcome  the  frictional  and  air  resistances. 


MOMENTUM. 

66.  Experience  teaches  us  that  the  same  force  acting 
upon  bodies  of  different  weights  produces  different  effects. 
For  example,  if  a  given  force  imparts  a  velocity  of  10  feet 
per  second  in  a  certain  time  to  a  body  weighing  1  pound,  we 
know  from  experience  and  observation  that  it  cannot  impart 
the  same  velocity  in  the  same  time  when  acting  upon  a  body 
weighing  1,000  pounds. 

Scientists  have  shown  that  the  velocity  imparted  to  a  body 
in  a  given  time  by  a  force  varies  directly  as  the  force  and 
inversely  as  the  mass  of  the  body.  Hence,  forces  may  be 
compared  with  one  another  by  comparing  their  effects  in 
imparting  velocities  to  bodies  whose  masses  are  known. 

67.  The  product  obtained  by  multiplying  the  mass  of  a 
body  by  its  velocity  in  feet  per  second  is  called  the  niomeii- 
tuiu  of  the  body;  it- represents  the  magnitude  of  the  force 
that  will  produce  the  given  velocity  in  the  body  in  1  second. 
Hence,  we  may  call  momentum  the  time  effect  of  a  force. 

68.  According  to  the  third  law  of  motion,  action  and 
reaction  are  equal  to  each  other.  Consequently,  if  the 
force  required  to  produce  a  stated  momentum  in  a  given 
time  is  known,  it  is  likewise  known  what  force  is  required  to 
destroy  this  momentum,  or  to  bring  the  body  to  rest,  in  an 
equal  period  of  time. 

When  a  liquid  body  is  flowing  in  a  stream,  as  from  a 
nozzle,  the  weight  to  be  considered  in  problems  involving 
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momentum  is  the  weight  of  the  liquid  discharged  in  1  second. 
For  example,  let  it  be  required  to  estimate  the  force  with 
which  a  man  must  hold  the  nozzle  of  a  fire  hose  to  prevent 
its  slipping  through  his  hands  when  a  stream  of  water  issues 
from  it  with  a  velocity  of  20  feet  per  second, the  area  of  the 
opening  in  the  nozzle  being  1  square  inch  and  the  weight  of 
a  cubic  inch  of  water  .0361  pound.  The  volume  of  water 
discharged  in  1  second  is  1  x  12  X  20  =  240  cubic  inches, 
and  since  the  weight  of  1  cubic  inch  is  .0361  pound,  the 
weight  discharged  per  second  is  240  X  .0361  =  8.664  pounds. 

The  momentum  of  the  stream  is  ^'    ,  .  x  20  =  5.38  pounds. 

32.16 

This  is  the  constant  force   required  to  give  a  body  of  water 

weighing  8.664  pounds  a  velocity  of  20  feet  per  second,  in 

1  second ;  it  also    represents  the  magnitude  of  the  reaction 

on  the  nozzle,  and  the  man  must  hold  the  nozzle  with  a  force 

equal  to  the  reaction,  or  5.38  pounds,  in  order  to  prevent  its 

slipping  through  his  hands. 


WORK,  POWEii,  XN\y  e:n^ekgy. 


WORK. 

69.  Woi'k  is  the  overcoming  of  resistance  continually 

occurring  along  the  path  of  motion. 

Motion  in  itself  is  not  work ;  a  force  must  overcome  a 
resistance  in  order  that  work  may  be  done. 

70.  Unit  of  AYork. — The  unit  by  which  the  work  done 
by  a  force  is  measured  is  the  work  done  in  overcoming  a 
resistance  of  1  pound  through  a  space  of  1  foot ;  this  unit  is 
called  a  foot-pound.  According  to  the  definition,  it  may 
be  considered  as  the  force  required  to  raise  1  pound  1  foot 
vertically.     All  work  is  measured  by  this  standard. 

A  horse  going  up  a  hill  does  an  amount  of  work  equal  to 
its  own  weight,  plus  the  weight  of  the  wagon  and  its  con- 
tents, plus  the  frictional  resistances  reduced  to  an  equivalent 
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weight,  multiplied  by  the  vertical  height  of  the  hill.  Thus, 
if  the  horse  weighs  1,200  pounds,  the  wagon  and  contents 
1,200  pounds,  and  the  frictional  resistances  equal  400  pounds, 
then  if  the  vertical  height  of  the  hill  is  100  feet,  the  work 
done  is  equal  to  (1,200  +  1,200+400)  X  100  =  280,000  foot- 
pounds. 

Rule  6. — In  all  cases  tJie  force  {or  resistance^  ninliiplicd 
by  the  distance  through  luhieh  it  acts  equals  the  zvork.  If  a 
zveight  is  raised,  the  zueight  multiplied  by  the  vertical  height 
of  the  lift  equals  the  i^'ork. 

71.  The  total  amount  of  work  done  in  overcoming  a 
given  resistance  through  a  given  distance  is  independent  of 
time;  that  is,  it  is  immaterial  whether  it  takes  1  minute  or 
1  year  in  which  t(^  do  it;  but  in  order  to  compare  the  rate 
at  which  work  is  done  by  different  machines  with  a  common 
standard,  time  must  be  considered.  If  one  machine  does  a 
certain  amount  of  Avork  in  10  minutes  and  another  machine 
does  exactly  the  same  amount  of  work  in  5  minutes,  the 
second  machine  can  do  twice  as  much  work  as  the  first  in 
an  equal  period  of  time. 


POAVEK. 

73.     Power  is  a  term  used  to  denote  the  rate  at  which 

work  is  done. 

73.  The  common  unit  used  for  expressing  the  rate  at 
which  work  is  done  is  the  lioi*sepoAver. 

One  horsepower  is  33,000  foot-pounds  of  work  per  minute; 
in  other  words,  it  is  33,000  pounds  raised  vertically  1  foot  in 
1  minute,  or  1  pound  raised  vertically  33,000  fee't  in  1  min- 
ute, or  any  combination  that  will,  when  multiplied  together, 
give  33,000  foot-pounds  in  1  minute.  Thus,  the  work  done 
in  raising  110  pounds  vertically  5  feet  in  1  second  is  a 
horsepower;  for,  since  in  1  minute  there  are  60  seconds, 
110  X  5  X  60  =  33,000  foot-pounds  in  1  minute. 

Example. — In  a  steam  engine  the  force  impelling  tlie  piston  for- 
wards and  backwards  is   10,000  pounds.     This   force   overcomes  the 
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resistance  due  to  the  load  at  the  rate  of  600  feet  per  minute ;  that  is,  it 
moves  the  piston  back  and  forth  at  that  rate.  What  is  the  horsepower 
of  the  engine  ? 

Solution. — According  to  rule  6,  the  work  done  is  10,000  X  600 
=  6,000,000  foot-pounds  per  minute.  Then,  as  33,000  foot-pounds  per 
minute  represent  a  horsepower,  the  horsepower  of  the  engine  is 
6,000,000  -5-  33,000  =  181.818.     Ans. 


ETiTERGY. 

74.  Energy  is  a  term  used  to  express  the  ability  of  an 
agent  to  do  work. 

75.  Kinetic  Energy. — If  we  have  a  body  at  rest,  a  cer- 
tain amount  of  force  must  be  exerted  and  a  certain  amount 
of  work  must  be  done  to  set  it  in  motion.  A  part  of  this 
force  will  be  required  to  overcome  those  resistances  outside 
of  the  body,  such  as  friction  and  the  resistance  of  the  air, 
that  oppose  the  motion  of  all  bodies  with  which  we  have  to 
do;  another  part  acts  to  overcome  the  inertia  of  the  body, 
to  start  it  from  its  state  of  rest,  and  give  it  motion  (see 
Newton's  first  law).  The  force  that  overcomes  the  resist- 
ance due  to  the  inertia  of  the  body  does  work,  and  the  work 
so  performed  is  stored  in  the  body;  in  being  brought  to 
rest,  the  body  is  capable  of  overcoming  a  resistance  and 
of  doing  an  amount  of  work  exactly  equal  to  the  work 
expended  in  giving  it  motion.  The  ability  that  the  moving 
body  has  to  do  work  while  being  brought  to  rest  is  called 
the  kinetic  energy  of  the  body. 

76.  Rule    for    tlie    Energy   of  a    Moving   Body.— 

Let  w=z  weight  of  body  in  pounds; 

2/  =  its  velocity  in  feet  per  second ; 
E  =  kinetic  energy  in  foot-pounds. 

Then,  the  kinetic  energy  of  a  moving  body  may  be  found 
as  follows: 

Rule  7. — Multiply  the  weight  of  the  body  by  the  square 
of  its  velocity  and  divide  the  product  by  tzvice  the  acceleratio7i 
due  to  the  force  of  gravity. 
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Thus,  if  a  weight  is  raised  a  certain  height,  an  amount 
of  work  is  done  equal  to  the  product  of  the  weight  and  the 
vertical  height.  If  a  weight  is  suspended  at  a  certain 
height  and  allowed  to  fall,  it  will  do  the  same  amount  of 
work  in  foot-pounds  that  was  required  to  raise  the  weight  to 
the  height  through  which  it  fell. 

Example  1. — If  a  body  weighing  25  pounds  falls  from  a  height  of 
100  feet,  how  much  work  can  it  do  ? 

SoLaTiON.— Work  =  u>  /t  =  2G  X  100  =  2,500  ft.-lb.     Ans. 

It  requires  the  same  amount  of  work  or  energy  to  stop  a 
body  in  motion  within  a  certain  time  as  it  does  to  give  it 
that  velocity  in  the  same  length  of  time. 

Example  2. — A  body  weighing  50  pounds  has  a  velocity  of  100  feet 
per  second;  what  is  its  kinetic  energy  ? 

Solution.— Kinetic  energy  =  — -^  =     ^7  or.      =  7,773.63  ft.-lb. 

64.32  64.32 

Ans. 

Example  3. — In  the  last  example,  how  many  horsepower  will  be 

required  to  give  the  body  this  amount  of  kinetic  energy  in  3  seconds  ? 

Solution. —    1  horsepower  =  33,000  pounds  raised  1  foot  in  1  minute- 

If  7,773.63  foot-pounds  of  work  are  done  in  3  seconds,  in  1  second 

there  will  be  done  '  ' —  =  2,591.21  foot-pounds  of  work.  1  horse- 
power =  33,000  foot-pounds  per  minute  =  33,000  -=-  60  =  550  foot-pounds 
per  second. 

The  number  of  horsepower  required  will  be 

--„      =  4.7113  H.  P.     Ans. 
550 

77.  Potential  energy  is  /a tent  energy;  it  is  the  energy 
that  a  body  at  rest  is  capable  of  giving  out  under  certain 
conditions. 

If  a  stone  is  suspended  by  a  string  from  a  high  tower,  it 
has  potential  energy.  If  the  string  is  cut,  the  stone  will  fall 
to  the  ground,  and  during  its  fall  its  potential  energy  will 
change  into  kinetic  energy,  so  that  at  the  instant  it  strikes 
the  ground  its  potential  energy  is  wholly  changed  into  kinetic 
energy 
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At  a  point  equal  to  one-half  the  height  of  the  fall,  the 
potential  and  kinetic  energies  are  equal.  At  the  end  of 
the  first  quarter  the  potential  energy  is  three-fourths  and 
the  kinetic  energy  one-fourth;  at  the  end  of  the  third 
quarter  the  potential  energy  is  one-fourth  and  the  kinetic 
energy  three-fourths. 

A  pound  of  coal  has  a  certain  amount  of  potential  energy. 
When  the  coal  is  burned,  the  potential  energy  is  liberated 
and  changed  into  kinetic  energy  in  the  form  of  heat.  The 
kinetic  energy  of  the  heat  changes  water  into  steam,  which 
thus  has  a  certain  amount  of  potential  energy.  The  steam 
acting  on  the  piston  of  an  engine  causes  it  to  move  through 
a  certain  space,  thus  overcoming  a  resistance,  changing  the 
potential  energy  of  the  steam  into  kinetic  energy,  and  thus 
doing  work. 

Potential  energy,  then,  is  the  energy  stored  within  a  body 
that  may  be  liberated  and  produce  motion,  thus  generating 
kinetic  energy  and  enabling  work  to  be  done. 

78.  The  principle  of  conservation  of  energy  teaches 
that  energy,  like  matter,  can  never  be  destroyed.  If  a 
clock  is  put  in  motion,  the  potential  energy  of  the  spring  is 
changed  into  kinetic  energy  of  motion,  which  turns  the 
wheels,  thus  producing  friction. 

The  friction  produces  heat,  which  dissipates  into  the  sur- 
rounding air,  but  still  the  energy  is  not  destroyed — it  merely 
exists  in  another  form. 

79.  Work    of  Acceleration  and   Retardation.  —  The 

theoretical  amount  of  work  that  must  be  done  in  order  te 
start  a  body  from  a  state  of  rest  and  accelerate  it  until  it 
reaches  a  given  velocity  is  equal  to  the  kinetic  energy  of 
the  body  at  the  given  velocity.  Likewise,  the  theoretical 
amount  of  work  that  must  be  done  on  a  moving  body  to 
retard  it  and  finally  bring  it  to  rest  is  equal  to  the  kinetic 
energy  the  moving  body  possessed  at  the  moment  retarda- 
tion began.  The  work  that  must  be  done  in  changing  the 
velocity  of  a  body  is  equal  to  the  difference  in  the  kinetic 
energies  at  the  initial  and  final  velocities.     Since  the  motion 
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of  all  bodies  is  opposed  by  some  resisting  force  or  forces,  the 
actual  amount  of  work  required  to  give  a  body  the  given 
velocity  will  be  the  sum  of  the  work  of  acceleration  and  the 
work  required  to  overcome  the  outside  resisting  forces. 

Example  1. — A  body  weighing  1,000  pounds  is  started  from  rest 
and  is  to  attain  a  velocity  of  88  feet  per  second  in  2  minutes,  passing 
over  a  distance  of  5,280  feet  in  that  time.  If  a  constant  force  of 
120  pounds  must  be  exerted  to  overcome  the  frictional  resistances, 
what  work  must  be  done  ? 

Solution. — According  to  this  article,  the  work  required  to  accelerate 

the  body  is        ^.  _,,. —  =  120,398  foot-pounds.     As  a  constant  force  of 
64.  d2 

120  pounds  must  act  through  a  distance  of  5,280  feet  to  overcome  the 

frictional  resistances,  the  work  done  in  overcoming  friction  is  5,280 

X  120  =  G;j3,G00  foot-pounds.     Then,  the  total  amount  of  work  done  is 

120,398  +  633,600  =  753,998  ft.-lb.     Ans. 

E.XAMPLE  2.— What  horsepower  will  be  required  to  do  the  work  cal- 
culated in  the  last  example  ? 

Solution. — As  the  work  is  done  in  2  minutes,  the  horsepower  is 
753,998 


2  X  33,000 


=  11.424  H.  P.,  nearly.     Ans. 


FORCK   OF  A   KLOW. 

8<).  The  questions  are  frequently  asked,  with  what  force 
will  a  falling  hammer  strike,  or  with  what  force  will  a  pro- 
jectile lired  from  a  gun  strike  an  object  ?  These  questions 
cannot  be  answered  directly,  as  they  are  based  on  a  miscon- 
ception. A  moving  body  possesses  kinetic  energy,  or  ability 
to  do  work,  which  ability  can  only  be  expressed  in  foot- 
pounds, but  not  in  pounds  of  force,  since  the  work  done  by 
the  hammer  or  i)rojcctile  in  coming  to  rest  is  not  a  manifes- 
tation of  force,  but  of  energy. 

Work  is  the  product  of  force  into  distance;  hence,  if  the 
amount  of  work  a  Vjody  has  done  or  is  capable  of  doing  is 
known,  the  force  can  be  determined  for  each  case  if,  by  some 
means,  it  is  possible  to  determine  exactly  the  distance  in 
which  the  work  is  done.  This  distance  depends  on  vari- 
ous resistances,  such  as  that  due  to  moving  the  oliject 
struck,  the  resistance  to  penetration,  friction,  the  resistance 
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to  shearing  or  deformation  of  the  body,  etc.  The  distance 
through  which  these  resisting  forces  act  is  generally  inde- 
terminate, and  since  the  average  of  the  resisting  forces 
varies  generally  with  the  distance,  this  average  resisting 
force  is  also  indeterminate;  hence,  the  force  that,  acting 
through  a  distance,  will  absorb  all  the  kinetic  energy  of  the 
hammer  or  projectile  cannot  be  determined  for  the  practical 
reasons  given. 

COMPOSITION  AND  RESOIiUTION  OF  FORCES. 

81.  According  to  Art.  44,  in  order  that  forces  may  be 
compared  with  one  another,  three  conditions  must  be  ful- 
filled. These  conditions  may  all  be  repre- 
sented  by  a  line ;  hence,  we  may  represent 
forces  by  lines.  Thus,  in  Fig.  2,  let  A  be 
the  point  of  application  of  the  force,  let  the  length  of  the 
line  A  B  represent  its  magnitude,  and  let  the  arrowhead 
indicate  the  direction  in  which  the  force  acts;  then,  the 
line  A  B  fulfils  the  three  conditions  and  the  force  is  fully 
represented. 


Fig.  2. 


COMPOSITION  OF  FORCES. 

83.  When  two  or  more  forces  act  upon  a  body  at  the 
same  time  along  lines  that  meet  in  a  common  point,  their 
combined  effect  on  the  body  may  be  obtained  by  an  applica- 
tion of  the  principle  of  the  triangle  of  forces. 

In  Fig.  3  {pi),  let  A  and  B  be  two  forces  having  the  mag- 
nitudes and  directions  represented  by  the  two  lines.     To  find 


the  effect  due  to  the  combined  action  of  these  two  forces, 
draw  in  any  convenient  location  a  line  parallel  to  either  of  the 
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lines  representing  the  two  forces,  making  it  equal  in  length, 
to  some  scale,  to  the  magnitude  of  the  force.  Mark  upon 
it  an  arrowhead  pointing  in  the  same  direction  as  the  arrow- 
head on  the  line  representing  the  force.  Then,  from  one 
extremity  of  the  line  just  drawn  draw  a  line  parallel  to  the 
line  representing  the  second  force  and  equal  in  length,  to  the 
same  scale,  to  the  magnitude  of  the  second  force,  and  mark 
the  arrowhead  upon  it.  It  is  essential  that  the  second  line 
be  so  drawn  that  when  passing  over  the  two  lines  with  a 
pencil,  commencing  at  the  beginning  of  either  force,  the 
arrowheads  will  both  point  in  the  same  direction  in  reference 
to  the  direction  of  motion  of  the  pencil. 

The  second  line  may  be  drawn  from  either  end  of  the  first 
line,  but  its  direction  must  be  made  to  fulfil  the  above  abso- 
lutely essential  condition.  Thus,  in  Fig.  3  {b),  the  line  B' 
has  been  drawn  from  the  right-hand  extremity  of  A'.  Start- 
ing at  a  with  a  pencil  and  moving  toward  b,  the  pencil  wil' 
move  in  the  direction  in  which  the  arrowhead  on  A'  points. 
Passing  over  B'  from  b  to  c,  the  pencil  will  move  in  the 
direction  in  which  the  arrowhead  on  B'  points;  we  thus  see 
that  the  lines  are  drawn  correctly  in  reference  to  each  other. 

In  Fig.  3  (<:),  the  line  B'  has  been  drawn  from  the  left-hand 
extremity  of  A'.  Starting  at  c  and  following  up  the  lines, 
it  is  seen  that  in  this  case  the  arrowheads  both  point  in  the 
same  direction  relative  to  the  direction  of  motion  of  the 
pencil,  thus  showing  the  lines  to  be  located  correctly. 

The  two  lines  having  been  drawn,  complete  the  triangle 
by  drawing  the  line  C.  This  line,  called  the  resultant, 
represents  the  combined  effect  of  the  two  forces ;  it  gives 
the  direction  along  which  the  two  forces  will  act  when  com- 
bined. The  magnitude  of  their  combined  effect  is  found  by 
measuring  this  line  by  the  scale  with  which  A'  and  B'  were 
laid  off.  The  resultant  will  always  have  a  direction  opposite 
in  sense  to  that  of  the  forces;  that  is,  if  we  pass  a  pencil 
around  the  triangle  in  the  direction  in  which  the  arrowheads 
on  the  lines  A'  and  j5' point,  the  arrowhead  on  C,  represent- 
ing the  direction  of  action  of  the  resultant,  must  point  in  a 
direction  opposite  to  that  in  which  the  pencil  moves. 
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83.  In  practice  it  is  often  desired  to  find  not  only  the 
magnitude  and  direction,  but  2l\so  ih^  actual  location  of  the 
resultant,  the  magnitudes  and  lines  of  action  of  the  two 
forces  being  known.  (By  location  of  the  forces  and  result- 
ant is  meant  the  location  of  the  lines  along  which  the  forces 
actually  act.)  This  can  readily  be  done  by  producing  the 
lines  giving  the  location  of  the  forces  until  they  meet  and 
then  drawing  the  triangle  of  forces  with  their  point  of 
intersection  as  the  starting  point.        ' 

Illustration. — In  Fig.  4  is  shown  a  head-frame  erected  at  the 
mouth  of  a  deep,  vertical  shaft.     The  hoisting  rope  that  leads  to  the 
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hoisting  engine  passes  over  a  sheave  at  the  top  of  the  head-frame.  A 
weight  of  1,500  pounds  hangs  at  the  end  of  the  rope.  Neglecting  the 
weight  of  the  rope  and  sheave,  what  is  the  total  pressure  on  the  bear- 
ings of  the  sheave  ? 

According  to  Art.  51,  the  stress  in  both  parts  of  the  hoisting  rope 
is  1,500  pounds.     The   part   A  B  of  the   rope  supports   the  weight: 
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consequently,  the  force  acting  along  A  B  is  downwards.  The  force 
acting  along  C  D  is  the  pull  exerted  by  the  engine  and  is  toward  the 
engine.  To  find  the  resultant  of  these  two  forces,  draw  the  triangle  of 
forces.  Choosing  a  scale  of  1  inch  per  1,000  pounds,  draw  the  line  £  J^ 
parallel  to  CD,  making  it  jggj  =  1.5  inches  long.  From  F  draw  FG 
parallel  to  A  B  and  |^gj  =  1.5  inches  long.  Join  Band  G\  then  EG 
will  be  the  resultant  whose  magnitude  is  measured  by  the  same  scale. 
Measuring  EG,  it  is  found  to  be  2.75  inches  long.  As  each  inch  repre- 
sents 1,000  pounds,  the  magnitude  of  the  resultant  is  2.75  X  1,000 
=  2,750  pounds. 

To  find  the  actual  location  of  the  resultant  in  reference  to  A  B 
and  CD,  produce  both  lines,  as  shown  in  dotted  lines,  until  they 
intersect  at  E'.  Starting  the  triangle  of  forces  at  E' ,  lay  off  E'  F' 
—  1.5  inches.  From  F'  draw  F'  G'  —  1.5  inches  and  parallel  to  A  B. 
Join  E'  G'.  Upon  measurement  it  is  found  to  be  2,750  pounds.  As 
inspection  shows  that  the  resultant  passes  through  the  center  of  the 
bearings,  the  total  pressure  on  the  bearings  is  2,750  pounds.     Ans. 


RESOLUTIOX  OF  FORCES. 

84.  Since  two  forces  can  be  combined  to  form  a  single 
resultant  force,  we  may  also  treat  a  single  force  as  if  it  were 
the  resultant  of  two  forces 
whose  action  upon  a  body 
will  be  the  same  as  that  of 
a  single  force.  Thus,  in 
Fig.  5,  the  force  O  A  may 
be  resolved  into  two  forces 
0B2indBA.  If  the  force 
O  A  acts  upon  a  body  B^ — 
moving  or  at  rest  upon  a  P'^-  *• 

horizontal  plane,  and  the  resolved  force  O  B  is  vertical 
and  BA  horizontal,  OB,  measured  to  the  same  scale  as  OA, 
is  the  magnitude  of  that  part  of  O  A  that  pushes  the  body 
dozvmi'ards,  while  B  A  is  the  magnitude  of  that  part  of  the 
force  O  A  that  is  exerted  in  pushing  the  body  in  a  horizontal 
direction.  O  B  and  B  A  are  called  the  components  of  the 
force  OA,  and  when  these  components  are  vertical  and 
horizontal,  as  in  the  present  case,  they  are  called  the  verti- 
cal cojnporient  and  the  horizontal  cojnponent  of  the  force  O  A. 
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85.  It  frequently  happens  that  the  position,  magnitude, 
and  direction  of  a  certain  force  is  known,  and  that  it  is 
desired  to  know  the  effect  of  the  force  in  some  direction 
other  than  that  in  which  it  acts.  Thus,  in  Fig.  5,  suppose 
that  O  A  represents,  to  some  scale,  the  magnitude,  direction, 
and  line  of  action  of  a  force  acting  upon  a  body  at  A,  and 
that  it  is  desired  to  know  what  effect  O  A  produces  in  the 
direction  B  A.  Now  B  A,  instead  of  being  horizontal,  as  in 
the  figure,  may  have  any  direction.  To  find  the  value  of 
the  component  oi  O  A  which  acts  in  the  direction  B  A,  we 
use  the  following  rule : 

Rules. — Fran  one  extremity  of  the  line  representing  the 
given  force,  drazv  a  line  parallel  to  the  direction  in  which 
it  is  desired  that  the  component  shall  act ;  from  the  other 
extremity  of  the  given  force,  draw  a  line  perpendicular  to  the 
component  first  drawn,  and  intersecting  it.  The  length  of 
the  component,  measured  from  the  point  of  intersection  to  the 
intersection  of  the  component  with  the  given  force,  will  be 
the  magnitude  of  the  effect  produced  by  the  given  force  in  the 
required  directio?i. 

Thus,  suppose  O  A,  Fig.  5,  represents  a  force  acting 
upon  a  body  resting  upon  a  horizontal  plane,  and  it  is 
desired  to  know  what  vertical  pressure  O  A  produces  on  the 
body.  Here  the  desired  direction  is  vertical;  hence,  from 
one  extremity,  as  O,  draw  O  B  parallel  to  the  desired  direc- 
tion (vertical  in  this  case),  and  from  the  other  extremity 
draw  A  B  perpendicular  to  O  B  and  intersecting  O  B  at  B. 
Then  OB,  when  measured  to  the  same  scale  as  O  A,  will  be 
the  value  of  the  vertical  pressure  produced  by  O  A. 

86.  Tangential  Pressure. — One  of  the  most  familiar 
applications  of  the  principle  of  the  resolution  of  forces 
occurring  in  steam  engineering  is  the  case  of  the  connecting- 
rod  and  crank.  When  the  piston  is  at  the  end  of  its  stroke 
and  the  crankpin  is  in  a  line  drawn  through  the  center  of 
the  cylinder  and  crank-shaft,  a  position  that  is  expressed  by 
saying  the  engine  is  "on  the  center,"  the  pressure  of  the 
connecting-rod  on  the  crankpin  acts  directly  against  the 
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bearings  of  the  shaft  and  there  is  no  turning  effect  on 
the  pin.  After  the  pin  leaves  the  center,  the  pressure 
exerted  on  it  by  the  connecting-rod  may  be  resolved  into  two 
components:  One  of  these  components  acts  in  the  direction 
of  the  center  line  PO  oi  the  crank  (see  Fig.  G)  and  merely 
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exerts  a  pressure  on  the  bearings  of  the  shaft;  the  other 
component  acts  along  the  line  y^  ^  at  right  angles  to  the 
center  line  PO  and  tangent  to  the  circle  described  by  the 
crankpin.  This  is  the  force  that  tends  to  turn  the  crank 
and  is  called  the  tangential  pressure  on  the  crankpin. 
When  the  crank  is  on  the  center,  there  is  no  tangential 
pressure  on  the  pin  and  no  tendency  to  turn  the  crank. 
The  tangential  pressure  gradually  increases  as  the  pin  leaves 
the  center  and  becomes  greatest  at  the  point  where  the  con- 
necting-rod and  crank  are  at  right  angles  to  each  other;  it 
then  decreases  until  the  next  center  is  reached.  At  the 
position  where  the  connecting-rod  and  crank  are  at  right 
angles  to  each  other,  the  tangential  pressure  on  the  pin  is 
equal  to  the  total  pressure  exerted  on  it  by  the  connecting 
rod,  and  there  is  no  component  in  the  direction  of  the  center 
line  PO  oi  the  crank. 
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Example. — If  a  force  of  3,000  pounds  acts  along  the  connecting-rod  a 
in  the  direction  of  the  arrow  (see  Fig.  6),  what  is  the  tangential  pres- 
sure on  the  crankpin  ? 

Solution. — As  the  tangential  pressure  is  the  pressure  perpendicu- 
lar to  the  crank,  draw  A  B  through  the  crankpin  center  at  right 
angles  to  the  center  line  of  the  crank ;  A  B  then  represents  the  line 
along  which  the  tangential  pressure  acts.  Then,  in  any  convenient 
location,  draw  CD  parallel  to  the  connecting-rod.  Choosing  a  scale  of 
2,000  pounds  n=  1  inch,  make  the  line  CD  3,000  -^  3,000  =  \\  inches 
long.  From  D  draw  an  indefinite  line  D  E  parallel  to  A  B,  and 
draw  CE  perpendicular  to  D  E.  Now  ED,  measured  to  the  scale 
adopted,  will  be  the  magnitude  of  the  tangential  pressure  for  the  posi- 
tion of  the  crank  and  connecting-rod  shown  in  the  figure.  Upon 
measurement,  it  is  found  to  be  1.3  inches  long.  Then  1.3  X  2,000 
=  2,600  lb.,  the  tangential  pressure.     Ans. 

87.  When  the  total  pressure  on  the  piston  rod  of  a  steam 
engine  is  known,  the  force  acting  along  the  connecting-rod 
and  the  force  acting  upon  the  guides  can  be  determined  by 
the  following  application  of  the  principle  of  the  resolution 
of  force : 

Draw  a  line,  as  A  B^  Fig.  7,  parallel  to  the  line  of  motion 
of  the  crosshead  a.     Make  its  length,  to  some  scale,  equal  in 


FIG.  7. 

magnitude  to  the  force  impelling  the  piston.  From  one 
extremity  oi  A  B  draw  a  line  B  C  parallel  to  the  center  line 
of  the  connecting-rod  b.  From  the  other  extremity  oi  A  B 
draw  a  line  at  a  right  angle  to  A  B,  producing  it  until  it 
intersects  the  line  B  Cdit  D.  Then,  B  D  represents  the  force 
acting  along  the  connecting-rod  and  A  D  represents  the 
force  acting  upon  the  guides. 
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FRICTION. 

88,  Friction  is  the  resistance  that  a  body  meets  with 
from  the  surface  upon  which  it  moves. 

89,  The  ratio  between  the  resistance  to  the  motion  of  a 
body  due  to  friction  and  the  perpendicular  pressure  between 
the  surfaces  is  called  the  coefflcient  of  friction. 

If  a  weight  W^  as  in  Fig.  8,  rests  upon  a  horizontal  plane, 
and  has  a  cord  fastened  to  it  passing  over  a  pulley  «,  from 


100  lb. 

w 

(o 

^^— 

10  lb. 


Fig.  8. 


which  a  weight  P\s  suspended,  then,  if  P  is  just   sufficient 

P 
to  start  Wy  the  ratio  of  P  to  IV,  or  jp,  is  the  coefficient  of 

friction  between  IK  and  the  surface  it  slides  upon.  The 
weight  W  is  the  perpendicular  pressure,  and  /^  is  the  force 
necessary  to  overcome  the  resistance  to  the  motion  of  W 
due  to  friction.     If  JF  =  100  pounds  and  P=  IQ  pounds,  the 

P 

coefficient  of  friction  for  this  particular  case  would  be  ttj 

yy 

=  ^  =  .1. 

100 

90.     Xiaws  of  Friction 

1.  Friction   is  directly  proportional  to   the  perpendicular 
pressure  betzvcen  the  two  surfaces  in  contact. 

2.  Friction  is  independent  of  the  extent  of  the  surfaces  in 
contact  when  the  total  perpendicular  pressure  remains  the  same. 

3.  Friction  increases  tvith  the  roughness  of  the  surfaces. 

4.  Friction  is  greater  between  surfaces  of  the  same  mate- 
rial than  between  those  of  different  materials. 
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5.  Friction  is  greatest  at  the  beginning  of  motion. 

6.  Friction  is  greater  between  soft  bodies  than  between 
hard  ones. 

7.  Rolling  friction  is  less  than  sliding  friction. 

8.  Friction  is  diminished  by  polishing  or  lubricating  the 
surfaces. 

91.  Law  1  shows  why  the  friction  is  so  much  greater  on 
journals  after  they  begin  to  heat  than  before.  The  heat 
causes  the  journal  to  expand,  thus  increasing  the  pressure 
between  the  journal  and  its  bearing,  and,  consequently, 
increasing  the  friction. 

Law  2  states  that,  no  matter  how  small  may  be  the  sur- 
face that  presses  against  another,  if  the  perpendicular  pres- 
sure is  the  same  the  friction  will  be  the  same.  Therefore, 
large  surfaces  are  used  where  possible,  not  to  reduce  the 
friction,  but  to  reduce  the  wear  and  diminish  the  liability  of 
heating. 

For  instance,  if  the  perpendicular  pressure  between  a 
journal  and  its  bearing  is  10,000  pounds,  and  the  coefficient 
of  friction  is  .2,  the  amount  of  friction  is  10,000  X  .2 
=  2,000  pounds.  Suppose  that  the  area  receiving  the  pres- 
sure is  80  square  inches,  then  the  amount  of  friction  for 
each  square  inch  is  2,000  -^  80  =  25  pounds. 

If  the  area  receiving  the  pressure  had  been  160  square 
inches,  the  friction  would  have  been  the  same,  that  is,  2,000 
pounds;  but  the  friction  per  square  inch  would  have  been 
2,000  -=-  160  =  12^  pounds,  just  one-half  as  much  as  before, 
and  the  wear  and  liability  to  heat  would  be  one-half  as 
great  also. 

92.  The  values  of  the  coefficient  of  friction  given  in  the 
following  tables  are  average  values  determined  by  General 
Morin,  many  years  ago.  Under  certain  conditions  the 
coefficient  may  be  considerably  less  than  is  given  in  the 
tables;  it  varies  greatly,  but  the  variation  depends  on  so 
many  conditions  and  the  numerous  experiments  that  have 
been  made  have  given  such  contradictory  results  that  no 
definite  rules  have  yet  been  derived  for   determining  the 
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exact  values  under  any  condition.  The  student  is,  there- 
fore, advised  to  use  the  values  given  in  the  tables,  except 
where  careful  experiments  have  been  made  that  give  relia- 
ble values  for  the  particular  case  under  consideration.  To 
find  the  force,  in  pounds,  necessary  to  overcome  friction, 
the  coefficient  taken  from  the  table  is  multiplied  by  the 
perpendicular  pressure,  in  pounds,  on  the  surface  consid- 
ered. If  the  force  acts  at  an  angle  to  the  surface,  the 
perpendicular  force  can  be  found  by  resolving  the  given 
force  into  two  components,  one  perpendicular  and  the  other 
parallel  to  the  surface. 

TABLE  I. 


COEFFICIEXTS   OF    FRICTION    FOR   PLAJTE   SURFACES. 

{^Reduced  from  M.  Morin's  Data.) 


Description  of  Surfaces 
in  Contact. 

State  of  the  Surfaces. 

Coefficient 
of  Friction. 

Wrought  iron  on  cast  iron 

Slightly  greasy 

.18 

Wrought  iron  on  bronze . 

Slightly  greasy 

.18 

Cast  iron  on  cast  iron.  .  . 

Slightly  greasy 

.15 

Cast  iron  on  bronze 

Slightly  greasy 

.15 

Bronze  on  bronze 

Dry 

.20 

Bronze  on  cast  iron 

Dry 

.22 

Bronze  on  wrought  iron. 

Slightly  greasy 

.16 

Cast  iron,  wrought  iron, 

steel,  and  bronze  sli- 

Ordinary lubrication 

ding  on    one  another  * 

with  lard,  tallow,  and 

.07-.  08 

or   sliding    on    them- 

oil 

selves. 

Cast  iron,  wrought  iron. 

steel,  and  bronze  sli- 

ding on   one   another  - 

Continuous  lubrication 

.05 

or   sliding    on    them- 

selves 
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TABLE  II. 


COEFFICIENTS   OF   FRICTION   FOR  JOURNAL   FRICTION. 

(^Reduced  from  M.  Morin's  Data.) 


Bearings. 

Lubricant. 

Coefficient  of  Friction. 

Journals. 

Ordinary' 
Lubrication. 

Continuous 
Lubrication. 

Cast  iron 

Cast  iron 

Wrought  iron 

Wrought  iron 

Wrought  iron 
Bronze 
Bronze 

Cast  iron 

Bronze 

Cast  iron 

Bronze 

Lignum  vitae 
Bronze 
Bronze 

Lard,  olive  oil, 

tallow 
Lard,  olive  oil, 

tallow 
Lard,  olive  oil, 

tallow 
Lard,  olive  oil, 

tallow 

Lard,  olive  oil 

Oil 

Lard 

.07-.  08 
.07-.  08 
.07-.  08 

.07-.  08 

.11 
.10 
.09 

.03-.054 
.03-.054 
.03.-054 
.03-.054 

93.  In  the  case  of  a  weight  sHding  along  a  horizontal 
plane  surface,  the  pressure  is  equal  to  the  weight.  When 
the  surface  is  inclined,  the  weight  acts  vertically  down- 
wards, and  the  pressure  perpendicular  to  the  surface  can 
be  found  by  the  principle  of  the  resolution  of  forces.  In 
many  cases  the  pressure  on  the  surfaces  is  due  to  the  com- 
bined action  of  several  forces  that  must  be  combined  into 
one  common  resultant  force. 

94.  The  work  that  must  be  done  in  overcoming  the 
resistance  of  friction  depends  on  the  distance  through  which 
the  resistance  is  overcome.  It  may  be  calculated  by  the 
following"  rule: 

Kule  9. — Multiply  the  total  pressure  in  pounds  by  the  dis- 
tance in  feet  and  by  the  coefficient  of  friction. 
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Let  ll'=  work  in  foot-pounds; 

y=  coefficient  of  friction; 
y>  =  total  pressure  in  pounds; 
«'=  distance  in  feet. 

Then,  lV  =  />d/. 

Example. — The  average  perpendicular  pressure  on  the  guide  of  a 
steam  engine  due  to  the  force  impelling  the  piston  is  2,500  pounds. 
The  pressure  due  to  the  weight  of  the  crosshead  and  connecting-rod 
is  400  pounds.  The  crosshead  moves  at  the  rate  of  500  feet  per  minute ; 
what  horsepower  is  required  to  overcome  the  friction  on  the  guides  ? 

Solution. — The  total  perpendicular  pressure  is  2,500 -f- 400  =  2,900 
pounds.  Since  the  lubrication  is  usually  intermittent,  the  coefficient 
of  friction,  for  a  brass  slipper  working  on  a  cast-iron  guide,  may  be 
taken  as  .08.  The  resistance  being  overcome  through  a  distance 
of  500  feet  each  minute,  the  work  done  in  overcoming  friction  is 
2,900  X  500  X  .08  =  116,000  foot-pounds  per  minute.  Then,  the  horse- 
power is  116,000  -V-  33.000  :=  3.52  H.  P.,  nearly.     Ans. 

95.  In  the  case  of  a  shaft  rotating  in  a  bearing,  the  dis- 
tance through  which  friction  is  overcome  each  minute  is 
found  by  multiplying  the  circumference  of  the  journal  by 
the  number  of  revolutions  per  minute.  For  a  shaft,  or  any 
other  body  rotating  in  a  bearing,  the  force  required  to 
overcome  friction,  as  calculated  by  multiplying  the  pres- 
sure by  the  coefficient  of  friction,  is  the  force  that  must  be 
applied  at  tJie  surface  of  tJic  journal. 

96.  Allo^vable  Pressures. — It  has  been  found  by  expe- 
rience that  when  the  pressure  per  unit  of  area  exceeds  a 
certain  amount,  the  lubricant  will  be  forced  out  and  the 
bodies  rubbing  on  each  other  will  heat  and,  finally,  seize. 

The  pressures  that  can  safely  be  allowed  on  the  bearings 
of  steam  engines,  •on  guides,  thrust  bearings,  crankpins, 
crosshead  pins,  etc.  vary  considerably,  being  dependent  to 
a  large  extent  on  the  character  of  the  workmanship,  the 
degree  of  finish,  the  variation  of  the  pressure,  the  character 
of  the  lubrication,  and  the  quality  of  the  lubricant.  "With 
fair  workmanship,  the  following  pressures  per  square  inch 
represent  average  practice  in  steam-engine  work: 
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PRESSURES  PER  SQUARE  IKCH  ALLOTTABLE  IN 
STEAM-ENGIXE  WORE, 


Engine  Bearing. 

Slow-Speed 
Stationary  Engines. 

Pounds. 

High-Speed 

Stationary  and 

Marine    Engines. 

Pounds. 

Crankpins,  iron 

Crankpins,  steel 

Wristpin 

800  J 
1,200  ) 
1,200 
200 
100 

400  to  600 
600  to  800 

Main   bearings 

Guides 

200 
100 

Thrust  bearings 

60 

97.  For  crankpins,  wristpins,  and  guides,  the  allowable 
pressures  given  represent  the  pressures  corresponding  to  the 
maximum  load,  which  in  the  case  of  a  wristpin  and  crankpin 
occurs  when  the  crank,  connecting-rod,  and  piston  rod  are 
in  a  straight  line,  and  in  the  case  of  guides,  when  the  con- 
necting-rod and  crank  are  at  right  angles  to  each  other.  In 
the  case  of  pins  and  journals,  the  area  to  be  considered  in 
calculating  the  pressure  on  the  bearing  is  the  projected 
area,  which  is  found  by  multiplying  the  length  of  the 
journal  by  its  diameter. 


EXAMPLES   EOR  PRACTICE. 

1.  A  body  weighs  90  pounds ;  what  is  its  mass  ?      Ans.  2.799,  nearly. 

2.  What  force  will  be  required  to  accelerate  a  body  at  the  rate  of 
2  feet  per  second,  the  body  weighing  450  pounds,  and  the  frictional 
resistances  being  equal  to  10  per  cent,  of  the  weight  of  the  body  ? 

Ans.  72.99  lb.,  nearly. 

"  3.     What  work  is  done  in  raising  950  pounds  17  feet  ? 

Ans.  16,150  ft.-lb. 

4.  If  an  engine  does  205,000  foot-pounds  of  work  per  minute,  what 
is  its  horsepower?  Ans.  6.21  H.  P.,  nearly. 


§-i 


PRINCIPLES  OF  MECHANICS. 


39 


5.  "What  is  the  kinetic  energy  of  a  shell  fired  from  a  cannon  with  a 
velocity  of  1,800  feet  per  second,  the  shell  weighing  1,000  pounds? 

Ans.  50,373,135  ft. -lb.,  nearly. 

6.  Taking  the  coefficient  of  friction  at  .15,  what  horsepower  will  be 
required  to  pull  100  pounds  at  a  uniform  speed  of  5  feet  per  second 
along  a  level  surface  ?  Ans.  .136  H.  P. 


CENTER    OF    GRAVITY. 

98,  The  center  of  gravity  of  a  body  is  that  point  at  which 
the  body  may  be  balanced^  or  it  is  the  point  at  ivhich  the  whole 
weight  of  a  body  may  be  considered  as  concentrated. 

This  point  is  not  always  in  the  body;  in  the  case  of  a 
horseshoe  or  a  ring  it  lies  outside  of  the  substance  of,  but 
within  the  space  enclosed  by,  the  body. 

In  a  moving  body,  the  line  described  by  its  center  of 
gravity  is  always  taken  as  the  path  of  the  body.  In  finding 
the  distance  that  a  body  has  moved,  the  distance  that  the 
center  of  gravity  has 
moved  is  taken. 

The  definition  of  the 
center  of  gravity  of  a 
body  may  be  applied 
to  a  system  of  bodies 
if  they  are  considered  . 
as  being  connected 
at  their  centers  of 
gravity. 

If  w  and  jr,  Fig.  9,  are  two  bodies  of  known  weight,  their 
center  of  gravity  will  be  at  C.  This  point  C  may  be  readily 
determined  as  follows: 

Rule  10. —  The  distance  of  the  common  center  of  gravity 
from  the  center  of  gravity  of  the  large  zveight  is  equal  to  the 
weight  of  the  smaller  body  mtiltiplied  by  the  distance  between 
the  centers  of  gravity  of  the  two  bodies^  atid  this  product 
divided  by  the  sum  of  tJie  weights  of  the  t%vo  bodies. 

Example. — In  Fig.  9,  "lU  =  10  pounds,  IV  =  30  pounds,  and  the  dis- 
tance between  their  centers  of  gravity  is  36  inches;  where  is  the  center 
of  gravity  of  both  bodies  situated  ? 


Fig.  9. 
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Solution.— Applying  the  rule.  10  X  36  =  360.  10  +  30  =  40.  360 
-T-  40  =  9  in.,  distance  of  center  of  gravity  from  center  of  large  weight. 

Ans. 

99.  It  is  now  very  easy  to  extend  this  principle  to  find 
the  center  of  gravity  of  any  number  of  bodies,  when  their 
weights  and  the  distances  apart  of  their  centers  of  gravity 
are  known,  by  the  following  rule: 

Rule  11.  —  Find  the 
center  of  gravity  of  two 
of  the  bodies^  as  W^ 
and  W^  in  Fig.  10.  As- 
sume that  the  weight 
of  both  bodies  is  concen- 
trated at  (T,,  and  find  the 
center  of  gravity  of  this 
combined  weight  at  C^  and 
the  weight  of  W^.  Let  it 
be  at  C^ ;  tJien  find  the 
center  of  gravity  of  the 
combined  weights  of  IF,, 
W^^    W^  {concentrated  at 

C\),  and  W^.     Let  it  be  at  C ;  then   C  will  be  t lie  center  of 

gravity  of  tJie  fo2ir  bodies. 

100.  To  find  the  center  of  gravity  of  any  parallel- 
ogram : 

Rule  13. — Draw  the  tzvo  diagonals.  Fig.  11,  and  their 
point  of  intersection  C  will  be  the  ccjtter  of  gravity. 


Fig.  10 


Fig.  n. 


101.     To    find    the  center  of  gravity  of  a   triangle,  as 
ABC,Y\g.l^'. 
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Rule  13. — From  any  I'ericx^  as  A,  draw  a  line  to  tJic  mid- 
dle point  D  of  the  opposite  side  B  C.  From  one  of  tJic  other 
vertexcs^  as  C,  drazv  a  line  to  7%  tJie  middle  point  of  the 
opposite  side  A  B ;  the  point  of  intersection  O  of  these  two 
lines  is  the  center  of  gravity. 

It  is  also  true  that  the  distance  D  O  ■=  \  D  A  and  that 
F  O  =  \  F  C\  the  center  of  gravity  could  have  been  found 
by  drawing  from  any  vertex  a  line  to  the  middle  point  of 
the  opposite  side  and  measuring  back  from  that  side  J  of  the 
length  of  the  line. 

The  center  of  gravity  of  any  regular  plane  figure  is  the 
same  as  the  center  of  the  inscribed  or  circumscribed  circle. 

102,  To  find  the  center  of  gravity  of  any  irregular 
plane  figure,  but  of  uniform  thickness  throughout,  divide 


one  of  the  parallel  surfaces  into  triangles,  parallelograms, 
circles,  ellipses,  etc.,  according  to  the  shape  of  the  figure; 
find  the  area  and  center  of  gravity  of  each  part  separately, 
and  combine  the  centers  of  gravity  thus  found  in  the  same 
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manner  as  in  rule   11,  in  this  case,  however,  dealing  with 
the  area  of  each  part  instead  of  its  weight.     See  Fig.  13. 

103.  Center  of  Gravity  of  a  Solid. — In  a  body  free 
to  move,  the  center  of  gravity  will  lie  in  a  vertical  plumb- 
line  drawn  through  the  point  of   support.     Therefore,   to 


Fig.  14. 

find  the  position  of  the  center  of  gravity  of  an  irregular 
solid,  as  the  crank,  Fig.  14,  suspend  it  at  some  point,  as  j5, 
so  that  it  will  move  freely.  Drop  a  plumb-line  from  the 
point  of  suspension,  and  m_ark  its  direction.  Suspend 
the  body  at  another  point,  as  A^  and  repeat  the  process. 
The  intersection  C  of  the  two  lines  will  be  directly  over 
the  center  of  gravity. 

It  is  often  desired  to  find  the  horizontal  distance  of  the 
center  of  gravity  from  a  given  point  of  the  body.  In  many 
cases  this  can  readily  be  done  by  balancing  the  body  on  a 
knife  edge,  and  then  measuring,  horizontally,  the  distance 
between  the  knife  edge  and  the  given  point. 

Since  the  position  of  the  center  of  gravity  depends  wholly 
on  the  shape  and  weight  of  a  body,  it  may  be  without  the 
body,  as  in  the  case  of  a  circular  ring,  whose  center  of  gravity 
is  the  same  as  the  center  of  the  circumference  of  the  ring. 

By  considering  the  symmetry  of  form,  the  position  of  the 
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center  of  gravity  of  homogeneous  solids  may  often  be  deter- 
mined without  analysis,  or  it  may  be  limited  to  a  certain 
plane,  line,  or  point.  Thus,  the  center  of  gravity  of  a  sphere, 
or  any  other  regular  body,  is  situated  at  its  center;  of  a 
cylinder,  in  the  middle  of  its  axis;  of  a  thin  plate  having 
the  form  of  a  circle  or  regular  polygon,  in  the  center  of  the 
figure;  of  a  straight  wire  of  uniform  cross-section,  in  the 
middle  of  its  length. 

EXAMPLES   FOR   PRACTICE. 

1.  A  spherical  shell  has  a  wrought-iron  handle  attached  to  it.  The 
shell  is  10  inches  in  diameter  and  weighs  20  pounds.  The  handle  is 
li  inches  in  diameter,  and  the  distance  from  the  center  of  the  shell  to 
the  end  of  the  handle  is  4  feet.  Where  is  the  center  of  gravity  ?  Take 
the  weight  of  a  cubic  inch  of  wrought  iron  as  .278  pound. 

Ans.  13.612  in.  from  center  of  shell. 

2.  The  distance  between  the  centers  of  two  bodies  is  51  inches. 
The  weights  of  the  bodies  being  20  and  73  pounds,  where  is  the  center 
of  gravity  ?  Ans.  10.968  in.  from  the  center  of  the  larger  weight. 

3.  Weights  of  5,  9,  and  12  pounds  lie  in  one  straight  line  in  the 
order  named.  Distance  from  the  5-pound  weight  to  the  9-pound 
weight  is  22  inches,  and  from  the  9-pound  weight  to  the  12- pound 
weight  is  18  inches.     Where  is  the  center  of  gravity  ? 

Ans.  13.923  in.  from  12-lb.  weight. 


CENTRIFUGAIi    FORCE. 

104.  If  a  body  is  fastened  to  a  string  and  whirled,  so 
as  to  give  it  a  circular  motion,  there  will  be  a  pull  on  the 
string  that  will  be  greater  or  less,  according  as  the  velocity 
increases  or  decreases.  The  cause  of  this  pull  on  the  string 
will  now  be  explained. 

Suppose  that  the  body  is  revolved  horizontally,  so  that  the 
action  of  gravity  upon  it  will  always  be 
the  same.  According  to  the  first  law  of 
motion,  a  body  put  in  motion  tends  to 
move  in  a  straight  line  unless  acted  upon 
by  some  other  force,  causing  a  change  in 
the  direction.  "When  the  body  moves  in 
a  circle,  the  force  that  causes  it  to  move  fig.  la. 
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in  a  circle  instead  of  in  a  straight  line  is  exactly  equal  to  the 
tension  of  the  string.  If  the  string  were  cut,  the  pulling 
force  that  drew  it  away  from  the  straight  line  would  be 
removed,  and  the  body  would  then  "  fly  off  at  a  tangent"; 
that  is,  it  would  move  in  a  straight  line  tangent  to  the 
circle,  as  shown  in  Fig.  15. 

Since,  according  to  the  third  law  of  motion,  every  action 
has  an  equal  and  opposite  reaction,  we  call  the  force  that 
acts  as  an  equal  and  opposite  force  to  the  pull  of  the  string 
the  centrifugal  force,  and  it  acts  away  from  the  center 
of  motion. 

105.  The  other  force,  or  tension,  of  the  string  is  called 
the  centripetal  force,  and  it  acts  toward  the  center  of 
motion.  It  is  evident  that  these  two  forces,  acting  in  oppo- 
site directions,  tend  to  pull  the  string  apart,  and,  if  the 
velocity  be  increased  sufficiently,  the  string  will  break.  It 
is  also  evident  that  no  body  can  revolve  without  generating 
centrifugal  force. 

106.  To  Find  the  Centrifugal  Force  of  Any  Re- 
volving Body. — The  value  of  the  centrifugal  force, 
expressed  in  pounds,  of  any  revolving  body  is  calculated  by 
the  following  rule: 

Rule  14. — TJie  centrifugal  force  equals  the  continued 
product  of  .0003 Jf.^  the  zveight  of  the  body  in  pounds,  the  radius 
in  feet  {taken  as  the  distajice  between  the  center  of  gravity  of 
the  body  and  the  center  about  wJiich  it  revolves)  ^  and  the 
square  of  the  number  of  revolutions  per  minute. 

Let  F  =^  centrifugal  force  in  pounds; 

PF=  weight  of  revolving  body  in  pounds; 

R  =  radius  in  feet  of    circle    described  by  center  of 

gravity  of  revolving  body; 
A''=  revolutions  per  minute  of  revolving  body. 

Then,  F ^  .m^'6^  W R N \ 

Example. — What  is  the  tension  in  the  string  of  Fig.  15,  if  the  ball 
weighs  2  pounds  and  is  revolved  around  at  the  rate  of  500  revolutions 
per  minute  ?    The  string  is  2  feet  long. 
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Solution. — Applying  the  rule  just  given,  we  get 

F=  .00034  X  2  X  2  X  500-  =  340  lb.     Ans. 

107.  In  flywheels,  belt  wheels,  and  pulleys  the  centrif- 
ugal force  tends  to  tear  the  rim  asunder;  this  tendency  is 
resisted  by  the  tenacity  of  the  material  of  which  the  wheel 
is  composed.  Since  the  centrifugal  force  increases  as  the 
square  of  the  number  of  revolutions,  it  will  be  seen  that  an 
apparently  slight  increase  in  the  number  of  revolutions  per 
minute  may  be  sufficient  to  burst  the  wheel. 

108.  For  solid  cast-iron  wheels  and  for  built-up  wheels 
of  cast  iron  where  the  strength  of  the  joint  is  equal  to  the 
strength  of  the  rim,  the  greatest  number  of  revolutions  per 
minute  that  practice  has  indicated  tc  be  safe  may  be  found 
by  the  following  rule: 

Rule  15. — Divide  1,930  by  the  diavicter  of  tJie  zcJieel. 

Or.  ^=-V-' 

where  d  =  diameter  of  the  wheel  in  feet; 

JV=  number  of  revolutions  per  minute. 

Example. — What  is  the  maximum  number  of  revolutions  allowable 

for  a  cast-iron  flywheel  27  feet  6  inches  in  diameter  ? 

SoLUTiox. — Applying  rule  15,  we  get 

-.      1,930      ^.  .         . 

N  =  -nn~K  ~  '^  ^^'^'  P^^  rnm.     Ans. 


EQUILIBRIITM. 

109.  When  a  body  is  at  rest,  all  the  forces  that  act  upon 
it  balance  one  another  and  are  said  to  be  in  equllibriuni. 
The  most  important  force  to  be  considered  is  the  attraction 
of  the  earth,  Avhich  acts  upon  every  particle  of  a  body. 
There  are  three  states  of  equilibrium:  stable,  unstable,  and 
neutral. 

110.  A  body  is  in  stable  equilibrium  when,  if  slightly 
rotated  about  its  support  in  such  manner  as  to  change  the 
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elevation  of  its  center  of  gravity,  it  tends  to  return  to  its 
position  of  rest.  Examples  of  bodies  in  a  state  of  stable 
equilibrium  are  a  cube  resting  on  one  of  its  sides,  a  cone 
resting  on  its  base,  a  pendulum,  etc.  A  body  can  only  be 
in  stable  equilibrium  when  a  rotation  about  its  support  raises 
the  center  of  gravity. 

111.  A  body  is  in  unstable  equilibrium  when  a  rota- 
tion about  its  support,  so  as  to  change  the  elevation  of  its 
center  of  gravity,  tends  to  make  it  fall  farther  from  its  posi- 
tion of  rest.  Examples  of  bodies  in  unstable  equilibrium 
are  a  cube  balanced  on  one  of  its  edges,  a  cone  standing 
upon  its  point,  an  egg  balanced  upon  its  end,  etc.  When 
a  body  is  in  unstable  equilibrium,  any  rotation,  no  matter 
how  slight,  tends  to  lower  its  center  of  gravity. 

113.  A  body  is  in  neutral  equilibrium  when  a  rota- 
tion about  its  support  does  not  change  the  elevation  of  its 
center  of  gravity.  Examples  of  bodies  in  neutral  equilib- 
rium are  a  sphere  of  uniform  density  and  a  cone  resting  on 
its  side. 

113.  A  vertical  line  drawn  through  the  center  of  grav- 
ity of  a  body  is  called  the  line  of  direction.  So  long  as  the 
line  of  direction  falls  within  the  base,  the  body  will  stand ; 
when  the  line  of  direction  falls  outside  of  the  base,  the  body 
will  fall. 


Let  A  CB,  Fig.  16,  be  a  cylinder  whose  base  is  oblique  to 
the  center  line  BOD,  and  let  O  be  the  center  of  gravity  of 
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the  cylinder.  So  long  as  the  vertical  line  drawn  through  O 
falls  between  yi  and  C,  the  cylinder  will  stand,  but  the 
instant  it  falls  without  the  base,  the  cylinder  will  fall. 

114.     The  center  of  gravity  of  a  body  has  a  tendency  to 
always  seek  the  lowest  possible  position. 


MACHINE   ELEMENTS. 


THE    LEVER,  AVHEEL,  AKD  AXLE. 


FUNDAMET^TAT.    PRINCIPLES. 

1.     A  lever  is  a   bar  capable  of  being  turned  about  a 
pivot,  or  point,  as  in  Figs.  1,  2,  and  3. 


IP 


F 


^r 


Fig.  1. 


F 


Fig.  2. 


Fig.  3. 


The  object  IV  to  be  lifted  is  called  the  weight ;  the  force 
is  represented  by  P* ;  and  the  point,  or  pivot  F,  is  called  the 
fulcrum. 


*  The  force  applied  to  a  lever,  screw,  wheel  and  axle,  or  any  similar 
machine  element  in  order  to  raise  a  given  weight,  was  formerly  called 
the  po-iuer,  and  the  arm  of  a  lever  to  which  the  force  is  applied  was 
called  the  pinuer  arm  ;  at  present,  however,  the  term  power  is  uni- 
versally used  to  represent  the  rate  at  which  work  is  done,  and,  hence, 
its  application  to  those  cases  where  a  simple  force  is  meant  often  leads 
to  a  serious  confusion  of  ideas  regarding  the  relation  between  force, 
work,  and  power.  To  prevent  this  confusion,  we  will  use  the  word 
power  only  in  accordance  with  the  definition  given. 

§5 
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2.  That  part  of  the  lever  F  b  between  the  fulcrum  and 
the  weight  is  called  the  Treiglit  arm,  and  the  part  F  c 
between  the  fulcrum  and  the  force  is  called  the  force  arm. 

In  order  that  the  lever  will  be  in  equilibrium  (balance), 
the  force  multiplied  by  the  force  arm  must  equal  the  weight 
multiplied  by  the  weight  arm ;  that  is,  P  X  F  c  must 
equal  IV  X  F  b. 

3.  If  F  is  taken  as  the  center  of  a  circle,  and  arcs  are 
described  through  b  and  c,  it  will  be  seen  that  if  the  weight 
arm  is  moved  through  a  certain  angle,  the  force  arm  will 
move  through  the  same  angle.  Since  in  the  same  or  equal 
angles  the  lengths  of  the  arcs  are  proportional  to  the  radii 
with  which  they  were  described,  it  is  seen  that  the  force 
arm  is  proportional  to  the  distance  through  which  the  force 
acts,  and  the  weight  arm  is  proportional  to  the  distance 
through  which  the  weight  moves.  Hence,  instead  of  wri- 
ting Fx  Fc=  Wx  F b,  we  might  have  written  Px  (dis- 
tance through  which  P  acts)  =  W  X  (distance  through 
which  ^F  moves).  This  is  the  general  law  of  all  machines, 
and  can  be  applied  to  any  mechanism  from  the  simple  lever 
up  to  the  most  complicated  arrangement.  When  stated  in 
the  form  of  a  rule  it  is  as  follows : 

Rule  1. — The  force  multiplied  by  the  distance  through 
which  it  acts  equals  the  weight  multiplied  by  the  distance 
through  which  it  moves. 

4.  In  the  above  rule,  it  will  be  noticed  that  there  are 
four  requirements  necessary  for  a  complete  knowledge  of 
the  lever,  viz. :  the  force,  the  weight,  the  force  arm,  or 
distance  through  which  the  force  acts,  and  the  weight  arm, 
or  distance  through  which  the  weight  moves.  If  any  three 
are  given,  the  fourth  may  be  found  by  letting  x  represent 
the  requirement  that  is  to  be  found,  and  multiplying  the 
force  by  the  force  arm  and  the  weight  by  the  weight  arm; 
then,  dividing  the  product  of  the  two  known  numbers  by 
the  number  by  which  x  is  multiplied,  the  result  will  be  the 
requirement  that  is  to  be  found. 
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Example. — If  the  weight  arm  of  a  lever  is  6  inches  long  and  the 
force  arm  is  4  feet  long,  how  great  a  weight  can  be  raised  by  a  force  of 
20  pounds  at  the  end  of  the  force  arm  ? 

Solution. — In  this  example,  the  weight  is  unknown;  hence,  repre- 
senting it  by  X,  we  have,  after  reducing  the  4  feet  to  inches,  20  X  48 
=  960  =  force  multiplied  by  the  force  arm,  and  x  X  Q  —  weight  mul- 
tiplied by  the  weight  arm.  Dividing  the  960  by  6,  the  result  is 
160  pounds,  the  weight.     Ans. 

5.  If  the  distance  through  which  the  force  acted  or  the 
weight  had  moved  had  been  given  instead  of  the  force  arm  or 
weight  arm,  and  it  were  required  to  find  the  force  or  weight, 
the  process  would  have  been  exactly  the  same,  using  the 
given  distance  instead  of  the  force  arm  or  weight  arm. 

Example. -^If,  in  the  above  example,  the  weight  had  moved 
2^  inches,  through  what  distance  would  the  force  have  acted  ? 

Solution. — In  this  example,  the  distance  through  which  the  force 
acts  is  required.  Let  x  represent  the  distance.  Then,  20  x  -f  =  dis- 
tance multiplied  by  force,  and  2|  X  160  =  400  =  distance  multiplied  by 
the  weight.  Hence,  x  =  ^]p-  =  20  inches  =  distance  through  which  the 
force  arm  moves.     Ans. 

The  ratio  between  the  weight  and  the  force  is  160  -=-  20  =  8.  The 
ratio  between  the  distance  through  which  the  weight  moves  and  the 
distance  through  which  the  force  acts  is  2j  -r-  20  =  |.  This  shows  that 
while  a  force  of  1  pound  can  raise  a  weight  of  8  pounds,  the  1-pound 
weight  must  move  through  8  times  the  distance  that  the  8-pound 
weight  does.  It  will  also  be  noticed  that  the  ratio  of  the  lengths  of 
the  two  arms  of  the  lever  is  also  8,  since  48  -r-  6  =  8. 

6.  The  law  that  governs  the  straight  lever  also  governs 
the  bent  lever,  but' care  must  be  taken  to  determine  the  true 
lengths  of  .the  lever  arms,  which  are,  in  every  case,  tiie  per- 
pendicular distances  from  tJie  fnlcrnvi  to  the  line  of  directioti 
of  the  weight  or  force. 

Thus,  in  Figs.  4,  5,  6,  and  7,  F  c  in  each  case  represents 
the  force  arm  and  F  b  the  weight  arm. 

7.  A  conipoiind  lever  is  a  series  of  single  levers 
arranged  in  such  a  manner  that  when  a  force  is  applied  to 
the  first  it  is  communicated  to  the  second,  and  from  that  to 
the  third,  and  so  on. 
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Fig,  8  shows  a  compound  lever.  It  will  be  seen  that  when 
a  force  is  applied  to  the  first  lever  at  P  it  will  be  communi- 
cated to  the  second  lever  at  P,  from  this  to  the  third  lever 
at  P,  and  thus  raise  the  weight  W. 

F  b  c 


Fig.  4.  Fig.  5. 

The  weight  that  the  force  applied  to  the  first  lever  could 
raise  acts  as  the  force  of  the  second,  and  the  weight  that  this 
force  could  raise  through  the  second  lever  acts  as  the  force 


Fig.  6.  Fig.  7. 

of  the  third  lever,  and  so  on,  no  matter  how  many  single 
levers  make  up  the  compound  lever. 

In  this  case,  as  in  every  other,  the  force  multiplied  by  the 
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Fig.  8. 
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distance  through  which  it  acts  equals  the  weight  multiplied 
by  the  distance  through  which  it  moves. 
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Ilence,  if  we  move  the  /*  end  of  the  lever,  say  4  inches, 
and  the  end  carrying  the  weight  W^moyes  jr  inch,  we  know 
that  the  ratio  between  P  and  IV  is  the  same  as  the  ratio 
between  ^  and  4;  that  is,  1  to  20,  and,  hence,  that  10  pounds 
at  /'will  balance  200  pounds  at  IV,  without  measuring  the 
lengths  of  the  different  lever  arms.  If  the  lengths  of  the 
lever  arms  are  known,  the  ratio  between  P  and  Jt^may  be 
readily  obtained  from  the  following  rule: 

Rule  2. — T/ic  continued  product  of  the  force  and  each  force 
arm  equals  the  continued  product  of  the  weight  and  each  weight 
arm. 

Example. — If,  in  Fig.  8,  P  F=  24  inches,  18  inches,  and  30  inches, 
respectively,  and  W F=  6  inches,  6  inches,  and  18  inches,  respectively, 
how  great  a  force  at  P  will  it  require  to  raise  1,000  pounds  at  IV 1 
What  is  the  ratio  between  IV  and  P  ? 

Solution.  —  Let  x  represent  the  force ;  then,  .r  X  24  X  18  X  '50 
=  13,960  y,  X  =  continued  product  of  the  force  and  each  force  arm. 
1,000  X  6  X  6  X  18  =  648,000  =  continued  product  of  the  weight  and 
each  weight  arm;  and,  since  12,960  X  -r  =  648,000, 

648.000 


12.960  "  ^^  '^-  =  ^''^  ^''''^^■ 


Ans. 


1,000  -4-  50  =  20  =  ratio  between  IV  and  P.     Ans. 

8.     The    wheel   and  axle   consists  of  tivo  cylijtders  of 
different    diameters   rigidly   conttected,    so   that    they    turn 


Fjg.  a. 


6 


MACHINE  ELEMENTS. 


§5 


together  about  a  common  axis,  as  in  Fig.  9.  Then,  as 
before,  P  X  distance  through  which  it  acts  =  ]V  X  distance 
through  which  it  moves ;  and,  since  these  distances  are  pro- 
portional to  the  radii  of  the  force  cylinder  and  weight  cylin- 
der, Px  Fc=  Wx  Fb. 

It  is  not  necessary  that  an  entire  wheel  be  used ;  an  arm, 

projection,  radius,  or  anything 
that  the  force  causes  to  revolve 
in  a  circle,  may  be  considered  as 
the  wheel.  Consequently,  if  it  is 
desired  to  hoist  a  weight  with  a 
windlass,  Fig.  10,  the  force  is  ap- 
plied to  the  handle  of  the  crank, 
and  the  distance  between  the 
center  line  of  the  crank-handle 
and  the  axis  of  the  drum  corresponds  to  the  radius  of  the 
wheel. 

Example. — If  the  distance  between  the  center  line  of  the  handle 
and  the  axis  of  the  drum  in  Fig.  10  is  18  inches  and  the  diameter  of 
the  drum  is  6  inches,  what  force  will  be  required  at  P  to  raise  a  load 
of  300  pounds  ? 

Solution.—    P  x  (18  X  2)  =  300  x  6,  or  P  =  50.    Ans. 


Fig.  10. 


EXAMPLES   EOK  PRACTICE. 

1.  The  lever  of  a  safety  valve  is  of  the  form  shown  in  Fig.  1,  where 
the  force  is  applied  at  a  point  between  the  fulcrum  and  the  weight 
lifted.  If  the  distance  from  the  fulcrum  to  the  valve  is  5 J  inches  and 
from  the  fulcrum  to  the  weight  is  42  inches,  what  total  force  is  neces- 
sary to  raise  the  valve,  the  weight  being  78  pounds  and  the  weight  of 
valve  and  lever  being  neglected  ?  Ans.  595.64  lb. 

2.  If,  in  Fig.  8,  P  F=  10  inches,  12  inches,  14  inches,  and  16  inches, 
respectively,  and  W F=2  inches,  3  inches,  4  inches,  and  5  inches, 
respectively,  {a)  how  great  a  weight  can  a  force  of  20  pounds  raise  ? 
{b)  What  is  the  ratio  between  IV  and  P}  (c)  If  P  moves  4  inches, 
how  far  will  W  move  ?  t  {a)    4,480  lb. 

Ans.  ]  {b)    224. 
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3.  A  windlass  is  used  to  hoist  a  weight.  If  the  diameter  of  the 
drum  on  which  the  rope  winds  is  4  inches,  and  the  distance  from  the 
center  of  the  handle  to  the  axis  of  the  drum  is  14  inches,  how  great  a 
weight  can  a  force  of  32  pounds  applied  to  the  handle  raise  ? 

Ans.  2241b. 


PUIiljEYS. 

9.  Pulleys  for  the  transmission  of  power  by  belts  may  be 
divided  into  two  principal  classes:  (1)  The  solid  pulley 
shown  in  Fig.  11,  in  which  the  hub,  arms,  and  rim  are  one 
entire  casting.  (2)  The  split  pulley  shown  in  Fig.  12,  which 
is  cast  in  halves. 


Fig.  11. 


Fig.  12. 


The  latter  style  of  pulley  is  more  readily  placed  on  and 
removed  from  the  shaft  than  the  solid  pulley.  Pulleys  are 
generally  cast  in  halves  or  parts  when  they  are  more  than 
6  feet  in  diameter;  this  is  done  on  account  of  the  shrink- 
age strain  in  large  pulley  castings,  which  renders  them 
liable  to  crack  as  a  result  of  the  unequal  cooling  of  the 
metal. 


8 


MACHINE  ELEMENTS. 


lO.  Of  late  years,  wooden  pulleys  have  come  into  exten- 
sive use.  They  are  built  of  segments  securely  glued  together, 
maple  being  the  wood  used.  Wooden  split  pulleys  can  be 
procured  that  are  fitted  with  removable  bushings,  thus  allow- 
ing the  same  pulley  to  be  readily  adapted  to  various  diam- 
eters of  shafting.  They  are  somewhat  lighter  than  cast-iron 
pulleys. 


11.  CroAvnlng  Pulley  Faces. — In  Fig.  13,  suppose  the 
shafts  a  and  b  to  be  parallel.  Let  the  pulley  on  the  shaft  a 
be  cone-shaped,  as  shown.  The  right-hand 
side  of  the  belt  will  be  pulled  ahead  more 
rapidly  than  the  left-hand  side,  because  of  the 
greater  diameter  and,  consequently,  greater 
speed  of  the  right-hand  end  of  the  pulley.  It 
has  been  observed  that  in  this  case  the  belt 
will  leave  its  normal  position,  which  is  indi- 
cated by  the  dotted  lines,  and  climb  toward 
the  part  of  the  pulley  that  has  the  largest 
diameter,  as  shown  in  the  illustration.  This 
tendency  of  the  belt  to  climb  toward  the  high 
side  is  taken  advantage  of  to  make  the  belt 
stay  on  a  pulley.  Suppose  the  pulley  on  the 
shaft  a  is  replaced  with  one  formed  of  two 
equal  cones,  Avith  the  large  diameter  in  the 
center.  Then,  each  side  of  the  belt  will  tend 
to  climb  toward  the  highest  point,  and  the  consequence  is 
that  the  belt  will  stay  in  the  center  of  the  pulley. 

A  pulley  with  its  surface  formed  in  this  way  is  said  to  be 
cro^vned.  The  surface  need  not  necessarily  represent  the 
frustums  of  two  cones;  it  may  simply  g,^^;;^%MMM^^^^^^.^ 
be  curved,  as  shown  in  Fig.  14.  It  is 
only  required  that  the  pulley  be  larger 
in  diameter  in  the  center. 

As  to  the  proper  amount  of  crowning 
necessary,  the  practice  of  the  makers 
of  pulleys  differs  considerably  ;  usually,  though,  it  is  from 
^  to  1^  inch  per  foot  of  width  of  the  pulley  face. 


Fig.  13. 


Fig.  14. 
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Fig.  15. 


13.  Balancing  Pulleys. — All  pulleys  that  rotate  at  high 
speeds  should  be  balanced.  If  they  are  not,  the  centrifugal 
force  that  is  gener- 
ated by  the  rota- 
tion of  the  pulley, 
is  greater  on  one 
side  than  on  the 
other  and  will  cause 
the  pulley  shaft  to 
vibrate  and  shake. 
Pulleys  are  usually 
balanced  in  the 
manner  shown  in 
Fig.  15.  A  closely  fitting  arbor,  which  is  simply  a  truly 
cylindrical  piece  of  iron  or  steel,  is  driven  into  the  bore  of 
the  pulley,  which  is  then  placed  on  the  so-called  "balancing 
ways."  These  are  two  planed  iron  or  steel  bars,  preferably 
planed  to  a  knife  edge.  These  bars  are  placed  on  conve- 
nient supports  far  enough  apart  to  allow  the  pulley  to  go 
between  them.  The  bars  should  be  carefully  leveled  with  a 
spirit  level,  so  that  both  bars  are  in  the  same  horizontal 
plane.  When  the  arbor  rests  on  the  ways  and  the  gulley  is 
slightly  rotated,  the  latter  will  quickly  come  to  rest  with 
the  heavy  part  downwards.  Now,  either  some  metal  must 
be  removed  from  the  heavy  part  or  some  weight  added 
to  the  light  part.  For  small  pulleys,  a  convenient  substance 
to  use  for  finding  the  proper  location  and  weight  of  the 
counterweight  is  ordinary  glazier's  putty.  By  repeated 
trials  the  proper  weight  of  the  counterweight  is  found,  and 
then  a  mass  of  metal  of  convenient  shape  equal  in  weight  to 
the  putty  is  fastened  to  the  light  part  of  the  pulley  in  what- 
ever way  is  safe  and  convenient.  The  proper  weight  and 
location  of  the  counterweight  will  have  been  obtained  when 
the  pulley  will  be  at  rest  on  the  balancing  ways  in  any  posi- 
tion in  which  it  is  put.  In  other  words,  the  pulley  is 
balanced  when  it  is  in  neutral  equilibrium.  This  balance  is 
called  a  standing:  balance.  The  method  just  e.xplained 
answers  very  well  for  pulleys  that  are  narrow  in  comparison 
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to  their  diameter.  When  pulleys  with  a  wide  face  are  run 
at  a  high  speed,  it  is  often  found  that  serious  vibrations  are 
set  up  even  when  they  are  in  perfect  standing  balance,  thus 
showing  that  they  do  not  possess  the  so-called  running 
balance.  No  method  has  yet  been  found  that  will  insure  a 
running  balance  at  all  speeds,  nor  has  any  method  become 
known  by  which  it  can  be  discovered  directly  where  to  apply 
the  coimterweight.  The  usual  remedy  for  pulleys  not  pos- 
sessing a  running  balance  is  to  turn  carefully  the  inside  of 
the  rim  to  run  true  with  the  outside  of  the  pulley.  Absence 
of  running  balance  is,  in  all  cases,  due  to  an  unequal  distri- 
bution of  metal  in  reference  to  the  axis  of  the  shaft,  this 
unequal  distribution  being  due  to  lack  of  homogeneity  of 
the  metal,  to  poor  foundry  work,  or  to  poor  lathe  work. 

13.  Pulleys  should  run  true  in  order  that  the  strain,  or 
tension,  of  the  belt  will  be  equal  at  all  parts  of  the  revolu- 
tion, thus  making  the  transmitting  power  equal.  The 
smoother  the  surface  of  a  pulley,  the  greater  is  its  driving 
power. 

The  transmitting  power  of  a  pulley  can  be  increased  by 
covering  its  face  with  a  leather  or  rubber  band;  this  in- 
creases the  driving  power  about  one-quarter. 

14.  Relation  Between  Speeds  of  Drivers  and  Driven 
Pulleys. — The  pulley  that  imparts  motion  to  the  belt  is 
called  the  driver ;  that  which  receives  the  motion  is  called 
the  driven. 

The  revolutions  of  any  two  pulleys  over  which  a  belt  is 
run  vary  in  an  inverse  proportion  to  their  diameters;  conse- 
quently, if  a  pulley  20  inches  in  diameter  is  driven  by  one 
10  inches  in  diameter,  the  20-inch  pulley  will  make  1  revolu- 
tion while  the  10-inch  pulley  makes  2  revolutions,  or  they 
are  in  the  ratio  of  2  to  1.  From  this  fact,  the  following 
formulas  have  been  deduced  : 

Let        D  =  diameter  of  the  driver ; 
d  =  diameter  of  the  driven; 
JV=  number  of  revolutions  of  the  driver; 
n  =  number  of  revolutions  of  the  driven. 
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Note. — The  words  revolutions  per  minute  are  frequently  abbre- 
viated to  R.  P.  M. 

15.  To  find  the  diameter  of  the  driving  pulley  when  the 
diameter  of  the  driven  pulley  and  the  number  of  revolutions 
per  minute  of  each  is  given : 

Rule  3. — The  diameter  of  the  driving  pulley  equals  the 

product  of  the  diameter  and  the  number  of  revolutions  of 

the  driven  pulley  divided  by  the  number  of  revolutions  of  the 

driving  pulley. 

^  T^      dn 

Or,  D^^. 

Example. — The  driving  pulley  makes  100  revolutions  per  minute, 
the  driven  pulley  makes  75  revolutions  per  minute  and  is  18  inches  in 
diameter ;  what  is  the  diameter  of  the  driving  pulley  ? 

Solution. — Applying  the  rule  just  given  and  substituting,  we  have 

Z'  =  ^^-=min.     Ans. 

16.  The  diameter  and  number  of  revolutions  per  minute 
of  the  driving  pulley  being  given,  to  find  the  diameter  of  the 
driven  pulley,  which  must  make  a  given  number  of  revolu- 
tions per  minute: 

Rule  4. —  The  diameter  of  the  driven  pulley  equals  the  prod- 
uct of  the  diameter  and  the  number  of  revolutions  of  the 
driving  pulley  divided  by  the  number  of  revolutions  of  the 
driven  pulley. 

or.  •     ^  =  ^. 

*  n 

Example. — The  diameter  of  the  driving  pulley  is  13^  inches  and  it 
makes  100  revolutions  per  minute ;  what  must  be  the  diameter  of  the 
driven  pulley  to  make  75  revolutions  per  minute  ? 

»      ,    •           ,      .         1.          ,      13*  X  100       .-  .         . 
Solution. — Applymg  rule  4  we  have  a  =  — ^7^^ =  lo  m.    Ans. 

17.  To  find  the  number  of  revolutions  per  minute  of  the 
driven  pulley,  its  diameter  and  the  diameter  and  the  number 
of  revolutions  per  minute  of  the  driving  pulley  being  given: 
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Rule  5. —  TJic  miDiber  of  revolutions  of  the  driven  pulley 
equals  the  product  of  the  diameter  and  the  number  of  revolu- 
tions of  the  driver  divided  by  the  diameter  of  the  driven  pulley. 

Or,  n  =  -^. 

Example. — The  driving  pulley  is  13A  inches  in  diameter  and  makes 
100  revolutions  per  minute;  how  many  revolutions  will  the  driven 
pulley  make  in  1  minute  if  it  is  18  inches  in  diameter  ? 

SoLUTiox. — formula,  u  =  — j—. 

a 

Substituting,  we  have  n  =  — '—r^ =  75  R.  P.  M.     Ans. 

lo 

18,  To  find  the  number  of  revolutions  per  minute  of 
the  driving  pulley,  its  diameter  and  the  diameter  and  the 
number  of  revolutions  per  minute  of  the  driven  pulley  being 
given : 

Rule  6. —  TJie  number  of  revolutions  of  the  driving  pulley 
equals  the  product  of  the  diameter  and  the  number  of  revolu- 
tions of  the  driven  pulley  divided  by  the  diameter  of  the 
driving  p  u  I  ley. 

Or,  ^=-B' 

Example. — The  driven  pulley  is  18  inches  in  diameter  and  makes 
75  revolutions  per  minute;  how  many  revolutions  will  the  driving 
pulley  make  in  1  minute  if  it  is  13+  inches  in  diameter  ? 

Solution. — Formula,  jV=—^. 

Substituting,  we  have  N=  ^  ^  "^  =  100  R.  P.  M.     Ans. 


BELTS. 

19.  A  belt  is  a  flexible  connecting  band  that  drives  a 
pulley  by  its  frictional  resistance  to  slipping  at  the  surface 
of  the  pulley.  Belts  are  most  commonly  made  of  leather, 
cotton,  or  rubber,  and  are  united  in  long  lengths  by  cement- 
ing, riveting,  or  lacing. 
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20.  Tieather  belts  are  made  single  and  double.  A 
single  belt  is  one  composed  of  a  single  thickness  of  leather; 
a  double  belt  is  one  composed  of  two  thicknesses  of  leather 
cemented  and  riveted  together  the  whole  length  of  the  belt. 

21.  Cotton  belts  are  in  use  to  some  extent,  as  are  also 
belts  made  of  a  number  of  layers  of  duck  sewed  together  and 
impregnated  with  a  preparation  rendering  them  waterproof. 
These  belts,  in  accordance  with  the  number  of  layers  or 
"plys,"  are  called  two-ply,  three-ply,  etc.  Four-ply  cotton 
and  duck  belting  is  about  equal  to  single  leather  belting, 
and  eight-ply  to  double  leather  belting. 

22.  Rubber  belts  are  especially  adapted  for  use  in  damp 
or  wet  places;  they  will  endure  a  great  degree  of  heat  or 
cold  without  injury,  are  quite  durable,  and  are  claimed  to 
be  less  liable  to  slip  than  leather  belts. 


CALrCTJIiATIONS  FOR  BELTS. 

23.  To  Find  the  Iiengtli  of  a  Belt. — In  practice,  the 
necessary  length  for  a  belt  to  pass  around  pulleys  that  are 
already  in  their  position  on  a  shaft  is  usually  obtained  by 
passing  a  tape  line  around  the  pulleys,  the  stretch  of  the  tape 
line  being  allowed  as  that  necessary  for  the  belt.  The  lengths 
of  open-running  belts  for  pulleys  not  in  position  can  be 
obtained  approximately  as  follows: 

Rule  7. —  Tlie  lengtli  of  a  belt  for  opeyi-rininifig  pulleys 
equals  3\  times  one- half  tJie  sum  of  the  diameters  of  the 
pulleys  plus  2  times  the  distance  betiveen  the  centers  of  the 
shaft. 

Let       D  =■  diameter  of  one  pulley  in  inches; 

d  =  diameter  of  the  other  pulley  in  inches; 
L  =  distance  between  the  centers  of  the  shafts 
in  inches; 
•   B  =  length  of  the  belt  in  inches. 

'D  +  d' 


Then,  ^  =  3i-  (^-p^)  +  ^  ^. 
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Example. — The  distance  between  the  centers  of  two  shafts  is 
9  feet  7  inches ;  the  diameter  of  the  large  pulley  is  36  inches  and  the 
diameter  of  the  small  one  is  14  inches ;  what  is  the  necessary  length  of 
the  belt  ? 

Solution. — Applying  the  rule  just  given  and  substituting  the 
values  given,  we  have,  since  9  feet  7  inches  =  115  inches, 

B=zSi  (^^  t  "^^)  +  2  X  115  =  311i  in.,  or  25  ft.  Hi  in.     Ans. 

The  length  of  crossed  belts  cannot  be  determined  by  any- 
simple  calculation,  it  being  a  rather  difficult  mathematical 
problem. 

24.  To  Find  the  Widtli  of  Belts. — A  belt  should  be 
wide  enough  to  bear  safely  and  for  a  reasonable  length  of 
time  the  greatest  tension  that  will  be  put  upon  it.  This 
will  be  the  tension  of  the  driving  side.  The  safe  tension  for 
single  belts  may  be  taken  as  60  pounds  per  inch  of  width ; 
single  belts  average  -^  inch  in  thickness.  The  tension  on 
the  driving  side,  however,  does  not  represent  the  force  tend- 
ing to  turn  the  pulley.  The  force  tending  to  turn  the 
pulley,  or  the  efFeetlve  pull,  is  the  difference  in  tension 
between  the  driving  side  and  the  slack  side  of  the  belt.  The 
tension  on  the  driving  side  depends  on  three  factors :  the 
effective  pull  oi  Xh^  belt,  the  coefficient  of  friction  between 
the  belt  and  pulley,  and  the  size  of  the  arc  of  contact  of  the 
belt  on  the  smaller  pulley. 

25.  The  effective  pull  that  may  be  allowed  per  inch  of 
width  for  single  leather  belts  with  different  arcs  of  contact 
(the  arc  in  which  the  belt  touches  the  smaller  pulley),  is 
given  in  Table  I, 

26.  To  Find  tlie  Arc  of  Contact. — The  arc  of  con- 
tact in  degrees,  or  as  a  fraction  of  the  circumference,  can 
be  determined,  practically,  as  follows:  Stretch  a  string  over 
the  two  pulleys  to  represent  the  belt.  Then,  take  another 
string,  wrap  it  around  the  small  pulley  and  cut  it  off  so  that 
the  ends  meet.  This  represents  the  circumference  of  the 
small  pulley.     Now  take  a  third  string,  hold  one  end  at  'the 
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TABLE    I. 


AliLOWABLE  BELT  PUIiLS. 


Arc 

Covered 

by  Belt. 

Allowable  Effective  Pull 

Degrees. 

Fraction  of  Cir- 
cumference. 

Per  Inch  of  Width 
in  Pounds. 

90 

.250 

23.0 

112i 

.312 

27.4 

120 

.333 

28.8 

135 

.375 

31.3 

150 

.417 

33.8 

157^ 

.437 

34.9 

180  or  over 

.600 

38.1 

beginning  of  the  arc  of  contact,  as  shown  by  the  string 
stretched  around  both  pulleys,  wrap  it  around  the  smaller 
pulley,  and  cut  it  off  at  the  end  of  the  arc  of  contact.  The 
length  of  this  last  string  represents  the  length  of  the  arc 
of  contact.  We  now  have  the  proportion:  tJie  length 
of  the  string  representing  the  circumference  :  the  length  of 
the  string  representing  the  arc  of  contact  ::  o60  {the  number 
of  degrees  in  a  circle)  :  the  number  of  degrees  in  the  arc  of  con- 
tact. Whence,  the  number  of  degrees  in  the  arc  of  contact 
equals  the  quotient  obtained  by  dividing  the  product  of  the 
length  of  the  arc  of  contact  and  360  by  the  circumference 
of  the  pulley. 

To  obtain  the  fraction  of  the  circumference,  divide  the 
length  of  the  string  representing  the  arc  of  contact  by  the 
circumference. 


27.  To  use  the  table  for  finding  the  width  of  a  single 
leather  belt  for  transmitting  a  given  number  of  horsepower, 
we  have  the  following  rule, 
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where   C  =  allowable  effective  pull,  from  table ; 
//  =  horsepower  to  be  transmitted; 
JV  =  width  of  single  belt  in  inches ; 
J^  z=  velocity  of  belt  in  feet  per  minute. 

Kixle  8. — Multiply  the  horsepower  to  be  transmitted  by 
33,000,  and  divide  this  product  by  the  product  of  the  velocity 
of  the  belt  and  the  allowable  effective  pull,  as  taken  from  the 
table.      The  quotient  will  be  the  width  of  the  belt. 

33,000// 


Or,  W  = 


VC 


Example. — What  width  of  single  belfis  needed  to  transmit  20  horse- 
power, the  arc  of  contact  on  the  small  pulley  being  135°  and  the  speed  , 
of  the  belt  1,500  feet  per  minute  ? 

Solution. — According  to  Table  I,  the  allowable  effective  pull  for 
135°  is  31.3  pounds.     Then,  applying  rule  8,  we  have 

,-^      33,000  X  20       . ,  .  ,         . 

^^  =  1,500  X  31:3  =  ^^  ^^^  ""^'"^y-     ^"^- 

28,  To  Find  the  Horsepower  of  a  Belt. — The  horse- 
power that  a  single  belt  will  transmit  is  given  by  the  follow- 
ing rule : 

Rule  9. — Multiply  together  the  effective  pull  taken  from 
the  table,  the  width  of  the  belt  in  inches,  ajtd  the  speed  of  the 
belt  in  feet  per  minute.     Divide  the  product  by  83,000. 

^^'  ^=^3;:ooo' 

39,  Speed  of  Belts. — By  applying  rule  9  to  the  same 
belt  running  at  different  velocities,  it  will  be  seen  that  the 
higher  the  velocity,  the  greater  is  the  horsepower  that  the 
same  belt  can  transmit,  and  from  rule  8  it  will  be  seen  that 
the  higher  the  speed  of  the  belt,  the  less  may  be  its  width 
to  transmit  a  given  horsepower.  From  this  it  follows  that 
a  belt  should  be  run  at  as  high  a  velocity  as  conditions  will, 
permit,  the  maximum  velocity  allowable  for  a  laced  belt 
being  about-  3,500  feet  per  minute  for  ordinary  single 
leather  and   double    leather   belts.      For   belts    spliced    by 
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tementing,  where  the  splice  is  practically  as  strong  as  the  belt 
itself,  the  velocity  may  be  as  high  as  5,()()0  feet  per  minute. 
Cases  are  on  record  where  wide  main  belts  have  been  run  at 
as  high  a  velocity  as  G,000  feet  per  minute, 

30.  In  choosing  a  proper  belt  speed,  due  regard  must 
be  paid  to  commercial  conditions.  While  a  high  speed  of 
the  belt  means  a  narrow  and,  consequently,  a  cheaper  belt, 
the  increased  cost  of  the  larger  pulleys  that  may  be  required 
may  offset  the  gain  due  to  the  high  belt  speed,  at  least  as 
far  as  first  cost  is  concerned. 

For  illustration,  let  the  problem  be  to  transmit  10  horse- 
power from  one  shaft  to  another.  Let  the  revolutions  of 
both  the  driven  and  the  driving  shaft  be  equal,  and  let  the 
shafts  make  200  revolutions  per  minute.  Choosing  a  belt 
speed  of  2,000  feet  per  minute,  the  width  of  a  single  belt 
to  transmit  the  given  horsepower  will  be,  by  rule  8,  say, 
4i  inches.  The  diameter  of  the  pulley  that  at  200  revolu- 
tions per  minute  will   give   a  belt  speed  of  2,000  feet  per 

.      ^     .       2,000  X  12         001    •     u  1  a>  1  •        ^1 

mmute  is  ttt? ?rT-r:r-.  =  38f  mches,   nearly.      Takmg  the 

200  X  3.1416  i  ^  J  & 

price  of  a  38-inch  cast-iron  pulley,  5-inch  face,  as  $15,  we 
have  the  price  of  two  pulleys  as  $30.  Let  the  distance 
between  the  pulleys  be  20  feet.  Then,  the  length  of  belt, 
according  to  rule  7,  is  50  feet  4  inches.  Taking  51  feet  as 
the  length  of  the  belt,  and  the  price  of  a  single  leather  belt 
4i^  inches  wide  at  50  cents  per  foot,  the  price  of  the  belt  will 
be  $25.50.  Then,  the  cost  of  belt  and  pulleys,  not  count- 
ing freight  or  express  charges,  etc.,  will  be  $25.50  -j-  $30 
=  $55.50. 

Choosing  a  belt  speed  of  3,500  feet  per  minute,  the  width 
of  belt  will  be  2^^  inches,  nearly.     The  proper  diameter  of 

3  500  X  12 

the  pulley  is  ^ rr-rrrT:  =  66|  inches,  sav,  G7  inches.     The 

^        ^       200  X  3.1416  " 

length  of  the  belt  will  be  59  feet,  about.     The  price  of  the 

belt   at   30   cents   per   foot   is   $17.70.     The   price   of   two 

67-inch  pulleys  3^-inch  face  is,   say,  $80.     Then,  the  total 

first   cost  is  $80  +  $17.70  =  $97.70,   showing   that   in   this 
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particular  case  the  use  of  a  low  belt  speed  reduces  the  first 
cost  by  $97.70  -  $55.50  =  $42.20. 

The  above  illustration  is  not  intended,  and  must  not  be 
construed,  to  be  an  argument  against  high  belt  speed;  it 
simply  shows  the  advisability  of  considering  the  commercial 
features  in  each  and  every  case.  In  many  cases  it  will  be 
found  that  the  narrow,  high-speed  belt  is  by  far  the  more 
economical  one  to  use. 

31.  Double  belts  are  made  of  two  single  belts  cemented 
and,  usually,  riveted  together  their  whole  length,  and  are 
used  where  much  power  is  to  be  transmitted.  As  the 
effective  pull  for  single  belts,  as  given  in  Table  I,  is  based 
primarily  on  the  strength  through  the  lace  holes,  a  double 
belt,  which  is  twice  as  thick,  should  be  able  to  transmit 
twice  as  much  power  as  a  single  belt,  and  in.  fact  more  than 
this,  where,  as  is  quite  common,  the  ends  of  the  belt  are 
cemented  instead  of  laced. 

Where  double  belts  are  used  on  small  pulleys,  however, 
the  contact  with  the  pulley  face  is  less  perfect  than  it  would 
be  if  a  single  belt  were  used,  owing  to  the  greater  rigidity  of 
the  former.  More  work  is,  also,  required  to  bend  the  belt  as 
it  runs  over  the  pulley  than  in  the  case  of  the  more  pliable 
single  belt,  and  the  centrifugal  force  tending  to  throw  the 
belt  from  the  pulley  also  increases  with  the  thickness. 
Moreover,  in  practice,  it  is  seldom  that  a  double  belt  is  put 
on  with  twice  the  tension  of  a  single  belt.  For  these 
reasons,  the  width  of  a  double  belt  required  to  transmit  a 
given  horsepower  is  generally  assumed  to  be  seven-tenths 
the  width  of  a  single  belt  to  transmit  the  same  power.  On 
this  basis,  rules  8  and  9  become  for  double  belts,  by  multi- 
plying rule  8  by  y'^  and  dividing  rule  9  by  y^,  as  follows : 

Rule  lO. —  To  find  the  width  of  a  double  belt,  multiply  the 
horsepoiver  to  be  transmitted  by  23,100.  Divide  this  product 
by  the  product  of  the  velocity  of  the  belt  and  the  allowable 
effective  pull,  as  taken  from  the  table. 

Or  ^,^  23,100  Zf 
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Rule  11. —  To  find  the  Jiorsepoivcr  that  a  double  belt  can 
transjnit^  imiltiply  together  the  effective  pull  taken  from  the 
table,  the  width  of  the  belt,  and  its  velocity.  Divide  the 
product  by  23, 100. 

Or  H-£}^ 

^''  ^- 23^:00- 

Example  1. — What  width  of  double  belt  is  required  to  transmit 
20  horsepower,  the  arc  of  contact  on  the  smaller  pulley  being  135"^  and 
the  speed  of  the  belt  1,500  feet  per  minute  ? 

Solution. — According  to  Table  I,  the  effective  pull  is  31.3  pounds. 
Then,  by  rule  lO, 

...      23,100X20        ._.  ,  . 

^^  1,500  X  31.3  ^^Q^"-'"^^^^y-     ^"^- 

Example  2. — What  horsepower  can  be  transmitted  by  a  6-inch 
double  belt  running  at  400  feet  per  minute  with  an  arc  of  contact  of  180'  ? 

Solution. — According  to  Table  I,  the  effective  pull  is  38.1  pounds. 
Applying  rule  11,  we  have 

„     38.1  X  6  X  400       .  „   „  ,         . 

^= 23400 =  4  H.  P..  nearly.     Ans. 


THE  CARE  AND  USE  OF  BELTS. 

32.  Leather  Belts. — It  is  a  much  disputed  question  as 
to  which  side  of  the  belt  should  be  run  next  to  the  pulley. 
The  more  common  practice,  it  is  believed,  is  to  run  the  belt 
with  the  hair  or  grain  side  nearest  the  pulley.  This  side  is 
harder  and  more  liable  to  crack  than  the  flesh  side.  By 
running  it  on  the  inside  the  tendency  is  to  cramp  or  com- 
press it  as  it  passes  over  the  pulley,  while  if  it  ran  on  the 
outside,  the  tendency  would  be  for  it  to  stretch  and  crack. 
The  flesh  side  is  the  tougher  side,  but  for  the  reason  given 
above  the  life  of  the  belt  will  be  longer  if  the  wear  comes 
upon  the  grain  side.  The  lower  side  of  the  belt  should  be 
the  driving  side,  the  slack  side  running  from  the  top  of  the 
driving  pulley.  The  sag  of  the  belt  will  then  cause  it  to 
encompass  a  greater  length  of  the  circumference.  Long 
belts,   running  in  any  other  direction  than  vertical,   work 
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better  than  short  ones,   as  their  weight  holds  them  more 
firmly  to  their  work. 

It  is  bad  practice  to  use  rosin  to  prevent  slipping.  It 
gums  the  belt,  causes  it  to  crack,  and  prevents  slipping  for 
only  a  short  time.  If  a  belt,  in  good  condition,  persists  in 
slipping,  a  wider  belt  should  be  used.  Sometimes  larger 
pulleys  on  the  driving  and  driven  shafts  are  of  advantage,  as 
they  increase  the  belt  speed  and  reduce  the  stress  on  the 
belt.  Belts  may  be  kept  soft  and  pliable  by  oiling  them  once 
a  month  with  castor  oil  or  neatsfoot  oil. 

33.  Tlie  Flapping  of  Belts. — One  of  the  most  annoy- 
ing troubles  experienced  with  belting  of  all  kinds  is  the 
violent  flapping  of  the  slack  side.  Flapping  may  be  due  to 
any  one  of  several  causes,  or  to  a  combination  of  them. 
The  most  usual  cause  is  that  one  or  both  of  the  pulleys  run 
out  of  true.  The  belt  is  then  alternately  stretched  and 
released,  and  while  this  may  not  cause  flapping  at  one  speed, 
it  will  usually  do  so  at  a  higher  speed.  If  the  belt  is  rather 
slack,  tightening  it  somewhat  may  cure  or  alleviate  the  flap- 
ping. The  most  obvious  and  best  remedy,  but  the  most 
expensive,  is  to  turn  the  pulleys  to  run  true. 

Pulleys  being  out  of  line  with  each  other  are  another  pro- 
lific source  of  flapping,  especially  when  one  or  both  run  out 
of  true.  First,  bring  the  pulleys  in  line;  if  this  fails,  tighten 
the  belt  if  it  is  rather  loose.  If  no  improvement  is  noticed 
and  it  is  not  possible  to  turn  the  pulleys,  try  to  lower  the 
belt  speed  a  little,  either  by  the  substitution  of  smaller 
pulleys  or  by  changing  the  speed  of  the  driving  shaft,  accord- 
ing to  circumstances. 

With  belts  running  at  speeds  above  4,000  feet  per  minute, 
flapping  may  occur  when  the  pulleys  are  perfectly  true  and 
in  line  with  each  other,  even  when  the  belt  has  the  proper 
tension.  This  is  believed  to  be  due  to  air  becoming 
entrapped  between  the  face  of  the  pulley  and  the  belt.  At 
any  rate,  it  has  been  observed  that  perforating  the  belt  with 
a  series  of  small  holes  will  cure  this  trouble.  Perforated 
belts  may  now  be  bought  in  the  market. 
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Lack  of  steadiness  in  running,  due  either  to  sudden  varia- 
tions in  the  speed  of  the  engine,  or  sudden  changes  in  the 
load  of  the  machines  driven  by  the  belt,  will  produce  a  flap- 
ping that  it  is  almost  impossible  to  cure.  The  only  known 
cure  is  to  take  such  steps  as  will  insure  steady  running,  as 
for  instance,  increasing  the  weight  of  the  flywheel  on  the 
engine,  or  placing  a  flywheel  instead  of  a  pulley  on  the  driven 
machine. 

The  belt  not  being  joined  square  will  also  cause  flapping, 
especially  when  the  belt  is  running  at  a  rather  high  speed. 
The  remedy  is  to  unlace  or  unfasten  the  joint  and  make  it 
square. 

Too  great  a  distance  between  the  pulleys  may  also  cause 
flapping.  In  general,  the  distance  between  the  pulleys 
should  not  exceed  15  feet  for  belts  up  to  4  inches  in  width; 
20  feet  for  belts  above  4  and  below  12  inches;  25  feet  for 
belts  above  12  inches  and  below  18  inches  ;  and  30  feet  for 
larger  belts.  The  distances  here  given  are  occasionally 
exceeded  considerably,  but  as  no  experiments  have  ever 
been  made  public  that  would  enable  a  fairly  correct  formula 
to  be  deduced  for  the  distance  between  pulleys  when  the 
belt  speed,  width  of  belt,  and  effective  pull  are  known,  they 
must  be  taken  as  representing  average  practice. 

A  horizontal  belt  is,  by  many,  considered  to  have  the 
proper  tension  when  it  has  about  1  inch  of  sag,  while  in 
motion,  for  every  8  feet  between  the  pulleys.  For  belts 
other  than  horizontal,  this  should  be  less,  there  being  no 
sag  at  all  for  vertical  belts. 


JOINING  THE  ENDS  OF  BELTS. 

34,  Lacing. — The  ends  of  a  belt  may  be  joined  by 
lacing,  sewing,  riveting,  or  cementing.  ^lany  ways  of  laciug 
belts  are  used.  A  very  satisfactory  method  for  belts  up  to 
3  inches  in  width  is  shown  in  Fig.  16.  Cut  the  ends  of  the 
belt  square,  using  a  sharp  knife  and  a  try  square.  Punch  a 
row  of  holes  according  to  the  width  of  the  belt,  punching 
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corresponding  holes  exactly  opposite  each  other  in  each  end 
of  the  belt,  using  3  holes  in  belts  up  to  2  inches  wide,  and 
5  holes  in  belts  between  2  and  3  inches  wide.     The  number 

of  holes  in  the  row  should  always 
be  uneven  for  the  style  of  lacing 
shown.  In  the  figure,  A  is  the 
outside  of  the  belt  and  B  the 
side  running  nearest  the  pulley. 
The  lacing  should  be  drawn  half- 
way through  one  of  the  middle 
holes  from  the  under  side,  as 
at  i;  before  going  any  further, 
it  is  well  to  see  to  it  that  the  belt 
has  no  twists  in  it,  or,  in  the  case 
of  a  crossed  belt,  that  it  has  not  been  given  a  wrong  twist. 
The  same  side  of  the  belt  should  run  over  both  pulleys, 
which  will  be  the  case  with  a  crossed  belt  if  it  has  been 
twisted  correctly.  Having  made  sure  that  the  belt  is  fair, 
pass  the  end  of  the  lace  on  the  upper  side  of  the  belt 
through  2  under  the  belt  and  up  through  3,  back  again 
through  2  and  <?,  through  Jf  and  up  through  5,  where  an 
incision  is  made  in  one  side  of  the  lacing,  which  forms  a 
barb  that  will  prevent  the  end  from  pulling  through.  Lace 
the  right-hand  side  in  the  same  manner.  The  lacing  may 
advantageously  be  carried  on  at  once  to  the  right  and  left 
alternately. 


Fig.  16. 


35.  For  belts  wider  than  3  inches,  the  lacing  shown  in 
Fig.  17  is  a  good  one.  As  will  be  observed,  there  are  two 
rows  of  holes.  The  number  of  holes  in  the  row  nearest  the 
joint  should  exceed  by  one  the  number  of  holes  in  the 
second  row.  For  belts  up  to  4^  inches  wide,  use  3  holes  in 
the  row  nearest  the  joint  and  2  holes  in  the  second  row. 
For  belts  up  to  6  inches  wide,  use  4  and  3  holes,  respect- 
ively. For  larger  belts,  make  the  total  number  of  holes  in 
each  end  either  one  or  two  more  than  the  number  of  inches 
of  width,  with  the  object  of  getting  an  odd  total  number  of 
holes.     For  example,  for  a  10-inch  belt,  the  total  number  of 
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holes  should  be  10  +  1  =  11.  For  a  i;3-inch  belt,  it  should 
be  13  +  2  =  15  holes.  The  outside  holes  of  the  first  row 
should  not  be  nearer  the  edges  of  the  belt  than  f  inch,  nor 
should  the  first  row  be  nearer  the  joint  than  f  inch.  The 
second  row  should  be  at  least 
If  inches  from  the  end.  In 
the  figure,  A  is  the  outside 
and  B  the  side  nearest  the 
pulley.  Begin  at  one  of  the 
center  holes  in  the  outside  row, 
as  /,  and  continue  through  2, 
3,  J,,  5,  (J,  7,  6,  r,  4,  5,  2,  S,  etc. 

Another  method  is  to  begin 
the  lacing  on  one  side  instead 
of  in  the  middle.  This  method 
will  give  the  rows  of  lacing  on 
the  under  side  of  the  belt  the 
same  thickness  all  the  way  across.  The  lacing  should  not  be 
crossed  on  the  side  of  the  belt  that  runs  next  to  the  pulley. 

Lacing  affords  convenient  means  of  shortening  belts  when 
they  stretch  and  of  increasing  their  tension.  If  the  belts 
are  at  all  large,  the  ends  of  the  belt  should  be  drawn  together 
by  belt  clamps. 

36.  Cementing. — Cementing  makes  probably  the  best 
kind  of  a  joint  ever  devised.  It  has  the  serious  disadvantage, 
however,  that  the  stretch  of  the  belt  cannot  be  readily  taken 
up,  and,  hence,  tightening  pulleys  must  be  used  when  the 
center-to-center  distance  of  the   pulleys  is  not  adjustal)le. 
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Fig.  ir. 


Fig.  18. 


In  dynamo  driving,  where  endless  belts  are  used  to  the 
exclusion  of  all  others,  the  dynamo  is  usually  mounted  on  a 
slide,  so  that  the  tension  of  the  belt  can  be  adjusted.  For 
a  cemented  joint,  the  ends  of  the  belt  should  be  pared  down 
with  a  very  sharp  knife  to  the  form  shown  in  Fig.  18,  which 
shows  a  form  that  is  recommended  by  belt  manufacturers. 
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Warm  the  belt  ends  near  a  fire,  apply  the  belt  cement  while 
hot,  and  press  the  joint  together  by  two  boards,  one  on  the 
top  and  one  on  the  bottom.  Belt  cement  can  be  obtained 
of  any  dealer  in  engineer's  supplies  and  full  directions  for 
using  it  will  always  be  found  on  the  can.  These  directions 
should  be  implicitly  followed. 

If  belt  cement  cannot  be  obtained,  a  good  cement  may  be 
made  by  melting  together  over  a  slow  fire  16  parts  of  gutta 
percha,  4  parts  of  india  rubber,  2  parts  of  pitch,  1  part  of 
shellac,  and  2  parts  of  linseed  oil,. by  weight.  Cut  all  ingre- 
dients very  small,  mix  well,  and  use  while  hot. 

37.  StretcL.  of  Belts. — New  leather  belts  will  stretch 
from  one-fourth  to  one-half  of  an  inch  per  foot  of  length, 
and  hence  must  be  taken  up  until  the  limit  of  stretch  has 
been  reached.  Rubber  belts  are  said  to  stretch  continuously. 
Cotton  and  duck  belts  are  said  not  to  stretch  with  use. 

38,  Precautions  to  be  Observed  Wben  Using  Rubber 
Belts. — When  rubber  belts  are  used,  animal  oils  or  animal 
grease  should  never  be  used  on  them.  If  the  belt  should 
slip,  it  should  be  lightly  moistened  on  the  side  nearest  the 
pulley  with  boiled  linseed  oil. 


EXAMPLES   FOB   PRACTICE. 

1.  The  main  line  shaft  is  driven  at  90  revolutions  per  minute  and 
is  to  drive  another  shaft  at  120  revolutions  per  minute ;  the  latter  shaft 
carries  a  pulley  20  inches  in  diameter.  How  large  a  pulley  should  be 
used  on  the  main  line  shaft  ?  Ans.  26|  in. 

2.  The  belt  wheel  of  an  engine  is  10  feet  in  diameter  and  makes 
65  revolutions  per  minute;  the  line  shaft  is  to  run  at  150  revolutions 
per  minute.     What  size  pulley  should  be  used  ?  Ans.  52  in. 

3.  The  driving  pulley  is  48  inches  in  diameter  and  makes  90  revolu- 
tions per  minute.  The  driven  pulley  being  20  inches  in  diameter,  how 
many  revolutions  per  minute  will  the  driven  shaft  make  ? 

Ans.  216  R.  P.  M. 

4.  The  belt  wheel  of  an  engine  being  5  feet  in  diameter,  the  driven 
pulley  45  inches,  and  the  driven  shaft  to  make  90  revolutions  per 
minute,  what  should  be  the  number  of  revolutions  of  the  belt  wheel  ? 

Ans.  Gli  R.  P.  M. 
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5.  Two  pulleys,  48  and  32  inches  in  diameter,  respectively,  are 
10  feet  6  inches  from  center  to  center.  What  is  the  length  of  an  open 
belt  for  these  pulleys  ?  Ans.  31  ft.  10  in. 

6.  A  belt  speed  of  2,400  feet  per  minute  having  been  chosen,  what 
width  of  single  belt  will  be  needed  to  transmit  30  horsepower  ?  The 
pulleys  over  which  the  belt  runs  are  equal  in  size.     Ans.  11  in.,  nearly. 

7.  What  horsepower  can  be  transmitted  by  a  single  belt  11  inches 
wide  traveling  at  the  rate  of  1,000  feet  per  minute  over  a  small  pulley 
on  which  its  arc  of  contact  is  150'  ?  Ans.  11^  H.  P.,  nearly. 

8.  With  a  belt  speed  of  1,300  feet  per  minute,  what  width  of  double 
belt  will  be  required  to  transmit  5  horsepower  over  pulleys  equal  in 
diameter?  Ans.  2^  in.,  nearly. 


AVIIEELi   WORK. 


DRIVER  AXD  I'OLLOWER. 

39.  A  combination  of  wheels  and  axles,  as  in  Fig.  19,  is 
called  a  train.  The  wheel  in  a  train  to  which  motion  is 
imparted  from  a  wheel  on  another  shaft,  by  such  means  as  a 
belt  or  gearing,  is  called  the  driven  Avheel  or  follo^vel•; 
the  wheel  that  imparts  the  motion  is  called  the  driver. 

It  will  be  seen  that  the  wheel  and  axle  bears  the  same 
relation  to  the  train  that  a  simple  lever  does  to  the  com- 
pound lever.  Letting  Z>,,  D^,  D^,  etc.  represent  the  diam- 
eters of  the  driven  wheels,  and  rt',,  d„,  d^,  etc.  the  diameters 
of  the  different  drivers,  we  have  the  following  rule: 

Rule  12. —  'f/ic  cojitinucd  product  of  the  force  and  iJu 
diameters  of  the  driven  wheels  equals  the  contimied  product 
of  the  weight,  the  diameter  of  the  druni  that  moves  the  weight, 
and  the  diameters  of  the  drivers. 

Or,  Px  B^X  -P^X  A,  etc.  =  JFx  d^X  d^X  d^,  etc. 

Since  the  radii  of  several  circles  are  in  the  same  propor- 
tion to  one  another  as  the  diameters  of  the  same  circles,  it 
follows  that  the  radii  may  be  used  instead  of  the  diameters 
in  the  above  rule. 
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Example. — If  the  radius  of  the  pulley  A,  Fig.  19,  is  20  inches,  of  C 
15  inches,  and  of  i?  24  inches,  and  the  radius  of  the  drum  /^  is  4  inches, 
of  the  pinion  D  5  inches,  and  of  the  pinion  B  4  inches,  how  great 
a  weight  will  a  force  of  1  pound  applied  at  P  raise  ? 


Fig.  19. 


Solution. — Applying  rule  13,  we  have 

■       1X20X15X24=  ^X4x5x4, 


IV: 


7.200 
80 


90  lb.     Ans. 


40,  Although  the  combination  of  wheels  in  this  example 
enables  the  lifting  of  a  weight  90  times  as  great  as  the  force 
applied,  it  has  been  necessary  to  exert  the  force  through  a 
distance  90  times  the  height  through  which  the  weight  was 
raised.  It  is  a  universal  law  in  the  application  of  machines 
that  whenever  there  is  a  gain  in  power  without  a  correspond- 
ing increase  in  the  initial  force,  there  is  a  loss  in  speed ;  this 
is  true  of  any  machine. 
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In  the  example,  if  /-*were  to  move  the  entire  90  inches  in 
1  second,  IV  would  move  only  1  inch  in  the  same  period  of 
time. 

41,  Instead  of  using  the  diameter  or  radius  of  a  gear,  as 
in  the  last  example,  the  number  of  teeth  may  be  used  when 
computing  the  weight  that  can  be  raised,  or  the  velocity. 

Example. — The  radius  of  the  pulley  A,  Fig.  19,  is  40  inches  and 
that  of  f  is  13  inches.  The  number  of  teeth  in  //  is  9,  in  C  27,  in 
D  12,  and  in  £  36.  If  the  weight  to  be  lifted  is  1,800  pounds,  how 
great  a  force  at  F  is  it  necessary  to  apply  to  the  belt  ? 

Solution. — Let  P  represent.the  force ;  then,  by  the  rule 
.P  X  40  X  27  X  36  =  1,800  x  12  X  9  X  12. 
or  P  X  38,880  =  2,333,800. 


Hence, 


P  =  ^4^^  =  eoih., 


38,880 
=  the  amount  of  force  necessary  to  apply  to  the  belt.     Ans. 


GEAR-WHEEIiS. 

43,  A  wheel  that  is  provided  with  teeth  that  mesh  with 
similar  teeth  on  another  wheel  is  called  a  geav-^vheel,  or 
gear.     In  Fig.  20  is  shown  a  spur  gear.     On  spur  gears 


FIO.  flOl. 


Fio.  a. 
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the  teeth  are  usually  parallel  to  the  axis  of  the  wheel  or  to 
its  shaft. 

Gears  are  said  to  be  in  mesh  when  the  teeth  of  two  wheels, 
respectively,  engage  each  other  or  interlock. 

43.  In  Fig.  21  is  shown  a  pair  of  bevel  gears  in  mesh. 
Of  the  two  wheels  shown,  one  is  smaller  than  the  other; 
when  both  wheels  of  a  pair  of  bevel  gears  are  of  the  same 
diameter  they  are  called  miter  gears.     In  Fig.  22  is  shown 


Pig.  22. 


a  pair  of  miter  gears  in  mesh.  It  is  obvious  that  the  angle 
that  the  teeth  of  these  gears  make  with  the  axis  of  the  shaft 
must  be  45°. 

44.     Of  a  pair  of  gear-wheels  (either  spur  or  bevel)  having 
different  diameters,  the  smaller  is  called  a  pinion. 
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In  Fig.  23  is  shown  a  revolving  s(  rtw,  or  worm,  as  it  is 
called,  that  meshes  with  a  ^vorn^-^vlleel.  It  is  used  to 
transmit  motion  from  one  shaft 
to  another  at  right  angles  to  it. 

As  the  worm  is  nothing  else 
than  a  screw,  each  revolution 
given  to  it  will  rotate  the 
wheel  a  distance  equal  to  the 
pitch  of  the  worm ;  consequent- 
ly, if  there  are  40  teeth  in  the 
worm-wheel,  a  single-threaded 
Avorm  must  make  40  revolu- 
tions in  order  to  turn  the  wheel 
once. 

45.  A  rack  is  a  straight 
bar  that  has  gear-teeth  cut  on 
it.    It  may  be  considered  as  part  Fig.  23. 

of  a  gear-wheel  in  which  the  diameter  is  infinitely  large.  The 
teeth  of  racks  are  proportioned  by  the  same  rules  as  those  of 
gear-wheels. 


TEETH  OF  GEAR-WHEELS. 

46,  The  object  in  designing  the  teeth  of  gear-wheels 
should  be  to  so  shape  them  that  the  motion  transmitted 
will  be  exactly  the  same  as  with  a  corresponding  pair  of 
wheels,  or  cylinders,  without  teeth  and  running  in  contact 
without  slipping.  Such  cylinders  are  called  pitch  cyliiulei's, 
and  are  always  represented  on  the  drawing  of  a  gear-wheel 
by  a  line  called  the  pitch  circle  (see  Fig.  24).  The  pitch 
circle  is  also  called  the  pitch  line. 

The  diameter  of  the  pitch  circle  is  called  the  pitch 
diameter.  When  the  word  "diameter"  is  applied  to 
gears,  it  is  always  understood  to  mean  the  pitch  diameter^ 
unless  especially  stated  as  the  "diameter  over  all"  or 
"diameter  at  the  root." 
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47.  Circular  and  Diametral  Pitcli. — The  distance 
from  a  point  on  one  tooth  to  a  corresponding  point  on  the 
next  tooth,  measured  along  the  pitch  circle,  is  the  circular 


Fig.  34. 


pitch..  This  is  obtained  by  dividing  the  circumference 
(pitch  circle)  by  the  number  of  teeth,  and  is  used  in  laying 
out  the  teeth  of  large  gears  and,  also,  when  calculating 
their  strength. 

It  would  be  very  convenient  to  have  the  circular  pitch 
expressed  in  manageable  numbers  like  1-inch,  f  inch,  etc. ; 
but  as  the  circumference  of  a  gear  is  3.1416  times  its  diam- 
eter, this  requires  awkward  numbers  for  the  diameters. 
Thus,  a  wheel  of  40  teeth,  1-inch  pitch,  would  have  a  cir- 
cumference on  the  pitch  circle  of  40  inches  and  a  diameter 
of  12.732  inches.  Of  the  two  it  is  more  convenient,  in  the 
great  majority  of  cases,  to  have  the  diameters  expressed  in 
numbers  that  can  be  easily  handled.     In  order,  however,  to 
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have  the  pitch  in  a  convenient  form  also,  a  pitch  has  been 
devised  that  is  expressed  in  terms  of  the  diameter  and  called 
the  diametral  pitch. 

The  diametral  pitch  is  not  a  measurement  like  the  circu- 
lar pitch,  but  a  ratio.  It  is  the  ratio  of  the  number  of  teeth 
in  the  gear  to  the  Jiumbcr  of  inches  in  the  diameter  ;  or,  it  is 
the  number  of  teeth  on  the  circumference  of  the  gear  for 
1  inch  diameter  of  the  pitch  circle.  It  is  obtained  by  divi- 
ding the  number  of  teeth  by  the  diameter. 

A  gear,  for  example,  has  60  teeth  and  is  10  inches  in 
diameter.  The  diametral  pitch  is  the  ratio  of  60  to 
10  =  \^  =  6  ;  this  gear  would  be  called  a  6-pitch  gear. 
From  the  definition  it  follows  that  teeth  of  any  particular 
diametral  pitch  are  of  the  same  size  and  have  the  same 
width  on  the  pitch  line,  whatever  may  be  the  diameter  of 
the  gear.  Thus,  if  a  12-inch  gear  has  48  teeth,  it  will  be 
4  pitch.  A  24-inch  gear  to  have  teeth  of  the  same  size  will 
have  twice  48,  or  96  teeth,  and  as  96  -4-  24  =  4,  has  the  same 
diametral  pitch  as  before. 

48.  Ottier  Definitions. — The  other  necessary  defini- 
tions applying  to  the  parts  of  a  gear  can  be  readily  under- 
stood from  Fig.  24.  The  thickness  of  the  tooth  and  the 
width  of  the  space  are  measured  on  the  pitch  circle.  A 
tooth  is  composed  of  two  parts,  the  addendum,  or  part 
outside  of  the  pitch  circle,  and  the  root,  which  is  inside. 

A  line  through  the  outside  end  of  the  addendum  is  called 
the  addendum  circle,  or  addendum  line,  and  one  through 
the  inside  part  of  the  root  is  called  the  root  circle,  or 
root  line.  The  amount  by  which  the  width  of  the  space 
is  greater  than  the  thickness  of  the  tooth  is  called  the  back- 
lash, or  side  clearance. 

49.  Proportions  for  Gear-Teeth. — With  gears  of  large 
size,  and  often  with  cast  gears  of  all  sizes,  the  circular- 
pitch  system  is  used.  In  these  cases,  it  is  usual  to  have  the 
addendum,  whole  depth,  and  thickness  of  the  tooth  conform 
to  arbitrary  rules  based  on  the  circular  pitch. 
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The  usual  proportions  are  for  cast  gears:  Addendum 
=  .3  X  circular  pitch.  Root  =  .4  X  circular  pitch.  Thick- 
ness of  tooth  =  .48  X  circular  pitch. 

The  gears  most  often  met  with  are  the  cut  gears  of  small 
and  medium  size  like  those,  for  example,  on  machine  tools, 
which  are  almost  invariably  diametral-pitch  gears.  The 
teeth  are  cut  from  the  solid  with  standard  milling  cutters, 
proportioned  with  the  diametral  pitch  as  a  basis.  This  sys- 
tem is  also  coming  into  use  for  cast  gearing.  In  all  dia- 
metral-pitch gears,  the  addendum,  in  inches,  is  made  equal 
to  1  divided  by  the  diametral  pitch,  and  the  working  depth 
to  twice  the  addendum.  The  end  clearance  is  usually  taken 
equal  to  |-  the  addendum  for  cut  gears,  though  The  Brown  & 
Sharpe  Manufacturing  Company  use  J^-  the  thickness  of  the 
tooth  on  the  pitch  line  as  the  clearance.  The  side  clear- 
ance, or  "  backlash,"  is  barely  enough  to  give  a  good  work- 
ing fit,  and  seldom  exceeds  -^^  the  pitch. 

Using  the  above  proportions,  a  4-pitch  gear  will  have  the 
addendum  =  1  -^  4  =  ^  inch;  the  working  depth  will  be 
2  X  i  =^  inch;  and  the  clearance,  if  made  |^  the  addendum, 
^  X  i  =  sV  inch.  The  whole  length  of  the  tooth  will  be 
-^-|-?V  =  "H  iii'^'h-  The  thickness  of  the  tooth  will  be  one- 
half  the  circular  pitch,  nearly.  In  a  10-pitch  wheel,  the 
addendum  will  be  ^l  inch  and  the  length  of  the  tooth 
^l  inch;  in  a  2|-pitch,  it  will  be  1 -^  2^  =  f  inch  and  the 
length  ^  inch. 


FORMS  OF  GEAR-TEETH. 

50.  The  forms  of  teeth  used  in  ordinary  practice  form 
part  of  certain  curves  known  as  the  epicycloid,  hypocycloidy 
and  involute. 

51.  The  Epieycloidal  Tooth. — In  the  so-called  epicy- 
cloidal  tooth,  Avhich  more  properly  is  called  a  cycloidal  tooth, 
the  face  of  the  tooth  is  part  of  an~epicycloid,  and  the  flank^ 
part  of  a  hypocycloid. 
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An  epicyolohlal  curve  is  the  path  described  by  any  point 
of  a  circle  rolling',  without  slipping;,  on  the  outside  of 
another  circle.  A  liypoeyeloid  is  the  path  described  by 
any  point  of  a  circle  rolling,  without  slipping,  on  the  inside 
of  another  circle. 

Epicycloidal  teeth  can  always  be  recognized  by  tlieir 
appearance;  they  are  formed  by  two  curves  that,  com- 
mencing at  the  pitch  circle,  curve  in  opposite  directions. 
Fig.  25  clearly  exhibits  the  characteristic  tooth  form. 


—c' 


Fig.  25. 


The  use  of  epicycloidal  teeth  is  being  gradually  aban- 
doned, as  they  possess  some  practical  defects,  the  chief 
defect  being  that  the  center-to-center  distance  of  the  two 
gears  must  be  practically  perfect  in  order  to  insure  a  uni- 
form velocity  of  the  driven  gear. 

53.  Involute  Teeth. — In  Fig.  20  is  shown  the  involute 
form  of  tooth,  which  is  composed  of  but  one  curve.    ■ 

The  involvite  is  the  path  described  by  any  point  of  a 
string  that  is  being  wound  on  or  off  a  cylinder,  the  cylinder 
being  stationary.  In  the  involute  system,  the  sides  of  the 
teeth  of  the  rack  are  straight  lines,  as  shown  in  Fig.  20. 

Involute  teeth  have  two  great  advantages  over  epicycloi- 
dal teeth:  (1)  T/ny  arc  stronger  for  the  sauic  pitch,  as 
they  arc  thicker  at  the  root.     (2)      The  gears  may  be  spread 
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slightly  apart  so  that  their  pitch  circles  do  not  ru7i  tangent  to 


Fig.  2G. 


one  another,  without  affecting  the  perfect  action   of  the  teeth 
to  an  appreciable  extent. 


53. 


GEAR    CAIjCULATIONS. 

The  Circular-Pitcli  System. — For  calculating  the 


pitch  diameter,   number  of  teeth,   etc.    of  gear-wheels,   we 
have,  for  the  circular-pitch  system,  the  following  rules, 

where       P=  circular  pitch  in  inches; 
T  =■  number  of  teeth; 
D  =  pitch  diameter  of  the  gear  ni  inches. 

54.     To  find  the  pitch  diameter  of  a  gear-wheel  in  inches, 
when  the  pitch  and  number  of  teeth  are  given : 

Rule    13. —  The  pitch  diameter  equals  the  product  of  the 
pitch  and  the  number  of  teeth  divided  by  S.  lJf.16. 

FT 


Or. 


D  = 


3.1416' 

Example. — What  is  the  diameter  of  the  pitch  circle  of  a  gear-wheel 
that  has  75  teeth  and  whose  pitch  is  1.675  inches  ? 
Solution. — Applying  rule  13,  we  have 

1.675  X  75 


D 


3.1416 


=  40  in.     Ans. 
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55,     To  find  the  number  of  teeth  in   a   gear-wheel  when 
the  diameter  and  pitch  are  given: 

Rule    14. —  The  number   of  teeth   equals   the  product   of 
3.  lJf.16  and  the  diameter  divided  by  the  pitch. 

^                                    ^      3.1416  Z? 
Or,  T= -p — . 

Example. — The  diameter  of  a  gear-wheel  is  40  inches  and  the  pitch 
of  the  teeth  is  1.675  inches;  how  many  teeth  are  there  in  the  wheel  ? 

Solution. — Applying  the  rule  just  given,  we  have 

^^3.1416X40^^^^^^^^      Ans. 
1.0(5 

5(j.     To  find  the  pitch  of  a  gear-wheel  when  the  diameter 
and  the  number  of  teeth  are  given: 

Bule  15. —  The  pitch  of  the  teeth  equals  the  product  of 
3.  lJf.16  and  the  diameter  divided  by  the  number  of  teeth. 

3.1416Z> 


Or,  P  = 


T 


Example. — The  diameter  of  a  gear-wheel  is  40  inches  and  it  has 
75  teeth;  what  is  the  pitch  of  the  teeth  ? 

Solution. — By  rule  15,  we  have 

„      3.1416  X  40      ,  „,_  .        .    ,        . 

/*  = ^^ =  1.6(0  in.  pitch.     Ans. 

75 

57.  The  Dianietral-Pitcli  System. — The  diameter  of 
the  gear-wheel,  the  number  of  teeth,  etc.  are  given  by  the 
following  rules,  where  P^,  =  diametral  pitch ;  D„  =:  outside 
diameter;  xV  =  number  of  teeth;  and  the  other  letters  have 
the  same  meaning  as  in  the  three  preceding  rules. 

58,  To  find  the  pitch  diameter  of  the  gear-wheel  when 
the  number  of  teeth  and  the  pitch  are  given: 

Rule  16. — Divide  the  number  of  teeth  by  the  diametral 
pitch. 

Or,  D  =  ^. 
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Example. — A  wheel  is  to  have  40  teeth,  4  pitch;  what  is  its  pitch 
diameter  ? 

Solution. — By  applying  rule  16,  we  have 

40 
i:>  =  ^  =  10  in.     Ans. 
4 

59.  To  find  the  diameter  over  all,  that  is,  the  diameter 
of  the  blank  from  which  the  gear-wheel  is  cut,  the  number 
of  teeth  and  the  diametral  pitch  being  given : 

Rule  17. — Add  2  to  the  number  of  teeth  and  divide  by  the 
diametral  pitch. 

Or,  A  =  — 5— • 

Example. — In  the  last  example,  what  is  the  diameter  over  all  the 
blank  ? 

Solution. — Applying  the  rule  just  given,  we  get 

Do  =  ^-±1  =  10+  in.     Ans. 
4 

60.  The  number  of  teeth  and  the  outside  diameter  of 
the  gear-wheel  being  known,  to  find  the  diametral  pitch: 

Rule  18. — Add  2  to  the  number  of  the  teeth  and  divide  by 
the  outside  diameter. 


Or,  P,  = 


A 


Example. — A  gear-wheel  has  60  teeth  and  is  6^  inches  in  diameter 
over  all ;  what  is  the  diametral  pitch  ? 

Solution. — By  applying  rule  18,  we  get 

Pd  =  — ^T —  —  10.     Ans. 

61.     To  find  the  diametral  pitch,  the  number  of  teeth 
and  the  pitch  diameter  being  known: 

Rule  19. — Divide  the  number  of  teeth  by  the  pitch  diam- 
eter. 

N 
U 


Or,  P,= 


Example. — A  wheel  has  90  teeth  and  its  pitch  diameter  is  30  inches; 
what  is  the  diametral  pitch  ? 
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Solution. — By  rule  19,  we  get 

Pd  =  5q  =  3.     Ans. 

63.  The  pitch  diameter  and  the  diametral  pitch  being 
given,  to  obtain  the  number  of  teeth: 

Rule  20. — Multiply  the  pitch  diameter  by  the  diametral 
pitch. 

Or,  N=DPa. 

Example. — How  many  teeth  are  there  in  a  gear-wheel  having  a 
pitch  diameter  of  36  inches  and  a  diametral  pitch  of  5  ? 
Solution. — Applying  the  rule  just  given,  we  get 
A/'=36  X5  =  180  teeth.     Ans. 

03.  The  diameter  over  all  and  the  diametral  pitch  being 
given,  to  find  the  number  of  teeth : 

Rule  21. — Subtract  2  from  the  product  of  the  outside 
diameter  and  the  diametral  pitch. 

Or,  N  =  D„  I\  -  2. 

E.XAMPLE. — How  many  10-pitch  teeth  has  a  gear-wheel  having  an 
outside  diameter  of  81  inches  ? 
Solution. — By  rule  21,  we  get 

A^  =  8^  X  10  -  2  =  80  teeth.     Ans. 

64.  The  standard  diametral  pitches  used  for  cut  gears 
are  as  follows:  2,  2i,  U,  2f,  3,  3^,  4,  5,  6,  7,  8,  9,  10,  11,  12, 
14,  16,  18,  20,  22,  24,  26;  28,  30,  32,  36,  40,  48.  Gears  hav- 
ing a  diametral  pitch  differing  from  those  given  here  are, 
usually,  either  very  large  or  very  small. 

65.  Diametei*s   and    Distances   Between    Centers. — 

The  distance  between  the  centers  of  two  gear-wheels  being 

known  and  the  ratio  of  their  speeds,  the  diameter  of  the 

pitch  circle  of  the  smaller  wheel  is  given  by  the  following 

rule, 

where  y^  =  center-to-center  distance; 

R  =  revolutions  per  minute  of  large  gear; 

r  =  revolutions  per  minute  of  small  gear; 

d  =  pitch  diameter  of  small  gear. 
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RtQe  23. — Multiply  twice  the  ceiiter-to-center  distance  by 
the  number  of  revolutions  of  the  large  gear,  and  divide  the 
product  by  the  sum  of  the  revolutions  of  the  large  and  small 
gear. 

Or,  ^=^+7- 

Example. — Given,  the  distance  between  centers  =  5|  inches ;  the 
small  gear  is  to  make  24  revolutions  for  every  8  revolutions  of  the 
large  gear.     What  is  the  diameter  of  each  gear  ? 

Solution. — By  rule  32, 

2  X  5i  X  8 
dz=  — - — 2_ —  =  2|.in.,  the  diameter  of  the  small  wheel. 
8  -t-  24  * 

Then,  as  the  center  distance  is  equal  to  the  sum  of  the  radii  of  the 

21- 
two  wheels,  the  radius  of  the  large  wheel  is  5|  —  -jj-  =  4^  in.,  and  its 

diameter  is  4^  X  2  =  8^  in.     Ans. 

66.  Speed  and  jVumber  of  Teeth. — To  calculate  the 
number  of  teeth  or  the  speed  of  one  of  two  gear-wheels  that 
are  to  gear  together: 

Let  N  =  number  of  revolutions  per  minute  of  the  driving 
wheel ; 
n  =  number  of  revolutions  per  minute  of  the  driven 

wheel ; 
T  =  number  of  teeth  in  the  driving  wheel; 
t  =  number  of  teeth  in  the  driven  wheel. 

Rule  23. —  TJie  number  of  teeth  in  the  driving  wheel  equals 
the  product  of  the  number  of  teeth  and  number  of  revolutions 
of  the  driven  wheel  divided  by  the  number  of  revolutions  of 
the  driving  wheel. 

Or,  7-=  ^. 

Example. — The  driven  wheel  has  27  teeth  and  will  make  66  revolu- 
tions per  minute;  if  the  driving  wheel  makes  99  revolutions  per  min- 
ute, how  many  teeth  are  there  in  the  driving  wheel  ? 

Solution. — Applying  rule  33,  we  have 

T=^l:^  =  l%t^^th.    Ans. 
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67.  The  number  of  revolutions  per  minute  of  the  driving 
wheel  and  the  driven  wheel  and  the  number  of  teeth  in  the 
driving  wheel  being  given,  to  find  the  number  of  teeth  in  the 
driven  wheel: 

Rule  24. —  TJie  number  of  teeth  in  the  driven  zuheel  equals 
the  product  of  the  tiuinber  of  teeth  and  revolutions  per  minute 
of  the  driving  wheel  divided  by  the  tiumber  of  revolutions  per 
minute  of  the  driven  wheet. 

Or,  /  = . 

'  n 

Example. — The  driving  wheel  has  18  teeth  and  makes  99  revolu- 
tions per  minute,  and  the  driven  wheel  must  make  66  revolutions  per 
minute;  how  many  teeth  must  there  be  in  the  driven  wheel  ? 

Solution. — Applying  the  rule  just  given,  we  have 

^  ^  18x99  ^  27  teeth.     Ans. 
66 

68.  The  number  of  teeth  in  the  driving  wheel  and  the 
driven  wheel  and  the  number  of  revolutions  per  minute  of 
the  driving  wheel  being  given,  to  find  the  number  of  revolu- 
tions per  minute  of  the  driven  wheel: 

Rule  25. —  The  number  of  revolutioyis  per  minute  of  the 
driven  wheel  equals  the  product  of  the  number  of  teeth  and 
number  of  revolutions  of  the  driving  wheel  divided  by  the 
number  of  teeth  of  the  driven  wheel. 

_  TN 

Or,  n  =  —^. 

Example. — There  are  18  teeth  in  the  driving  wheel  and  it  makes 
99  revolutions  per  minute;  how  many  revolutions  per  minute  will  the 
driven  wheel  make  if  it  has  27  teeth  ? 

Solution. — Applying  rule  25,  we  have 

„  =  H><A^  =  66  R.  P.  M.     Ans. 
at 

69.  The  number  of  teeth  in  the  driving  wheel  and  the 
driven  wheel  and  the  number  of  revolutions  per  minute  of 
the  driven  wheel  being  given,  to  find  the  number  of  revolu- 
tions per  minute  of  the  driving  wheel: 
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Rule  3C. —  TJie  mnnber  of  revolutions  of  the  driving  zvheel 
equals  the  product  of  the  number  of  teeth  and  revolutions  of 
the  driven  wheel  divided  by  the  number  of  teeth  of  the  driving 
zvheel. 

Or, 


N  = 


T' 


Example  1. — If  there  are  27  teeth  in  the  driven  wheel  and  if  it 
makes  66  revolutions  per  minute,  how  many  revolutions  per  minute 
will  the  driving  wheel  make  if  it  has  18  teeth  ? 

Solution. — Applying  the  rule  just  given,  we  have 

18' 


N  = 


=  99  R.  P.  M.     Ans. 


Example  2. — In  Fig.  27,  the  crank-shaft  makes  60  revolutions  per 
minute ;  the  governor  pulley  is  4  inches  in  diameter ;  the  bevel  gear  on 
the  governor  pulley  shaft  has  19  teeth;  the  bevel  gear  that  meshes 
with  it  and  drives  the  governor  has  30  teeth.  The  governor  is  to 
make  95  revolutions  per  minute;  what  should  be  the  size  of  the  pulley 
on  the  crank-shaft  ? 


Fig.  27. 


Solution. — First  determine  the  number  of  revolutions  of  the  4-inch 
pulley  in  order  that  the  governor  shall  turn  95   times  per  minute. 


Applying  rule   26,  N-. 


tn      30  X  95 


=  150  revolutions   of  gear   on 


T  ~       19 

pulley  shaft  =  revolutions  of  governor  pulley.     Now,  applying  rule  3, 

d  tt      4  X  150 
the  diameter  of  the  pulley  on  the  crank-shaft  =  -jj-  =  — ^ — 

Ans. 


10  in. 
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Example  3. — In  Fig.  37,  the  flywheel  is  8  feet  in  diameter  and  drives 
a  5-foot  pulley  on  the  main  shaft.  A  r4-inch  pulley  on  the  main  shaft 
drives  a  16-inch  pulley  on  the  countershaft.  A  12-inch  pulley  on  the 
countershaft  drives  a  12-inch  pulley  on  a  shaft  on  which  is  a  pinion 
that  meshes  into  a  large  gear  attached  to  the  face  plate  of  a  large  lathe, 
and  which  has  108  teeth.  How  many  teeth  must  the  pinion  have  in 
order  that  the  face  plate  may  make  9.^  revolutions  per  minute  ? 

Solution. — Applying  rule  5,  to  find  the  revolutions  per  minute  of 

the  main  shaft,  — - — -  =  96  R.  P.  M.     Applying  the  same  rule  again 

14  X  96 
to  find   the   revolutions  of  the  countershaft,    — -p: — -  =  84   R.  P.  M. 

16 

Applying  it  once  more  to  find  the   revolutions  of   the  pulley   that 
turns  the  small  gear,      r:       =  84  R.  P.  M.    Applying  rule  23,  ^?_^ 

1-i  o4 

=  12  teeth  in  pinion  or  driver.     Ans. 


EXAMPLES   FOR  PRACTICE. 

1.  The  driving  pulley  makes  110  R.  P.  M.  and  is  21  inches  in 
diameter  ;  what  should  be  the  size  of  the  driven  pulley  in  order  to 
make  385  R.  P.  M.  ?  Ans.  6  in. 

2.  The  main  shaft  of  a  certain  shop  makes  120  R.  P.  M.  It  is 
desired  to  have  the  countershaft  make  150  R.  P.  M.  There  are  on 
hand  pulleys  16  inches,  24  inches,  28  inches,  35  inches,  and  38  inches  in 
diameter.    Can  two  of  these  be  used,  or  must  a  new  pulley  be  ordered  ? 

Ans.  Use  the  28-inch  and  35-inch  pulleys. 

3.  The  pinion  (driver)  makes  174  R.  P.  M.  and  the  follower 
24  R.  P.  M. ;  how  many  teeth  must  the  pinion  have  if  the  follower  has 
87  teeth  ?  Ans.  12  teeth. 

4.  If  an  engine  flywheel  is  66  inches  in  diameter  and  makes 
160  R.  P.  M.,  what  must  be  the  diameter  of  the  pulley  on  the  main 
shaft  to  make  128  R.  P.  M.  ?  Ans.  82 i  in. 

5.  What  is  the  pitch  diameter  of  a  gear  whose  circular  pilch  is 
li  inches  and  has  28  teeth  ?  Ans.  11.14  in. 

6.  How  many  teeth  are  there  in  a  gear  whose  circular  pitch  is 
.7854  inch  and  which  is  23  inches  in  diameter  ?  Ans.  92  teeth. 

7.  What  is  the  circular  pitch  of  a  gear  whose  diameter  is 
20.372  inches  and  which  has  128  teeth  ?  Ans.  4  in. 

8.  What  is  the  pitch  diameter  of  a  gear-wheel  having  80  teeth, 
7  diametral  pitch  ?  Ans.  11^  in. 

9.  What  is  the  over-all  diameter  of  a  gear-wheel  of  9  diametral 
pitch  and  47  teeth  ?  Ans.  5^  in. 
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10.  What  is  the  diametral  pitch  of  a  gear-wheel  having  90  teeth 
and  an  outside  diameter  of  5f  inches  ?  Ans.  16  pitch. 

11.  How  many  teeth  of  20  diametral  pitch  can  be  cut  in  a  gear- 
wheel having  an  outside  diameter  of  2^  inches  ?  Ans.  40  teeth. 

12.  If  the  center-to-center  distance  of  two  gear-wheels  is  6  inches 
and  the  small  gear  is  to  make  4  revolutions  for  1  revolution  of  the 
large  gear,  what  must  be  the  diameter  of  the  large  gear  ? 

Ans.  9.6  in. 

13.  In  a  pair  of  gear-wheels,  the  driver  has  48  teeth  and  the  driven 
wheel  56  teeth.  If  the  driven  wheel  makes  98  revolutions  per  minute, 
how  many  revolutions  must  the  driver  make  ?  Ans.  114^  R.  P.  M. 

14.  In  a  train  of  gears,  the  drivers  have  16,  30,  24,  and  18  teeth, 
respectively;  the  followers  have  12,  24,  36,  40  teeth,  respectively.  If 
the  first  driver  makes  80  R.  P.  M.,  how  many  R.  P.  M.  will  the  last  fol- 
lower make  ?  Ans.  40  R.  P.  M. 


FIXED    AND    MOVABLE   PULIiEYS. 

70.  Pulleys  are  also  used  for  hoisting  or  raising  loads,  in 
which  case  the  frame  that  supports  the  axle  of  the  pulley  is 
called  the  block. 

71.  A  fixed  pulley  is  one  whose  block  is  not  movable, 
as  in  Fig.  28.     In  this  case,   if  the  weight    JV  be  lifted  by 


Fig.  28. 


Fig.  29. 


Fig.  30. 


pulling  down  P,  the  other  end  of  the  cord  IV  will  evidently 
move  the  same  distance  upwards  that /*  moves  downwards; 
hence,  P  must  equal  IV. 
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72.  A  movable  pulley  is  one  whose  block  is  movable,  as 
in  Fig.  29.  One  end  of  the  cord  is  fastened  to  the  beam 
and  the  weight  is  suspended  from  the  pulley,  the  other  end 
of  the  cord  being  drawn  up  by  the  appli- 
cation of  a  force  P.  A  little  considera- 
tion will  show  that  if /*  acts  through  a 
certain  distance,  say  1  foot,  JFwill  move 
through  Jialf  that  distance,  or  6  inches; 
hence,  a  pull  of  1  pound  at  P  will  lift 
2  pounds  at  W. 

The  same  would  also  be  true  if  the 
free  end  of  the  cord  were  passed  over  a 
fixed  pulley,  as  in  Fig.  30,  in  which  case 
the  fixed  pulley  merely  changes  the  direc- 
tion in  which  P  acts,  so  that  a  weight 
of  1  pound  hung  on  the  free  end  of  the 
cord  will  balance  2  pounds  hung  from 
the  movable  pulley. 

73.     A  combination  of  pulleys,  as 

shown  in  Fig.  31,  is  sometimes  used. 
In  this  case  there  are  three  movable 
and  three  fixed  pulleys,  and  the  amount 
of  movement  of  W,  owing  to  a  certain 
movement  of  P,  is  readily  found. 

It  will  be  noticed  that  there  are 
6  parts  of  the  rope,  not  counting  the 
free  end;  hence,  if  the  movable  block  be 
lifted  1  foot,  P  remaining  in  the  same 
position,  there  will  be  1  foot  of  slack  in 
each  of  the  6  parts  of  the  rope,  or 
(3  feet  in  all.  Therefore,  /*must  move 
G  feet  in  order  to  take  up  this  slack,  or 
P  moves  6  times  as  far  as  W.  Hence, 
1  pound  at  Pwill  support  6  pounds  at  W, 
since  the  force  multiplied  by  the  distance  through  wliicJi  it 
moves  equals  the  weigJit  imiltiplied  by  the  distance  through 
which  it  moves.  It  will  also  be  noticed  that  there  are  three 
movable  pulleys,  and  that  3x2  =  6. 


Fig.  31. 
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-LAVr  or  COMBIXATIOX  OF  PULLETS. 

74.  Rule  27, — /;/  a7iy  cojnbination  of  pulleys  wJiere  one 
continuous  rope  is  tised,  a  load  on  the  free  end  will  balance  a 
weight  on  the  movable  block  as  many  times  as  great  as  itself 
as  there  are  parts  of  the  rope  supporting  the  load,  not  counting 
the  free  end,  assuming  that  there  are  no  friction  losses. 

The  above  law  is  good  whether  the  pulleys  are  side  by 
side,  as  in  the  ordinary  block  and  tackle,  or  whether  they 
are  in  line  and  beneath  one  another. 

Example. — In  a  block  and  tackle  having  5  movable  pulleys,  how 
great  a  force  must  be  applied  to  the  free  end  of  the  rope  to  raise 
1,250  pounds,  assuming  that  there  are  no  friction  losses  ? 

Solution. — Since  there  are  5  movable  pulleys,  there  must  be  10  parts 
of  the  rope  to  support  them.  Hence,  according  to  the  above  law,  a 
force  applied  to  the  free  end  will  support  a  load  10  times  as  great  as 

itself,  or  the  force  =    '        =  125  lb.     Ans. 

75.  Frictional  Losses. — Owing  to  the  friction  of  the 
sheaves  and  the  friction  and  resistance  to  bending  of  the 
rope,  it  is  not  possible  to  move  a  weight  with  a  block  and 
tackle  by  applying  the  theoretical  force  calculated  by  the 
above  rule.  The  actual  pull  required  depends  on  such 
factors  as  the  condition  of  the  rope  and  the  friction  and 
number  of  the  sheaves.  By  experiment  it  has  been  deter- 
mined that  under  average  conditions  the  load  that  can  be 
raised  with  a  block  and  tackle  having  4  sheaves  will  average 
about  75  per  cent,  of  the  theoretical  load;  with  5  sheaves, 
about  70  per  cent. ;  with  6  sheaves,  about  66  per  cent. ;  with 
7  sheaves,  about  63  per  cent. ;  and  with  8  sheaves,  about 
60  per  cent.  No  records  of  tests  with  a  larger  number  of 
sheaves  have  been  made  public,  but  it  is  fair  to  assume  that 
the  decrease  in  the  load  that  can  be  lifted  will  vary  in  about 
the  same  ratio. 

Let  fa.  =  the  force  applied  at  the  free  end  of  the  rope ; 

c  =  the  ratio  of  the  theoretical  to  the  actual  load 

corresponding  to  the  number  of  sheaves; 
f?i  =  the  number  of  movable  pulleys; 
/  =  the  load  to  be  raised. 
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Then,  the  force  that  is  actually  required  to  raise  a  given 
load,  may  be  found  approximately  by 

llule  28. — Divide  100  times  the  load  by  the  product  of 
tzvice  the  number  of  movable  pulleys  and'  the  number  of  per 
cent,  corresponding  to  the  number  of  sheaves  used. 

r»  ,100/ 

^^'  ^^  =  Y.-jrc-  . 

Example. — In  an  ordinary  block  and  tackle  haying  three  movable 
pulleys,  as  shown  in  Fig.  31,  how  great  a  force  must  actually  be  applied 
to  raise  2,000  pounds  ? 

Solution. — According  to  Art.  75,  c  may  be  taken  as  66,  there  being 
6  sheaves.     Then  applying  rule  38,  we  get 

.       100X2,000       __,.  ,  . 

■^-  =  2  X  3  X  66  =  "^^  ^^-  ""^'■^y-     ^''"• 

76.  The  load  that  may  actually  be  raised  with  a  block 
and  tackle  will  be  approximately  given  by  the  following  rule: 

Rule  39. — Multiply  the  force  to  be  applied  to  the  free  end 
of  the  rope  by  twice  the  number  of  movable  pulleys  and  by 
the  number  of  per  cent,  corresponding  to  the  tiuinber  of  sheaves 
used.     Divide  the  product  by  100. 

Or  i^fa'^^nc 

^^'  100    • 

Example. — If  there  are  enough  men  pulling  on  the  free  end  of  the 
rope  of  a  block  and  tackle  having  two  movable  pulleys  to  exert  a  force 
of  250  pounds,  what  weight  may  they  expect  to  raise  ? 

Solution. — There  being  4  sheaves,  by  Art.  75,  c  =  75.  Then  by 
rule  39, 

^^250X2X2X^75  ^750  lb.     Ans. 

77.  If  the  free  end  of  the  hauling  rope  passes  first  around 
a  stationary  sheave,  as  in  Fig.  31,  it  does  not  make  any  dif- 
ference in  what  direction  in  the  plane  of.  the  sheave  the  rope 
is  pulled.  If  it  passes  first  around  a  movable  sheave,  how- 
ever, as  in  Fig.  29,  the  pull  must  be  exerted  in  a  line  parallel 
to  the  line  of  action  of  the  resistance,  or  a  line  joining  the 
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centers  of  the  movable  and  stationary  sheaves,  in  order  to 
obtain  the  maximum  effect.  If  the  rope  pulls  on  the  mov- 
able sheave  at  an  angle,  its  effect  will  be  a  displacement 
sideways,  instead  of  straight  up. 

78.  The  Weston  diffei-ential  pulley  block,  more  com- 
monly known  as  a  chain  liolst,  is  shown  in  Fig.  32.     With 

the  help  of  this  device,  one 
man  can  hoist  a  load  far  be- 
yond what  can  be  done  with 
the  ordinary  block  and  tackle. 
There  are  two  pulleys  slightly 
different  in  size  alongside  of 
each  other  in  the  stationary 
block  and  rigidly  connected 
so  as  to  turn  together.  An 
endless  chain  passes  over 
both  pulleys  and  supports 
the  movable  block  in  one  of 
its  bights.  The  other  loop, 
or  bight,  is  free  and  forms 
the  hauling  part.  This  kind 
of  a  pulley  block  possesses 
the  valuable  property  that 
the  load  can  be  stopped  any- 
where by  simply  ceasing  to 
haul  on  the  hoisting  part  of 
FIG.  32.  FIG.  33.  the  free  loop. 

In  Fig.  33  the  differential  pulley  block  is  shown  in  dia- 
grammatic  form.  Suppose  that  the  part  a  of  the  free  bight 
is  pulled  downwards,  that  is,  in  the  direction  of  the  arrow. 
Evidently,  the  upper  pulleys  will  both  turn  in  the  direction 
of  the  hands  of  a  watch,  as  indicated  by  the  curved  arrow. 
Then,  the  left-hand  part  of  the  bight  supporting  the  mov- 
able pulley  will  move  upwards,  and  the  right-hand  part 
downwards.  But  as  the  large  and  small  pulley  of  the  upper 
block  move  together,  it  follows  that  the  left-hand  side  of 
the  bight    supporting  the  movable  sheave  will   run  faster 
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over  the  large  pulley  than  the  right-hand  side  of  the  bight 
will  run  downwards  over  the  small  pulley.  The  result  is 
that  the  upward  motion  of  the  movable  block  will  be  equal 
to  one-half  the  difference  of  the  distances  passed  over  in 
the  same  time  by  fixed  points  in  both  sides  of  the  bight. 

79.  Differential  chain  hoists  are  invariably  so  con- 
structed that  one  man  can  hoist  any  load  up  to  the  maximum 
capacity  of  the  hoists.  This  maximum  load  will  usually  be 
found  stamped  on  the  upper  block,  and  there  is,  hence,  no 
need  in  practice  of  calculating  the  force  that  must  be  exerted 
to  hoist  a  load  with  a  chain  hoist. 


EXA>IPI.,ES    FOR   PRACTICE. 

1.  In  a  block  and  tackle  with  two  movable  pulleys,  (a)  what  force 
will  be  required  to  lift  300  pounds,  assuming  that  there  are  no  friction 
losses  ?  (d)  What  force  may  be  expected  to  be  actually  required,  taking 
friction  into  account  ?  a        j  (^)    "^'^  "^'• 

^"^'U^)     100  1b. 

2.  A  man  weighing  120  pounds  throws  his  whole  weight  on  the  free 
end  of  the  rope  of  a  block  and  tackle  with  3  movable  pulleys.  What 
weight  can  he  raise,  (n)  assuming  that  there  are  no  friction  losses  ? 
(d)  taking  friction  into  account  ?  a  „ ,    i  C'^)    "^20  lb. 


Ans. 


\  (b)     475  lb.,  about 


THE  INCLINED  PEA:N^E. 

80.  An  inclined  plane  is  a  slope,  or  flat  surface,  m 
an    angle   with    another 
surface  or  base  plane. 

81.  Three  cases  may  "W 
arise  in  practice  Avith  an 
inclined   plane  having  a           \  /^  10 
horizontal     base     plane: 
(1)  Where  the  force  acts      ^ 
parallel  to  the  plane,  as  fio.  -^ 


aking 
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lib. 


Fig.  35. 


in  Fig.  34.      (2)  Where  the  force  acts  parallel  to  the  base, 
as  in  Fig.  35.      (3)   Where  the  force  acts  at  an  angle  to  the 

-  plane  or    to  the  base, 

as  in  Fig.  36. 

2lh.{     o — \ — ^^^ 1_^_  83.     Relation    Be- 

tween Force  and 
Weight.— In  Fig.  34, 
the  relation  existing 
between  the  force  and 
the  weight  is  easily 
found.  The  weight  as- 
cends a  distance  equal 

to  c  b,  or  the  height  of  the  inclined  plane,  while  the  force 

acts  through  a  distance 

equal    to    a  b,    or    the  /[   o 

length    of   the    inclined 

plane.     Therefore, 

Rule  30. —  To  find 
the  force,  multiply  the 
weight  by  the  height  of 
the  plane  and  divide  the 
product  by  the  lejigth 
of  the  plane.  To  find 
the  weight  that  can 
be  raised,  multiply  the 
force  by  the  length  of  the  plane  arid  divide  this  product  by 
the  height  of  the  plane. 


Fig.  36. 


Or,  let 


Then. 


P  =  force ; 

/  =  length  of  the  plane; 
b  =  base  of  the  plane; 
h  =  height  of  plane ; 
W  =  weight. 

„     IVh       ,  -,.      PI 

P= — J—  and  W=  -^~. 
I  It 


Example  1. — The  length  of  an  inclined  plane  is  40  feet  and  its 
height  is  5  feet ;  what  force  is  required  to  sustain  a  weight  of  100  pounds  ? 
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Solution. — Applying  rule  30,  we  have 

_      100  X  5      ,„,  .,        . 
P  =  — rpr —  =  12i  lb.     Ans. 
40 

Example  2. — The  length  of  an  inclined  plane  is  8  feet  and  its  height 
is  15  inches;  what  weight  will  a  force  of  120  pounds  support  ? 

Solution. — Applying  the  rule  just  given, 

^^^120X96^,^3  1,     Ans. 
15 

83.  In  Fig.  35,  the  force  is  supposed  to  act  parallel  to 
the  base  for  any  position  of  JV;  therefore,  while  JFis  mov- 
ing from  the  level  a  c  to  If,  or  through  the  height  c  d  oi  the 
inclined  plane,  P  will  move  through  a  distance  equal  to 
the  length  of  the  base  a  c.  When  the  force  acts  parallel  to 
the  base,  we  have 

Rule  31. —  To  find  tJie  force  required,  multiply  the  weight  by 
the  height  of  the  plane  and  divide  the  product  by  the  length  of 
the  base  of  the  plane.  To  find  the  weight  that  can  be  raised, 
multiply  the  force  by  the  length  of  the  base  of  the  plane  and 
divide  the  product  by  the  height  of  the  plane. 

_  „      Wh       .  ,.,     Pb 

Or,  /*=  — r- and  If  =  -7-. 

*  b  ■  h 

Example  1. — With  a  base  80  feet  4ong  and  a  height  of  6  feet,  what 
force  will  sustain  a  weight  of  75  pounds  ? 

Solution. — By  rule  31, 

/>  =  2^  =  151b.     Ans. 

Example  2. — A  force  of  12  pounds  sustains  a  weight  on  a  plane 
whose  base  is  6  feet  long  and  whose  height  is  18  inches;  find  the 
weight. 

Solution. — Applying  the  rule  just  given,  we  have 
W=^^^^  =  ^Vo.    An*. 

For  Fig.  36,  no  rule  can  be  given.  The  ratio  of  the 
power  varies  as  the  position  of  J  F  varies;  it  maybe  deter- 
mined by  the  principle  of  the  resolution  of  forces.     As  W 


^ 
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shifts  its  position,  the  angle  that  its  cord  makes  with  the 
face  of  the  plane  varies,  and  the  magnitude  of  the  force  P 
depends  on  this  angle ;  the  smaller  the  angle  the  less  is  P 
required  to  be  in  order  to  support  a  given  weight  on  a  given 
plane. 

84,  Applications  of  the  Inclined  Plane. — The  wedge 
is  a  movable  inclined  plane  .that  in  various   modifications 

serves  for  many  different 
>s^  purposes.     In  the  form  of 

a  stake  wedge,  as  shown 
Fig.  37.  in   Fig.    37,   it  serves  to 

move  heavy  weights  or  to  separate  closely  joined  pieces  of 
inaterial.  In  the  form  of  a  cold  chisel  or  knife,  it  serves  to 
sever  substances.  In  the  form  of  a  key,  it  serves  to  move 
the  brasses  in  the  different  pin- joint  connections  of  a  steam 
engine.  Familiar  examples  of  inclined  planes  about  machin- 
ery are  the  keys  used  for  fastening  a  crank  to  the  crank- 
shaft or  a  pulley  to  the  shaft;  in  some  designs  of  cross- 
heads,  the  cotters  securing  the  crosshead  to  the  piston  rod 
are  an  example  of  an  inclined  plane;  as  are  also  the  ad- 
justable shoes  in  many  designs  of  crossheads  for  steam 
engines. 

85,  Taper  of  Keys. — In  keys,  cotters,  and  stake  wedges, 
it    is  customary  to    express   the  inclinations   as   a    certain 

amount   per   foot,    or k—t 

taper  per  foot.    Thus,    W  yl^ 

in   Fig.   38,   the  incli-  ^1 . /_L 


Fig.  38, 
nation  would  be  3  —  2 
=  1  inch  in  12  inches,  fig.  38. 

and  the  taper  would  be,  as  there  are  12  inches  in  a  foot, 
1  inch  per  foot.  .  The  taper  per  foot  can  be  ascertained  by 
the  following  rule, 

where  a  =  the  large  diameter  in  inches; 

d  =  the  small  diameter  in  inches: 
/  =  the  length  in  inches ; 
T  =  taper  in  inches  per  foot. 


1 
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Rule  32. — Subtract  the  sviall  diameter  front  the  large 
diameter,  71111  It ip/y  the  remainder  bv  i?,  a)id  divide  t lie  prod- 
uct by  the  lettgth  of  the  key. 


Or, 


^_  {a  —  b)  12 


Example. — A  key  measures  4  inches  at  the  large  end  and  3  inches 
at  the  small  end;  if  its  length  is  16  inches,  what  is  the  taper  per  foot? 
Solution. — Applying  the  rule  just  given,  we  get 

(4  -  3)  X  12 


T  = 


16 


i  in.  per  ft.     Ans. 


86.  AVhere  tapered  keys  are  used  for  adjusting  brasses, 
it  is  often  desirable  to  know  how  much  the  brasses  will  be 
closed  in  on  the  pin  by  a  given  movement  of  the  key,  or  how 
much  to  back  out  a  key  that  has  been  driven  home  until 
the  brasses  nip  the  pin,  the  clearance  between  the  brasses 
and  the  pin  necessary  for  satisfactory  running  having  been 
decided  on. 

Let       T  =  taper  in  inches  per  foot; 

d  =  distance  the  key  is  driven  in  inches; 
X  =  amount  the  brass  is  moved  in  inches. 

Rule  33. —  To  find  the  amount  the  brass  has  been  moved, 
multiply  the  taper  by  the  distance  the  key  is  driven  and  divide 
the  product  by  12,  To  find  Jioiv  far  to  back  out  a  key, 
multiply  the  amount  the  brass  is  to  be  moved  back  by  12  and 
divide  by  the  taper. 


Or, 


Td       .J      12  X 


Example. — In  Fig.  39,  the  key  has  been  driven  home  until  the 
brasses  nip  the  pin;  it  has  been  deter- 
mined to  run  the  brasses  with  a  clearance 
of  ^\  inch;  how  much  must  the  key  be 
backed  out,  its  taper  being  f  inch  per 
foot? 

Solution. — By  rule  33, 


d  = 


i 


=  i  in.     Ans. 


Fig.  39. 
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A  ready  way  of  measuring  the  distance  the  key  is  driven 
back  is  to  measure  from  the  top  surface  of  the  cotter  to  the 
upper  edge  of  the  key  while  the  key  is  home.  Add  the 
amount  the  key  is  to  be  driven  back,  and  move  it  until  a  rule 
shows  it  to  have  been  driven  the  right  amount.  This 
method  is  preferable  to  making  scriber  marks  on  the  flat 
sides  of  the  key,  as  there  is  no  liability  of  getting  mixed  up 
by  the  multiplicity  of  marks  sure  to  be  found  after  years 
of  service. 

87.  Keys  for  fastening  pulleys  to  shafts  in  order  to  cause 
them  to  rotate  together  belong  usually  to  one  of  the  three 
classes  shown  in  Fig.  40.  The  one  shown  at  a  is  a  concave 
key  that  is  hollowed  out  to  fit  the  shaft.  As  it  holds  the 
pulley  by  friction  alone,  it  is  only  suitable  for  light  work. 
In  case  such  a  key  slips,  its  holding  power  can  be  increased  a 
little  by  hollowing  out  its  concave  side  to  a  radius  smaller  than 


the  radius  of  the  shaft.  The  flat  key  is  shown  in  Fig.  40  at  b , 
a  flat  surface  is  cut  on  the  shaft,  and,  consequently,  the  key 
is  more  effective  than  the  concave  key,  as  far  as  slipping 
under  a  rotative  strain  is  concerned.  The  sunk  key  shown  in 
Fig.  40  at  c  is  the  most  effective,  since  it  is  impossible  for 
the  pulley  to  turn  on  the  shaft  without  shearing  off  the  key. 
Keys  for  fastening  pulleys,  etc.  are  usually  given  a  taper  of 
from  i  to  :|-  inch  per  foot. 


EXAMPLES  EOR  PRACTICE. 


1.  An  inclined  plane  is  30  feet  long  and  7  feet  high;  what  force  is 
required  to  roll  a  barrel  of  flour  weighing  196  pounds  up  the  plane,  the 
friction  being  neglected  ?  Ans.  45.7  lb. 


§5 


MACHINE  ELEMENTS. 


63 


2.  AVliat  is  the  taper  per  foot  of  a  stake  wedge  measuring  j'^  inch  at 
the  small  end  and  i  inch  at  the  large  end,  its  length  being  4  inches  ? 

Ans.  II  in.  per  ft. 

3.  Given,  a  key  having  a  taper  of  1  inch  per  foot.     How  much  must 
it  be  backed  out  to  give  the  brasses  a  working  clearance  of  ^'j  inch  ? 

Ans.  I  iru 


THE   SCREW. 

88.  A  screw  is  a  cylinder  having  a  helical  projection 
winding  around  its  circumference.     This  helix  is  called  the 

thread  of  the  screw. 
The  distance  that  a 
point  on  the  helix  is 
drawn  back    or   ad- 
vanced in  the  direc- 
tion of  the  length  of 
the  screw  during  one 
turn    is    called    .the 
pitch,  of  the  screw. 
j»      The  screw  in  Fig.  41 
^^E.^B~  is  turned  in  a  nut  a 
by  means  of  a  force 
Pitch  applied  at  the  end  of  the  handle  P.     For 
one  complete  revolution  of  the  handle, 
the  screw  will    be  advanced  lengthwise 
an  amount  equal  to  the  pitch.      If  the 
nut  is  fixed  and  a  weight  placed  upon 
the  end  of  the  screw,  as  shown,  it  will 
be  raised  vertically,  by  one  revolution 
of  the  screw,   a  distance  equal  to  the 
pitch.   During  this  revolution,  the  force 
at  J-*  will  move  through  a  distance  equal 
Fig.  41.  to  the  circumference  of  a  circle  whose 

radius  is  P  F.     Therefore,  ]V  X  />ttc/i  of  thread  =  P  X  cir- 
cmnfcrcnce  of  circle  through  wJiich  P  moves. 

89.  Owing  to  the  friction  between  the  nut  and  the  screw 
and  between  the  pivot  of  the  screw  and  its  cap,  the  weight 
that  can  be  raised  with  a  screw,   or  the  force  that  can  be 
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exerted  by  it  in  the  direction  of  its  axis,  is  far  less  than  that 
calculated  on  the  assumption  that  friction  does  not  exist. 
The  friction  depends  on  the  pitch,  the  condition  of  the 
thread  on  the  screw  and  in  the  nut,  and  the  nature  of  the 
lubricant. 

From  a  long  series  of  experiments,  Mr.  Wilfred  Lewis  has 
deduced  a  formula  for  determining  a  factor  by  which  to 
multiply  the  weight  that  could  be  raised  if  there  were  no 
friction,  so  as  to  determine  the  probable  actual  weight  that 
can  be  raised. 

Let   d  =  diameter  of  screw  in  inches; 
J?  =  pitch  in  inches; 

£  =  the  number  by  which  to  multiply  the  theoretical 
weight  in  order  to  obtain  the  approximate  actual 
weight. 

Rule  34. — Add  the  diameter  of  the  screzu  to  the  pitch  and 
divide  the  pitch  by  this  sum  ;  the  quotient  so  obtained  will  be 
t lie  factor  by  luhicJi  to  multiply  the  theoretical  weight  in  order 
to  determine  the  approximate  actJial  weight. 

Or, 

Example. — With  a  screw  having  4  threads  to  the  inch  and  2  inches 
in  diameter,  what  is  the  factor  by  which  to  determine  how  much  of  the 
theoretical  load  can  probably  be  raised  ? 

Solution. — Since  there  are  4  threads  per  inch,  the  pitch  is  1  -=-  4,  or 
i  inch.     Then  applying  rule  34,  we  get 

^  =  -^  =  .11.     Ans. 

i  +  2 

90.  The  weight  that  can  be  lifted  when  friction  is 
neglected,  or  the  force  that  can  be  exerted  by  a  screw  when 
a  given  force  is  exerted  on  the  lever,  is  given  by  the  follow- 
ing rule, 

where   W  =^  weight  or  force  exerted  by  the  screw; 
P  =  force  applied  to  the  end  of  the  lever; 
p  =  pitch ; 

r  =  distance  from  the  axis  of  the  screw  to  the  point 
of  application  of  the  force  P. 
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llnle  35. — Multiply  the  force  applied  to  the  lever,  in  pounds, 
by  the  distance  of  its  point  of  application  from  the  axis  of  the 
screw,  in  inches,  and  multiply  tliis  product  by  6.2833  ;  divide 
the  result  by  the  pitch  in  inches  and  the  quotient  icill  be  the 
theoretical  force  that  %vill  be  exerted  by  the  screw. 

„                                   „,      6.2832 /^r 
Or,  W^= . 

91.  To  find  the  theoretical  force  that  must  be  applied  to 
the  lever  to  raise  a  given  weight  or  to  exert  a  given  force: 

Rule  36. — Multiply  the  weight  or  given  force  by  the  pitch 
and  divide  this  product  by  the  product  of  6. 2832  and  the  dis- 
tance from  the  axis  of  the  screw  to  the  point  on  the  lever 
where  the  force  is  applied. 

Or  P=      ^^ 

(3.2832  r 

92.  To  obtain  the  probable  actual  weight  that  may  be 
raised,  multiply  the  result  obtained  by  rule  35  by  the  value 
obtained  from  rule  34.  To  obtain  the  probable  force  that 
must  be  applied  to  the  lever  in  order  to  lift  a  given  weight, 
divide  the  result  obtained  from  rule  3G  by  the  value  obtained 
from  rule  34. 

Example  1. — A  screw  jack  has  a  screw  If  inches  diameter  with 
5  threads  to  the  inch.  If  a  man  pulls  at  the  end  of  the  lever  14  inches 
from  the  axis  with  a  force  of  40  pounds,  what  weight  may  he  expect  to 
raise  ? 

Solution. —    5  threads  per  inch  =  ^-inch  pitch. 

1    o^    rxr      6.2832x40x14      ^„  ^^^ 
By  rule  35,  W  z= — —  =  17,593  pounds,  nearly. 


By  rule  34,  ■£*=      ^      =r  .1,  nearly. 

Then,  as  just  stated,  the  probable  weight  that  may  be  raised  is 

17,593  X  .1  =  1,759.3  lb.     Ans. 

Example  2. — The  pull  that  an  ordinary  man  can  exert  at  the  end  of 
a  lever  is  usually  taken  at  40  pounds;  would  it  be  possible  for  one  man 
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to  raise  a  weight  of  3  tons  with  a  jack-screw  having  4  threads  to  the 
inch  and  24  inches  in  diameter  when  the  longest  lever  available  is 
24  inches  ? 

SoLtJTiON. — According  to  rule  36,  the  theoretical  force  that  must 
be  exerted  is 

3  X  2000  X  i      o  o  A  1 

6.2832X24  -  9-9  Po^nds.  nearly. 

By  rule  34,  E=  ,    -",.  =  .091,  nearly. 

Then,  as  just  stated,  the  probable  actual  force  required  is  9.9. 
9.9  -;-  .091  =  109  pounds,  about,  or  more  than  a  single  man  may  be 
expected  to  exert  steadily.     Ans. 


SCBETVS  USED  AS  FASTENINGS. 

93.  In  machine  construction,  screws  are  used  more  fre- 
quently as  fastening  devices  than  as  a  means  of  transmitting 
motion  or  producing  pressure.  Screws  used  as  fastening 
devices  may  be  divided  into  two  general  classes,  which  are 
distinguishable  from  each  other  by  the  form  of  thread  used : 
(1)  Metal  screws^  or  screws  intended  to  be  screwed  into 
metals.     (2)    Wood  screws^  or  screws  intended  for  wood. 

94.  Metal  scre^vs  have  either  a  sharp  V  thread  or  the 
United  States  standard  thread  shown  in  Fig.  42.     In  the 


Fig.  42. 


latter,  as  also  in  the  sharp  V  thread,  the  sides  of  the  thread 
form  a  60°  angle.  In  the  United  States  standard  thread, 
the  thread  is  flattened  at  the  top  and  bottom,  as  shown  in 
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the  figure.     The  advantage  of  this  is  that  it  makes  a  stronger 
screw  for  equal  pitches  and  diameter, 

95.  Metal  screws  are  divided  by  the  trade  into  macJiiiii- 
bolts ^  capscrcws^  and  DiacJiine  screws. 

96.  In  iiiacliine  l)olts,  or  bolts,  for  short,  one  of  which 
is  shown  in  Fig.  43  (<?),  the  shank  and  head  are  left  rough, 
or  just-  as  they  come  from  the  bolt-heading  machine. 
Machine  bf)]ts  are   regularly  made    in    lengths   varying  by 


I 
(a) 


'-A 


(h) 


Fig.  43. 


half  inches  from  1^  to  8  inches.  Above  8  inches  and  up 
to  20  inches  the  length  varies  by  whole  inches.  The  length 
of  a  machine  bolt  is  always  measured  under  the  head,  as 
the  distance  /  in  Fig,  43  {a). 

97.  The  standard  diameters  in  which  machine  bolts  are 
regularly  made  are  \,  y^,  f,  tV.  i.  tV.  h  h  h  and  1  inch. 
Sizes  differing  from  these  are  special  and  can  only  be  obtained 
on  special  order.  By  the  diameter  of  a  bolt  is  always  meant 
its  diameter  over  the  top  of  the  thread.  Machine  bolts  can 
be  obtained  with  either  hexagonal  or  square  heads  and  with 
hexagonal  or  square  nuts. 

98.  Capserews,  one  of  which  is  shown  in  Fig.  "43  {b), 
are  bolts  with  either  hexagonal  or  square  heads;  they  have 
the  shanks  turned  and  the  heads  finished  all  over  by  milling 
and  turning.  Unlike  machine  bolts,  they  are  usually  fur- 
nished without  nuts,  unless  especially  ordered. 

99.  Machine  bolts  and  capscrews  are  made  with  a  pitcli 
of  thread  corresponding  to  the  United  States  standard 
thread,  as  shown  in  Table  II. 
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STANDARD   THREADS   PER  INCH. 


Diameter. 

Threads  per 

Diameter. 

Threads  per 

Inches. 

Inch. 

Inches. 

Inch. 

t 

4 

30 

n 

7 

A 

18 

If 

6 

3 

"5 

16 

H 

6 

^ 

14 

H 

H 

i 

13 

U 

5 

tV 

12 

H 

5 

1 

11 

2 

H 

1 

10 

2i 

H 

1 

9 

^ 

4 

1 

8 

n 

4 

H 

7 

3 

3i 

The  only  deviation  from  this  table  of  threads  is  in  :§-inch 
square  and  hexagonal  capscrews,  where  the  usual  number 
of  threads  for  a  sharp  V  thread  is  12  per  inch  instead  of  13, 
as  called  for.  Capscrews  are  usually  furnished  with  a 
sharp  V  thread,  but  can  now  be  obtained  with  the  United 
States  standard  thread.  Machine  bolts  usually  have  the 
United  States  standard  thread  and  the  number  of  threads 
per  inch  called  for  in  the  table. 

100.  Machine  screws  are  small  screws  with  a  slotted 
head.     They  are  known  to  the  trade  as  yf«/  /leads,  shown  in 

Fig.  44  (a) ;  round  heads,  shown 
in  Fig.  44  {b) ;  biitton  heads, 
shown  in  Fig.  44  {c),2J\Afillistef 
heads,  shown  in  Fig.  44  {d). 


101.     Screws    for    uniting 
metals  are  made  in  a  variety 
of  forms  that  differ  from  those  here  shown  to  suit  special 
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conditions.  Some  of  these  are  setscrews,  carriage  bolts, 
tire  bolts,  boiler  patch  bolts,  elevator  bolts,  etc.  Most  of 
these  can  only  be  obtained  on  special  order,  although  some 
of  the  more  common  sizes  may  be  found  in  stock. 

102.  AV^ood  screws  are  either  flat  headed  or  round 
headed,  with  a  slotted  head.  When  wood  screws  have  a 
square  head  for  a  wrench,  instead  of  a  slot  for  a  screw- 
driver, they  are  known  as  lagscrews^  or  coach  screws. 


VELOCITY  RATIO  A]N^D  EFFICIEl^CY. 

10t3.  By  the  term  velocity  ratio  is  meant  the  ratio  of 
the  distance  through  which  the  force  acts  to  the  corre- 
sponding distance  the  weight  moves.  Thus,  if  the  force  acts 
through  a  distance  of  12  inches  while  the  weight  moves 
1  inch,  the  velocity  ratio  is  12  to  1,  or  12,  that  is,  /*  moves 
12  times  as  fast  as  W. 

If  the  velocity  ratio  be  known,  the  weight  that  any  machine 
will  raise,  under  the  assumption  that  there  are  no  frictional 
resistances,  can  be  found  by  multiplying  the  force  by  the 
velocity  ratio.  If  the  velocity  ratio  is  8.7  to  1,  or  8.7, 
W=  S.I  X  P,  since  IV Xl  =  J' X  ii.7. 

104.  In  any  machine,  the  force  actually  required  to 
raise  a  weight  or  overcome  a  resistance  ts  akvays  greater 
than  the  quotient  obtained  by  dividing  this  zveight,  or  resist- 
ance, by  the  velocity  ratio  of  the  machine. 

Thus,  if  tliere  were  no  friction,  a  machine  whose  velocity 
ratio  was  5  would,  by  an  application  of  100  pounds  of  force, 
raise  a  weight  of  500  pounds.  Now,  suppose  that  the  fric- 
tion in  the  machine  is  equivalent  to  10  pounds  of  force;  then, 
it  would  take  110  pounds  of  force  to  raise  500  pounds. 

If  in  the  above  illustration  friction  were  neglected,  we 
would  have  110  lb.  X  5  =  550  lb.  as  the  weight  that 
110    pounds    would    raise  ;    but    owing    to    the    frictional 
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resistance,  it  only  raised  500  pounds.     Then,  we  have  for  the 

1  atio  between  the  two,  -— -  =  .  91.    That  is,  500  :  550 : : .  91  :  1. 
550 

105,  Efficiency. — The  ratio  between  the  weight  actu- 
ally raised  and  the  force  multiplied  by  the  velocity  ratio 
is  called  the  efficiency  of  tlie  machine.  For  example,  if 
the  weight  actually  raised  by  a  machine,  say  a  screw,  is 
1,600  pounds,  and  the  force  multiplied  by  the  velocity  ratio 
is  2,400  pounds,  the  efficiency  of  this  machine  is  ^i^o^  =  -^Sf, 
or  66f  per  cent. 

Example. — In  a  machine  having  a  combination  of  pulleys  and  gears, 
the  velocity  ratio  of  the  whole  is  9.75;  a  force  of  250  pounds  just  lifts 
a  weight  of  1,626  pounds;  what  is  the  efficiency  of  the  machine  ? 

Solution. — Efficiency  =  ^r^ — ^--^^  =  .6671  or  66.71  per  cent.    Ans. 

Since  the  total  amount  of  friction  varies  with  the  load, 
it  follows  that  the  efficiency  will  also  vary  for  different 
loads. 


106.  If  the  efficiency  of  a  machine  is  known,  the  force 

actually  required  to  raise  a  given  load  may  be  found  by 

dividing  the  load  by  the  product  of  the  velocity  ratio  of  the 

machine  and  the  efficiency.     Thus,   if   a    certain    machine 

has  a  velocity  ratio  of  10.6  and  its  efficiency  is  60  per  cent., 

the  force  that  must  actually  be  applied  to  raise  a  load  of 

840 

840  pounds  is —-— =  132.1  pounds,  nearly.      If  there 

^  10.6  X  .60  ^  ■' 

have  been  no  losses  through  friction,  etc.,  the  force  required 

will  be  840  -^  10.6  =  79.25  pounds,  nearly. 

107.  If  the  efficiency  is  known,  the  weight  that  a  cer- 
tain force  will  raise  may  be  found  by  multiplying  together 
the  force,  velocity  ratio,  and  the  efficiency.  Thus,  if  a  cer- 
tain machine  has  a  velocity  ratio  of  6^  and  an  efficiency 
of  78  per  cent.,  a  force  of  140  pounds  will  raise  a  weight  of 
140  X  6^  X  .78  =  709.9  pounds. 


1 


§  5  MACHINE  ELEMENTS.  61 

EXAMPLES  roil   I»RACTICE. 

1.  The  distance  from  the  axis  of  a  screw  to  the  point  on  the  handle 
where  the  force  is  applied  is  12  inches.  The  screw  has  8  threads  per 
inch  and  is  1  inch  in  diameter,  (a)  What  force  is  necessary  to  raise  a 
weight  of  1,248  pounds,  assuming  that  there  is  no  friction?  (d)  What 
probable  force  will  be  required?  j  (a)    2.07  lb.,  nearly. 

'({d)     19  lb.,  about. 

2.  What  weight  can  actually  be  raised  with  a  screw  jack  having  a 
screw  1^  inches  in  diameter  and  6  threads  per  inch,  when  a  man  is 
pulling  Avith  a  force  of  40  pounds  at  the  end  of  a  bar  16  inches  long  ? 

Ans.  2,838  lb.,  about. 

3.  In  example  2,  what  is  the  velocity  ratio  ?  Ans.  603,  nearly 

4.  In  example  2,  what  is  the  efficiency  ?  Ans.  llf  per  cent 


MECHANICS   OF   FLUIDS. 


HYDROSTATICS. 

1.  Hydrostatics  treats  of  liquids  at  rest  under  the  ac- 
tion of  forces. 

2.  Liquids  are  very  nearly  i)ico7)iprcssiblc.  A  pressure 
of  15  pounds  per  square  inch  compresses  water  less  than 
"jTTOTu  of  its  volume. 

3.  Hydrostatic  Pressure. — Fig.  1  represents  two  cylin- 
drical vessels  of  exactly  the  same  size.  The  vessel  a  is  fitted 
with  a  wooden  block  of  the  same 
size  as,  and  free  to  move  in,  the 
cylinder;  the  vessel  b  is  filled  with 
water,  whose  depth  is  the  same  as 
the  length  of  the  wooden  block 
in  a.  Both  vessels  are  fitted  with 
air-tight  pistons  P^  each  of  whose 
areas  are  10  square  inches. 

Suppose,  for  convenience,  that 
the  weights  of  the  pistons,  block, 
and  water  be  neglected,  and  that 
a  force  of  100  pounds  be  applied  to 
both  pistons.  The  pressure  per 
square  inch  will  be  \'y'  =  10  pounds. 
In  the  vessel  a  this  pressure  Avill  ^"^-  ^• 

be    transmitted  to  the  bottom  of  the    vessel,   and    will    be 
10  pounds  per  square  inch;  it  is  easy  to  see  that  there  will 

For  notice  of  the  cupyright.,  see  page  immediately  following  the  title  page. 
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be  no  pressure  on  the  sides.  In  the  vessel  b  an  entirely- 
different  result  is  obtained.  The  pressure  on  the  bottom 
will  be  the  same  as  in  the  other  case,  that  is,  10  pounds 
per  square  inch,  but,  owing  to  the  fact  that  the  molecules 
of  the  water  are  perfectly  free  to  move,  this  pressure  of 
10  pounds  per  square  inch  is  transmitted  in  every  direction 
zvith  the  same  intensity ;  that  is  to  say,  the  pressure  at  any 
point  c,  d,  e,  f,  g,  //,  etc.,  due  to  the -force  of  100  pounds, 
is  exactly  the  same,  and  equals  10  pounds  per  square  inch. 


4.     The  foregoing  fact  may  be   easily  proved  experimen- 
tally by  means  of  an  apparatus  like  that  shown  in  Fig.  2. 

Let  the  area  of  the  piston 
a  be  20  square  inches;  of 
b,  7  square  inches;  of  c, 
1  square  inch;  of  d, 
6  square  inches;  of  e, 
8  square  inches ;  and  of  f, 

4  square  inches. 
If   the   pressure  due    to 

the  weight  of  the  water  be 
neglected,    and  a  force  of 

5  pounds  be  applied  at  c 
(whose  area  is  1  square 
inch),  a  pressure  of 
5  pounds  per  square  inch 
will  be  transmitted  in  all 
directions,    and    in    order 

that  there  shall  be  no  movement,  a  force  of  6  X  5  =  30  pounds 
must  be  applied  at  d,  40  pounds  at  e,  20  pounds  at  /, 
100  pounds  at  a,  and  35  pounds  at  b. 

If   a  force  of    99  pounds  were  applied  to    a,   instead  of 

100  pounds,  the  piston  a  would  rise,  and  the  other  pistons 
b,  <r,  d,  e,  and  f  would  move  inwards ;  but,  if  the  force  applied 
to  a  were  100  pounds,  they  would  all  be  in  equilibrium.     If 

101  pounds  were  applied  at  a,  the  pressure  per  square  inch 
would  be  J^y-  =  5.05  pounds,  which  would  be  transmitted  in 
all  directions;  and,  since  the  pressure  due  to  the  load  on  c  is 
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only  5  pounds  per  square  inch,  it  is  now  evident  that  the 
piston  a  will  move  downwards,  and  the  pistons  b,  c,  d^  e^ 
and  f  will  be  forced  outwards. 

5.  PascaPs  Jja^v. — The  whole  of  the  preceding  may  be 
summed  up  as  follows: 

The  pressure  per  u)iit  of  area  exerted  anywliere  on  a  liquid 
is  transmitted  undiminished  in  all  directions  and  aets  ivith 
the  same  fore  e  on  all  surfaces^  in  a  direction  at  right  angles 
to  those  surfaces. 

This  law,  first  discovered  by  Pascal,  and  accordingly 
named  after  him,  is  the  most  important  one  in  hydrostatics. 
Its  meaning  should  be  thoroughly  understood. 

Example. — If  the  area  of  the  piston  e,  in  Fig.  2,  were  8.25  square 
inches  and  a  force  of  150  pounds  were  applied  to  it,  what  forces  would 
have  to  be  applied  to  the  other  pistons  to  keep  the  water  in  equilibrium, 
assuming  that  their  areas  were  the  same  as  given  before  ? 

150 

Solution. —     5-^  =  18.182  pounds  per  square  inch,  nearly. 


20  X  18.182  =  363.64  lb.  =  force  to  balance  a. 
7  X  18.182  =  127.274  lb.  =  force  to  balance  t>. 
1  X  18.182  =  18.182  lb.  =  force  to  balance  c. 
6  X  18.182  =  109.092  lb.  =  force  to  balance  d. 
4  X  18.182  =    72.728  lb.  =  force  to  balance  /. 


Ans. 


6,  The  pressure  due  to  the  weight  of  a  liquid  may  be 
doivnivards,  upivards^  or  sidetvise. 

7.  Downward  Pressure. — In   Fig.    3  the  pressure   on 

the  Ix^ttom  of  the  vessel  a  is,  of  course,  equal  to  the  weight 

of  the  water  it  contains.      If  the  area  of  the  bottom  of  the 

vessel  b  and  the  depth  of  the  liquid  contained  in  it  are  the 

same  as  in  the  vessel  a,  the  pressure  on  the  bottom  of  b  will 

be  the  same  as  on  the  bottom  of  a.     Suppose  the  bottoms 

of  the  vessels  a  and  b  are  C  inches  square,   and  that  the 

part  c  d  in  the  vessel  ^  is  2  inches  square,  and  that  they 

are  filled  with  water.     Then,  since  1  cubic  foot  of   water 

weighs  62.5  pounds,  the  weight  of  1  cubic  inch  of  water  is 

62  5 

'      pound  =  .03617  pound.     The  number  of  cubic  inches 
1, 728 


MECHANICS  OF  FLUIDS. 


§6 


inrt;=6x6x24  =  864  cubic  inches;  and  the  weight  of  the 
water  is  864  X  .03617  =  31.25  pounds.  Hence,  the  total 
pressure    on    the  bottom  of   the  vessel  a   is  31.25  pounds, 

or =  .868    pound    per 

square  inch. 

The  pressure  in  b  due  to 
the  weight  contained  in  the 
part  ^^is6x6Xl0x  .03617 
=  13.02  pounds. 

The  weight  of  the  part  con- 
tained in  c  d  xs  2  X  2  X  14 
X  .03617  =  2.0255  pounds, 
and    the    weight    per    square 

.     ,      ^             .          ,   .     2.0255 
inch  of  area  \x\.  c  a   is  : — 


-- 

d 

— 

-r 

== 
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Fig.  3. 


,5064  pound. 


8.  According  to  Pascal's  law,  this  weight  (pressure) 
is  transmitted  equally  in  all  directions,  therefore,  an  extra 
weight  of  .  5064  pound  is  imposed  on  every  square  inch  of  the 
bottom  oi  b  c\  the  area  of  this  is  6  X  6  =  36  square  inches, 
and  the  pressure  on  it  due  to  the  water  contained  in  c  d 
is,  therefore,  36  X  .5064  =  18.23  pounds;  thus,  we  have  a 
total  pressure  on  the  bottom  of  vessel  b  of  13.02  -f-  18.23 
=  31.25  pounds,  the  same  as  in  vessel  a.  As  a  result  of  the 
above  law,  there  is  also  an  upward  pressure  of  .5064  pound 
acting  on  every  square  inch  of  the  top  of  the  enlarged 
part  b  c. 

If  an  additional  pressure  of  10  pounds  per  square  inch 
were  applied  to  the  upper  surface  of  both  vessels,  the  total 
pressure  on  each  bottom  would  be  31.25  +  (6  X  6  X  10) 
—  31.25  +  360  =  391.25  pounds. 

If  this  pressure  were  to  be  obtained  by  means  of  a  weight 
placed  on  each  piston  (as  shown  in  Fig.  1  at  a  and  b),  we 
would  have  to  put  a  weight  of  6  X  6  X  10  =  360  pounds  on 
the  piston  in  vessel  a,  Fig.  3,  and  one  of  2  X  2  X 10  =  40  pounds 
on  the  piston  in  vessel  b. 
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9.  The  general  law  for  the  do^fvnward  pressure  on 
the  bottom  of  any  vessel: 

Rule  1. —  The  pressure  on  the  hot  ton  of  a  vessel  containing 
a  fluid  is  independent  of  the  shape  of  the  vessel,  and  is  equal 
to  the  zveight  of  a  column  of  the  fluid,  the  area  of  iv.' hose  base 
is  equal  to  that  of  the  bottom  of  the  vessel  and  ichose  altitude 
is  the  distance  between  the  bottoni  and  the  upper  surface  of 
the  fluid,  increased  by  the  pressure  per  utiit  of  area  on  the 
upper  surface  of  t lie  fluid  multiplied  by  the  area  of  the  bottom 
of  the  vessel,  in  case  there  is  aiiy  pressure  on  the  surface. 

10,  Suppose  that  the  vessel  b,  in  Fig.  3,  were  inverted, 
as  shown  in  Fig.  4,  the  pressure  on  the  bottom 
would  still  be  .808  pound  per  square  inch,  but 
it  would  require  a  weight  of  3,490  pounds  on  a 
piston  at  the  upper  surface  to  make  the 
pressure  on  the  bottom  391.25  pounds, 
instead  of  a  weight  of  40  pounds,  as  in  the 
other  case. 

Example. — A  vessel  filled  with  salt  water,  weigh- 
ing .037254  pound  per  cubic  inch,  has  a  circular 
bottom  13  inches  in  diameter.  The  top  of  the 
vessel  is  fitted  with  a  piston  3  inches  in  diameter,  on 
which  is  laid  a  weight  of  75  pounds;  what  is  the 
total  pressure  on  the  bottom,  if  the  depth  of  the  water  is  18  inches  ? 

Solution. — Applying  the  rule,  we  have 

13  X  13  X  .7854  X  18  X  .037254  =  89.01  pounds,  the  pressure  due  to 
the  weight  of  the  water.. 

10.61  pounds  per  square  inch,  due  to  the  weight  on 


FIG.  4. 


3  X  3  X  .7854 
the  piston. 

13  X  13  X  .7854  X  10.61  =  1,408.29  pounds. 

1,408.29  +  89.01  =  1,497.3  lb.  =  total  pressure.     Ans. 

11,  Upward  Pressure. — In  Fig.  5  is  represented  a 
vessel  of  exactly  the  same  size  as  that  shown  in  Fig.  4. 
There  is  no  upward  pressure  on  the  surface  c  due  to  the 
weight  of  the  water  in  the  large  part  c  d,  but  there  is  an 
upward  pressure  on  c  due  to  the  weight  of  the  water  in  the 
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small  part  b  c.  The  pressure  per  square  inch  due  to  the 
weight  of  the  water  vcv  b  c  was  found  to  be  .5064  pound, 
the  area  of  the  upper  surface  c  of  the  large  part  c  d  is 
(6  X  6)  —  (3  X  2)  =  36  —  4  =  33  square  inches,  and  the 
total  upward  pressure  due  to  the  weight  of 
the  water  is  .5064  X  32  =  16.3  pounds. 

If  an  additional  pressure  of  10  pounds  per 
square  inch  were  applied  to  a  piston  fitting 
in  the  top  of  the  vessel,  the  total  upward 
pressure  on  the  surface  c  would  be  16.3 
+  (33  X  10)  =  336.3  pounds. 

1 3.     General  la^v  for  upward  pressure : 

Rule  3. —  The  upward  pressure  on  any  sub- 
merged horizontal  surface  equals  the  weight 
of  a  column  of  the  liquid  whose  base  has  an 
area  equal  to  the  area  of  the  submerged  sur- 
face and  whose  altitude  is  the  distance 
between  the  submerged  surface  and  the  upper  surface  of  the 
liquid,  increased  by  the  pressure  per  unit  of  area  on  the  upper 
surface  of  the  fluid  multiplied  by  the  area  of  the  submerged 
surface,  in  case  of  any  pressure  on  the  upper  surface. 

Example. — A  horizontal  surface  6  inches  by  4  inches  is  submerged 
in  a  vessel  of  water  26  inches  below  the  upper  surface ;  if  the  pressure 
on  the  water  is  16  pounds  per  square  inch,  what  is  the  total  upward 
pressure  on  the  horizontal  surface  ? 

Solution.— Applying  the  rule,  we  get  6  X  4  x  26  X  .03617  =  22.57 
pounds  for  the  upward  pressure  due  to  the  weight  of  the  water,  and 
6  X  4  X  16  =  384  pounds  for  the  upward  pressure  due  to  the  outside 
pressure  of  16  pounds  per  square  inch. 

Therefore,  384  +  22.57  =  406.57  lb.  =  the  total  upward  pressure. 

Ans. 

13.  Iiateral  (Sidewlse)  Pressure. — Suppose  the  top  of 
the  vessel  shown  in  Fig.  6  is  10  inches  square  and  that  the 
projections  at  a  and  b  are  1  inch  square. 

The  pressure  per  square  inch  on  the  bottom  of  the  vessel 
due  to  the  weight  of  the  liquid  is  1  X  1  X  18  X  the  weight 
of  a  cubic  inch  of  the  liquid. 
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The  pressure  at  a  depth  equal  to  the  distance  of  the  upper 
surface  of  /^  is  1  X  1  X  17  X  the  weight  of  a  cubic  inch  of  the 
liquid.  „ 

Since  both  of   these    ^  I"  ^^  1 

pressures  are  transmit- 
ted in  every  direction, 
they  are  also  transmit- 
ted laterally  (sidewise), 
and  the  pressure  per 
unit  of  area  on  the 
projection  b  is  a  mean 
between    the   two,    and 

equals  1  X  1  X 


2 


w 


Fir, 


X  the  weight  of  a  cubic 
inch  of  the  liquid. 

To  find  the  lateral  pressure  on  the  projection  a,  imagine 
that  the  dotted  line  c  is  the  bottom  of  the  vessel ;  then,  the 
conditions  would  be  the  same  as  in  the  preceding  case, 
except  that  the  depth  is  not  so  great. 

The  lateral  pressure  per  square  inch  on  a  is  thus  seen  to 
11  +  12 


be  1  X  1  X  — 


2 


X  the  weight  of  a  cubic  inch  of  the  liquid. 


14.     General  la^v  for  lateral  pressure: 

Rule  3. —  The  pressure  on  any  vertical  surface  due  to  the 
weight  of  the  liquid  is  equal  to  the  weight  of  a  column  of  the 
liquid  whose  base  has  the  same  area  as  the  vertical  surface 
and  whose  altitude  is  the  depth  of  the  center  of  gravity  of  the 
vertical  surface  below  the  upper  surface  of  the  liquid. 

A  7iy  additional  pressure  is  to  be  added,  as  in  the  previous  cases. 

Example.— A  well  3  feet  in  diameter  and  20  feet  deep  is  filled  with 
water;  what  is  the  pressure  on  a  strip  of  wall  1  inch  wide,  the  top  of 
which  is  1  foot  from  the  bottom  of  the  well  ?  What  is  the  pressure  on 
the  bottom  ?  "What  is  the  upward  pressure  per  square  inch  2  feet 
6  inches  from  the  bottom  ? 

Solution.— Applying  the  rule,  the  area  of  the  strip  is  equal  to 
its  length  (=  circumference  of  well)  multiplied  by  its  height.  The 
length  =  36  X  3.1416  =  113.1  inches;  height  =  1  inch;   hence,    area   of 
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strip  =  113.1  X  1  =113.1  square  inches.  Depth  of  center  of  gravity 
of  strip  =  (20  —  1)  feet  +  i  inch,  the  half  width  of  strip  =  228^  inches. 
Consequently,  113.1  X  228.5  X  .03617  =  934.75  lb.  =  the  total  pressure 
on  the  strip.     Ans. 

The  pressure  on  each  square  inch  of  the  strip  is        „      =  8.265  lb., 

nearly.     Ans. 

36  X  36  X  .7854  X  20  X  12  X  .03617  =  8,836  lb.,  the  pressure  on  the 
bottom.     Ans. 

20  -  2.5  =  17.5.  1  X  17.5  X  12  X  .03617  =  7.596  lb.,  the  upward  pres- 
sure per  square  inch  2  ft.  6  in.  from  the  bottom.     Ans. 

15.  The  effects  of  lateral  pressure  are  illustrated  in 
Fig.  7.     In  the  figure,  ^  is  a  tall  vessel  having  a  stop-cock 

near  its  base  and  ar- 
ranged to  float  upon 
the  water,  as  shown. 
When  this  vessel  is 
filled  with  water,  the 
lateral  pressures  at 
any  two  points  of  the 
surface  of  the  vessel 
opposite  each  other 
are  equal.  Being 
equal  and  acting  in 
opposite  directions, 
they  destroy  each 
other,  and  no  motion 
can  result ;  but,  if  the 
stop-cock  is  opened,  there  will  be  no  resistance  to  the  pressure 
acting  on  that  part,  and  the  water  will  flow  out;  at  the 
same  time,  the  reaction' of  the  jet  issuing  from  the  stop-cock 
causes  the  vessel  to  move  backwards  through  the  water  in  a 
direction  opposite  to  that  of  the  issuing  jet. 

16.  liiqnids  Influenced  by  Gravity. — Since  the  pres- 
sure on  the  bottom  of  a  vessel  due  to  the  weight  of  the 
liquid  is  dependent  only  on  the  height  of  the  liquid  and 
not  on  the  shape  of  the  vessel,  it  follows  that  if  a  vessel  has 
a  number  of  radiating  tubes  (see  Fig.  8)  the  water  in  each 


Fig.  7. 
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tube  will  be  on  the  same  level,  no  matter  what  may  be  the 
shape  of  the  tubes.  For,  if  the  water  were  higher  in  one 
tube  than  in  the  others,  the  downward  pressure  on  the 
bottom  due  to  the  height  of  the  water  in  this  tube  would  be 
greater  than  that  due  to  the  height  of  the  water  in  the  other 
tubes.  Consequently,  the  upward  pressure  would  also  be 
greater;  the  equilibrium  would  be  destroyed  and  the  water 


Pig.  8. 

would  flow  from  this  tube  into  the  vessel  and  rise  in  the  other 
tubes  until  it  was  at  the  same  level  in  all,  when  it  would  be 
in  equilibrium.  This  principle  is  expressed  in  the  familiar 
saying,  water  seeks  its  level. 

An  application  of  this  principle  is  the  glass  water  gauge 
used  for  showing  the  level  of  the  water  in  a  steam  boiler 
or  tank. 


17.  The  above  principle  explains  why  city  water  reser- 
voirs are  located  on  high  elevations  and  why  water  on  leaving 
the  hose  nozzle  spouts  so  high. 

If  there  were  no  resistance  by  friction  and  air,  the  water 
would  spout  to  a  height  equal  to  the  level  of  the  water  in  the 
reservoirs.  If  a  long,  vertical  pipe,  whose  length  was  equal 
to  the  vertical  distance  between  the  nozzle  and  the  level  of 
the  water  in  the  reservoir,  were  attached  to  the  nozzle,  the 
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water  would   just  reach  the  end  of   the  pipe.     If   the  pipe 
were  lowered  slightly,  the  water  would  trickle  out. 

Fountains,  canal  locks,  and  artesian  wells  are  examples  of 
the  application  of  this  principle. 

Example. — The  water  level  in  a  city  reservoir  is  150  feet  above  the 
level  of  the  street ;  what  is  the  pressure  of  the  water  per  square  inch 
on  the  hydrant  ? 

vSoLUTiON.— Applying  rule  1,  1  X  150  X  12  X  .03617  =  65.106  lb.  per 
sq.  in.     Ans. 

Note. — In  measuring  the  height  of  the  water  to  find  the  pressure 
that  it  produces,  the  Tertical  height,  or  distance,  between  the  level 
of  the  water  and  the  point  considered  is  always  taken.  This  vertical 
height  is  called  the  head. 

The  weight  of  a  column  of  water  1  inch  square  and  1  foot  high 
is  62.5  -h  144  =  .434  pound,  nearly.  Hence,  if  the  depth  (head)  be  given, 
the  pressure  per  square  inch  may  be  found  by  multiplying  the  depth  in 
feet  by  .434.  The  constant  .434  is  the  one  ordinarily  used  in  practical 
calculations. 

18.  In  Fig.  9,  let  the  area  of  the  piston  ^  be  1  square 
inch;  of  d,  40  square  inches.  According  to  Pascal's  law, 
1  pound  placed  on  a  will  balance  40  pounds  placed  on  d. 

Suppose  that  a  moves  downwards  10  inches,  then  10  cubic 
inches  of  water  will  be  forced  into  the  tube  d.  This  will  be 
distributed  over  the  entire  area  of  the 
tube  d,  in  the  form  of  a  cylinder  whose 
cubical  contents  must  be  10  cubic  inches, 
whose  base  has  an  area  of  40  square 
inches,  and  whose  altitude  must  be  if 
=  \  inch ;  that  is,  a  movement  of 
10  inches  of  the  piston  a  will  cause  a 
movement  of  ^  inch  in  the  piston  d. 
This  is  another  illustration  of  the  well- 
known  principle  of  machines:  T/ie 
force  imiltiplicd  by  the  distance  through 
zuhich  it  acts  equals  the  weight  multi- 
plied by  the  distance  throjigh  zvhich  it  moves,  since,  if 
1  pound  on  the  piston  a  represents  the  force  /*,  the  equiva- 
lent weight  W  on  b  may  be  obtained  from  the  equation 
Wy.\  =  Py.  10,  whence  W  =  40  P  =  40  pounds. 
Another  familiar  fact  is  also  recognized,  for  the  velocity 
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ratio  of  P  to  W  is  10  :  \,  or  40;  and  since  in  any  machine 
the  weight  equals  the  force  multiplied  by  the  velocity  ratio, 
^F=  7^X40,  and  when  P=\,  W  =  40.  An  interesting 
application  of  this  principle  is  the  hydraulic  jack,  by  the  aid 
of  which  one  man  can  lift  a  very  large  load. 

19.  A  Watsoii-Stillman  hydraulic  jack  is  shown  in 
section  in  Fig.  10  (a).  In  this  illustration,  a  is  a  lever  that 
is  depressed  by  the  operator  when  he  desires  to  raise  the 
load.  This  lever  freely  fits  a  rectangular  hole  or  socket  in 
a  shaft  d  that  extends  clear  through  the  ram  head.  The 
shaft  d  carries  the  crank  c  to  which  the  piston  d  is  hinged- 
A  small  valvQ  is  placed  in  the  center  of  the  piston  and 
serves  to  open  or  close  communication  between  the  water 
space  above  and  below  the  piston.  The  lower  end  of  the 
ram  is  fitted  with  a  small  check  valve,  which  normally  is 
held  closed  by  the  small  spring  shown  beneath  the  valve. 
The  inside  of  the  jack  is  filled  with  a  mixture  of  alcohol  and 
water,  about  2  parts  of  alcohol  to  3  parts  of  water,  which 
prevents  the  freezing  of  the  liquid  when  the  jack  is  used  in 
cold  weather.     The  operation  is  as  follows: 

The  jack  being  clear  down,  as  shown  in  Fig.  10  (a),  it  is 
placed  under  the  load  and  the  operator  alternately  depresses 
and  raises  the  lever  through  its  full  range,  the  motion  being 
limited  by  a  projection  on  the  under  side  of  the  lever.  The 
slightest  depression  of  the  lever  closes  the  valve  in  the  pis- 
ton. The  downward  movement  of  the  piston  continuing, 
the  water  between  the  bottom  of  the  piston  and  the  end  of 
the  ram  is  subjected  to  a  pressure  that  opens  the  valve  in  the 
end  of  the  ram.  This  allows  the  water  under  pressure  to 
pass  into  the  space  beneath  the  ram.  The  pressure  so  trans- 
mitted to  the  lower  end  of  the  ram  forces  it  upwards.  The 
lever  having  been  depressed  to  its  limit  is  again  raised. 
This  raises  the  piston,  causes  the  piston  valve  to  open,  and 
allows  the  water  above  the  piston  to  flow  beneath  it.  The 
pressure  of  the  water  below  the  ram  promptly  closes  the  ram 
valve  as  soon  as  the  piston  commences  to  move  upwards. 
The  operation  may  now  be  repeated  as  often  as  required. 
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As  will  readily  be  seen,  the  ram  cannot  descend  under  the 
weight  of  the  load,  as  the  only  water  passage  leading  from 


Fig.  10. 


the  space  below  the  ram  is  closed  by  the  ram  valve,  which 
is  kept  tightly  closed  by  the  pressure  of  the  water  beneath 


§  6  MECHANICS  OF  FLUIDS.  13 

it  and  also  by  the  spring.  Hence,  in  order  to  lower  the 
ram,  this  ram  valve  must  be  opened  by  some  means.  As 
previously  mentioned,  the  lever  has  a  projection  on  its  under 
side  to  limit  its  travel  and  the  travel  of  the  piston.  This 
projection  is  made  of  such  a  length  that  when  the  lever  is 
down  as  far  as  it  will  go,  the  piston  is  still  a  short  distance 
from  the  upper  end  of  the  ram  valve  stem. 

In  order  to  lower  the  ram,  the  lever  is  withdrawn  from  its 
socket  and  inserted  again  with  the  projection  upwards.  It 
can  now  be  depressed  far  enough  to  cause  the  end  of  the 
piston  to  strike  and  open  the  ram-head  valve,  as  shown  in 
Fig.  10  {b),  where  the  parts  of  the  jack  are  shown  in  the 
relative  positions  occupied  while  lowering.  But  before  the 
water  in  the  bottom  of  the  ram  can  escape  to  the  top, 
the  valve  in  the  piston  must  also  be  opened.  This  is  accom- 
plished by  a  heavy  spring  that  forces  the  sleeve  e  downwards. 
The  lower  end  of  the  sleeve  has  a  cotter  working  in  a  slot  in 
the  piston  rod ;  the  cotter  bearing  against  the  top  of  the 
valve  forces  the  latter  downwards.  The  sleeve  is  connected 
to  the  crank  c  by  the  so-called  lowering  wire  f,  in  such  a 
manner  that  the  cotter  will  not  strike  the  piston  valve  while 
the  jack  is  raising  the  load.  The  ram  will  descend  as  long 
as  the  lever  is  kept  hard  down ;  it  can  be  stopped  instantly 
by  raising  the  lever  slightly. 

30,  If  the  area  of  the  piston  is  1  square  inch  and  the 
area  of  the  ram  is  10  square  inches,  the  velocity  ratio  will  be 
10.  If  the  length  of  the  lever  between  the  hand  of  the  oper- 
ator and  the  fulcrum  is  10  times  the  length  between  the 
fulcrum  and  the  piston,  the  velocity  ratio  of  the  lever  will  be 
10,  and  the  total  velocity  ratio  of  the  hand  to  the  piston 
will  be  10  X  10  =  100.  Taking  the  weight  of  the  operator 
at  150  pounds,  his  whole  weight  to  be  thrown  on  the  lever, 
the  weight  that  can  be  raised  is  150  X  100  =  15,000  pounds, 
or  7|-  tons.  But  if  the  average  movement  of  the  hand  is 
4  inches  per  stroke,  it  will  require  ^f^  =  25  strokes  to  raise 
the  load  on  the  jack  a  distance  of  1  inch,  and  it  is  again 
seen  that  what  is  gained  in  force  is  lost  in  speed. 
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21.  Other  applications  of  this  principle  are  seen  in  vari- 
ous hydraulic  machines  used  in  boiler  shops.  A  familiar 
example  is  the  hand  test  pump  used  in  testing  boilers  under 
hydraulic  pressure. 

Example  1. — A  vertical  cylinder  is  tested  for  the  tightness  of  its 
heads  by  filling  it  with  water.  A  pipe  whose  inside  diameter  is  i  inch 
and  whose  length  is  30  feet  is  screwed  into  a  hole  in  the  upper  head 
and  is  then  filled  with  water.  What  is  the  pressure  per  square  inch  on 
each  head  if  the  cylinder  is  40  inches  in  diameter  and  60  inches  long  ? 

Solution. —    40*  X  .7854  =  1,256.64  square  inches  =  area  of  head. 
1  X  60  X  .03617  =  2.17  pounds  pressure  per  square  inch  on  the  bottom 
head  due  to  the  weight  of  the  water  in  the  cylinder. 

ay  X  .7854  =  .04909  square  inch,  the  area  of  the  pipe. 

.04909  X  20  X  12  X  .03617  =  .426  pound  =  the  weight  of  water  in  the 
pipe  =  the  pressure  on  a  surface  area  of  .04909  square  inch. 

The  pressure   per  square   inch  due   to   the   water   in   the  pipe  is 

X  -426  =  8.68  lb.  per  sq.  in.  upon  the  upper  head.     Ans. 


.04909 


The  total  pressure  per  square  inch  on  the  lower  head  is  8.68  +  2.17 
=  10.85  lb.     Ans. 

Example  2. — In  the  other  example,  if  the  pipe  be  fitted  with  a 
piston  weighing  J  pound  and  a  5-pound  weight  be  laid  on  it  what  is 
the  pressure  per  square  inch  on  the  upper  head  ? 

Solution. — In  addition  to  the  pressure  of  .426  pound  on  the  area  of 
.04909  square  inch,  there  is  now  an  additional  pressure  on  this  area  of 
5  -h  :J-  =  5.25  pounds,  and  the  total  pressure  on  this  area  is  .426  +  5.25 

=  5.676  pounds.  X  5.676  =  115.6  lb.  =  the  pressure  per  square 

inch.     Ans. 

23.  When  calculating  the  weight  that  can  be  raised  with 
a  hydraulic  jack,  no  allowance  was  made  for  the  power  lost 
in  overcoming  the  friction  between  the  cup  leathers  of  the 
piston  and  the  ram,  and  the  cup  leather  of  the  ram  and 
the  cylinder;  this  varies  according  to  the  condition  of  the 
leathers,  and,  of  course,  the  smoothness  of  the  ram  and 
cylinder;  when  the  leathers  are  in  good  condition,  the  loss  is 
about  5  per  cent,  of  the  total  pressure  on  the  ram ;  when  the 
leathers  are  old,  stiff,  and  dirty,  the  loss  may  amount  to 
15  per  cent,  or  more. 
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SPECIFIC  GRAVITY. 

23,  The  specifle  gravity  of  a  body  is  the  ratio  between 
its  weight  and  the  weight  of  a  like  volume  of  water. 

24.  Since  gases  are  so  much  lighter  than  water,  it  is 
usual  to  take  the  specific  gravity  of  a  gas  as  the  ratio 
between  the  weight  of  a  certain  volume  of  the  gas  and  the 
weight  of  the  same  volume  of  air. 

Example. — A  cubic  foot  of  cast  iron  weighs  450  pounds;  what  is  its 
specific  gravity,  a  cubic  foot  of  water  weighing  62.42  pounds  ? 
Solution. — According  to  the  definition, 
450 


62.42 


7.21.     Ans. 


TABLE  I. 


SPECIFIC   GRAVITY    AXD    AVEIGHT    I'ER   CUBIC   FOOT   OF 
VARIOUS  METALS. 


Substance. 


Platinum 

Gold 

Mercury 

Lead  (cast).. . 

Silver 

Copper  (cast). 

Brass 

Wrought  Iron 
Cast  Iron.  ... 

Steel 

Tin  (cast) 

Zinc  (cast). .  . 
Antimony.. .  . 
Aluminum.  .  . 


Specific 
Gravity. 


21.50 

19.50 

13.(30 

11.35 

10.50 

8.79 

8.38 

7.08 

7.21 

7.84 

7.29 

6.80 

6,71 

2.50 


Weight  per 

Cubic  Foot. 

Pounds. 


,343.8 
,218.8 
850 . 0 
709.4 
656.3 
549.4 
523.8 
480.0 
450.0 
490.0 
455.6 
428  8 
419.4 
150.3 
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SPECIFIC    GRAVITY    AND    AVEIGIIT    PER   CUBIC   FOOT   OP 
VARIOUS  ^VOODS. 


Substance. 


Ash 

Beech 

Cedar 

Cork 

Ebony  (American) 

Lignum-vitae 

Maple 

Oak  (old) 

Spruce 

Pine  (yellow) 

Pine  (white) 

Walnut 


Weight  per 

Cubic  Foot. 

Pounds. 

52.80 
53.25 
35 .  06 
15.00 
83.19 
83 .  30 
46.88 
73.10 
31.25 
41.20 
34 .  60 
41.90 


TABI^E  III. 


SPECIFIC    GRAVITY    AND    ^VEIGHT    PER    CUBIC    FOOT   OF 
VARIOUS   LIQUIDS. 


Substance. 


Acetic  acid 

Nitric  acid 

Sulphuric  acid 

Muriatic  acid 

Alcohol 

Turpentine 

Sea  water  (ordinary) 
Milk 


Specific 
Gravity. 


1 .  062 
1.217 
1.841 
1 .  200 
.800 
.870 
1.026 
1 .  032 


Weight  per 

Cubic  Foot. 

Pounds. 


66.4 
76.1 
115.1 
75.0 
50.0 
54.4 
64.1 
64.5 
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25,  The  specific  gravities  of  different  bodies  are  given  in 
printed  tables;  hence,  if  it  is  desired  to  know  the  weight  of 
a  body  that  cannot  be  conveniently  weighed,  calculate  its 
cubical  contents  a)id  multiply  the  specific  gravity  of  the  body 
by  the  weight  of  a  like  volume  of  ivater,  remembering  that  a 
cubic  foot  of  water  iveighs  62.  Jf2  pounds. 

Example  1. — How  much  will  3,214  cubic  inches  of  cast  iron  weigh  ? 
Take  its  specific  gravity  as  7.21. 

Solution. — Since  1  cubic  foot  of  water  weighs  62.42  pounds,  3,214 
cubic  inches  weigh 


Then, 


fij^  X  62.42  =  116.098  pounds. 
1,  i£o 

116.098  X  7.21  =  837.067  lb.     Ans. 


TABLE  IV. 


specific;  gravity  jVNd  ^veigiit  per  cubic  foot  of 

various  gases  at  a^"  f.  axd  under  a 

pressure  of  1  atmosphere. 


Substance. 


Atmospheric  air 

Carbonic  acid 

Carbonic  oxide 

Chlorine 

Oxygen 

Nitrogen 

Smoke  (bituminous  coal) 

Smoke  (wood) 

*  Steam  at  212°  F 

Hydrogen 


Specific 
Gravity. 

Cubic  Foot. 
Pounds. 

1.0000 

.08073 

1.5290 

. 12344 

.9674 

.07810 

2.4400 

.19700 

1.105G 

.08925 

.  9730 

.07860 

.1020 

.00815 

.  0900 

.00727 

.  4700 

. 03790 

.0692 

.00559 

*  The  specific  gravity  of  steam  at  any  temperature  and  pressure 
compared  with  air  at  the  same  temperature  and  pressure  is  .622. 
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Example  2. — What  is  ttie  weight  of  a  cubic  inch  of  cast  iron  ? 
62.42 


Solution. 


1,728 


X  7.21  =  .26044  lb.     Ans. 


One  cubic  foot  of  pure  distilled  water  at  a  temperature  of 
39.2°  Fahrenheit  weighs  62.425  pounds,  but  the  value  usually 
taken  in  making  calculations  is  62.5  potinds. 

Example  3. — What  is  the  weight  in  pounds  of  7  cubic  feet  of 
oxygen  ? 

Solution. — One  cubic  foot  of  air  weighs  .08073  pound,  and  the 
specific  gravity  of  oxygen  is  1.1056,  compared  witli  air;  hence, 

.08073  X  1.1056  X  7  =  .62479  lb.,  nearly.     Ans. 


TABIiB  V. 


SPECIFIC    GRAVITY   AND   WEIGHT   PER   CUBIC   FOOT   OF 
VARIOUS   SUBSTANCES. 


Substance. 


Emery 

Glass  (average) 

Chalk 

Granite 

Marble 

Stone  (common) 

Salt  (common) 

Soil  (common) 

Clay 

Brick 

Plaster  of  Paris  (average) 
Sand 


Specific 
Gravity. 

Cubic  Foot. 
Pounds. 

4.00 

250 

2.80 

175 

2.78 

174 

2.65 

166    ■ 

2.70 

169 

2 .  52 

158 

2.13 

133 

1.98 

124 

1.93 

121 

1.90 

118 

2.00 

125 

1.80 

113 

^0 
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Fig.  11. 


BUOYANT  EFFECTS  OF  WATER. 

26,  In  Fig.  U  is  shown  a  6-inch  cube  entirely  submerged 
in  water.  The  lateral  pressures  are  equal  and  in  opposite 
directions.  The  upward  pressure  acting  on 
the  lower  surface  of  the  cube  is  6  X  0  X  21 
X  .03017 ;  the  downward  pressure  acting  on 
the  top  of  the  cube  is  6  X  6  X  15  X  .03017; 
and  the  difference  is  6  X  0  X  0  X  .03617, 
which  equals  the  volume  of  the  cube  in 
cubic  inches  times  the  weight  of  1  cubic 
inch  of  water.  That  is,  the  upward  pres- 
sure exceeds  the  downward  pressure  by 
the  weight  of  a  volume  of  water  equal  to 
the  volume  of  the  body. 

This  excess  of  upward  pressure  over  the 
downward  pressure  acts  against  gravity;  that  is,  the  water 
presses  the  body  upzvards  with  a  greater  force  than  it  presses 
it  doxvnwards ;  consequently,  if  a  body  is  immersed  in  a 
fluid,  it  ivill  lose  in  weight  an  amount  equal  to  the  weight  of 
the  fluid  it  displaces.     This  is  called  the  principle  of  Archi- 

iTiedes,   because    it   was 
first  stated  by  him. 

27.  T  h  i  s  principle 
may  be  experimentally 
demonstrated  with  the 
beam  scales,  as  shown  in 
Fig.  12.  From  one  scale 
pan  suspend  a  hollow 
cylinder  of  metal  /,  and 
below  that  a  solid  cylin- 
der a  of  the  same  size  as 
the  hollow  part  of  the 
upper  cylinder.  Put 
weights  in  the  other 
scale  pan  until  they  ex- 
actly balance  the  two 
cylinders.      If    a    be    immersed    in    water,    the    scale    pan 


Fig.  13. 
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containing  the  weights  will  descend,  showing  that  a  has 
lost  some  of  its  weight.  Now  fill  /  with  water,  and  the 
volume  of  water  that  can  be  poured  into  /  will  equal  that 
displaced  by  a.  The  scale  pan  that  contains  the  weights 
will  gradually  rise  until  t  is  filled,  when  the  scales  again 
balance. 

If  a  body  be  lighter  than  the  liquid  in  which  it  is  immersed, 
the  upward  pressure  will  cause  it  to  rise  and  project  partly 
out  of  the  liquid,  until  the  weight  of  the  body  and  the  weight 
of  the  liquid  displaced  are  equal.  If  the  immersed  body  be 
heavier  than  the  liquid,  the  downward  pressure  plus  the 
weight  of  the  body  will  be  greater  than  the  upward  pressure, 
and  the  body  will  fall  downwards  until  it  touches  bottom  or 
meets  an  obstruction.  If  the  weights  of  equal  volumes  of 
the  liquid  and  the  body  are  equal,  the  body  will  remain 
stationary  and  will  be  in  equilibrium  in  any  position  or 
depth  beneath  the  surface  of  the  liquid.  * 

28.  An  interesting  experiment  in  confirmation  of  the 
above  facts  may  be  performed  as  follows :  Drop  an  t.%%  into 
a  glass  jar  filled  with  fresh  water.  The  mean  density  of  the 
^%%  being  a  little  greater  than  that  of  the  water,  it  will  fall 
to  the  bottom  of  the  jar.  Now,  dissolve  salt  in  the  water, 
stirring  it  so  as  to  mix  the  fresh  and  salt  water.  The  salt 
water  will  presently  become  denser  than  the  ^%%  and  the 
t.%%  will  rise.  Now,  if  fresh  water  be  poured  in  until  the 
&%%  and  water  have  the  same  density,  the  &%^,  will  remain 
stationary  in  any  position  that  it  may  be  placed  below  the 
surface  of  the  water. 

39.  The  principle  of  Archimedes  gives  a  very  easy  and 
accurate  method  of  finding  the  volume  of  an  irregularly 
shaped  body.  Thus,  subtract  its  weight  in  water  from  its 
weight  in  air  and  divide  by  .03G17;  the  quotient  will  be 
the  volume  in  cubic  inches,  or  divide  by  62.5  and  the  quo- 
tient will  be  the  volume  in  cubic  feet. 

If  the  specific  gravity  of  the  body  is  known,  its  cubical 
contents  can  be  found  by  dividing  its  weight  by  its  specific 
gravity,  and  then  dividing  again  by  either  .03617  or  62.5. 
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Example. — A  certain  body  has  a  specific  gravity  of  4.38  and  weighs 
76  pounds;  how  many  cubic  inches  are  there  in  the  body  ? 
76 


Solution, — 


4.38  X. 03617 


=  479.72  cu.  in.     Ans. 


THE  nYDROMETER. 

30.  Instruments  called  liydr<)iuetei*s  are  in  general  use 
for  determining  quickly  and  accurately  the  specific  gravities 
of  liquids  and  some  forms  of  solids.  They  are  of  two  kinds, 
viz. :  (1)  Hydrometers  of  constant  iveight,  as  Bcaume's ; 
(2)  hydrometers  of  constant  volnnu\  as  Nicholson's. 

A  hyrtroniotei*  of  constant  Aveight  is  shown  in  Fig.  \'.\. 
It  consists  of  a  glass  tube,  near  the  bottom  of  which  are  two 
bulbs.  The  lower  and  smaller  bulb  is  loaded 
with  mercury  or  shot,  so  as  to  cause  the 
instrument  to  remain  in  a  vertical  position 
when  placed  in  the  liquid.  The  upper  bulb  is 
filled  with  air,  and  its  volume  is  such  that  the 
whole  instrument  is  lighter  than  an  equal 
volume  of  water. 

The  point  to  which  the  hydrometer  sinks 
when  placed  in  water  is  usually  marked,  the 
tube  being  graduated  above  and  below  in  such 
a  manner  that  the  specific  gravity  of  the  liquid 
can  be  read  directly.  It  is  customary  to  have 
two  instruments,  one  with  the  zero  point  near 
the  top  of  the  stem  for  use  in  liquids  heavier 
than  water,  and  the  other  with  the  zero  point  near  the  bulb 
for  use  in  liquids  lighter  than  water. 

These  instruments  are  more  commonly,  used  for  determin- 
ing the  degree  of  concentration  or  dilution  of  certain  liquids, 
as  acids,  alcohol,  milk,  solutions  of  sugar,  etc.,  rather  than 
their  actual  specific  gravities.  They  are  then  known  as 
acidometers^  alcoholometers^  lactometers,  saccharometers,  sali- 
nometers,  etc.,  according  to  the  use  to  which  they  are  put. 

31,  Hydrometers  of  constant  volume  are  not  in  com- 
mon use  and  are  rarely  found  outside  of  laboratories. 


Fig.  13. 
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hydiioki:n^etics. 


FLOW  OF  WATER  IIS^  PIPES. 

32.  Experience  has  demonstrated  that  for  satisfactory- 
work,  the  flow  of  water  in  the  suction  pipes  of  boiler  feed- 
pumps and  other  comparatively  small  pumps  should  not 
exceed  200  feet  per  minute,  and  it  should  not  be  more  than 
500  feet  in  the  delivery  pipe  for  a  duplex  pump,  or  400  feet 
for  a  single-cylinder  pump. 

Knowing  the  volume  of  water  that  is  to  flow  through  or 
to  be  discharged  from  a  pipe  in  1  minute,  the  area  of  the 
suction  and  delivery  pipes  can  readily  be  determined. 

33.  The  volume  of  water  in  cubic  feet  discharged  from 

a  pipe  in  1  minute  is  equal  to  the  velocity  in  feet  per  minute 

times  the  area  of  the  pipe  in  square  feet.     Then,  the  area  of 

,    volume  in  cubic  feet  per  minute        .      ^, 

the  pipe  equals 1 — ; -. — ^ ^ — -. — '- .     As  there 

velocity  in  feet  per  minute 

are  144  square  inches  in  a  square  foot,  the  area  of  the  pipe 

144  X  volume  in  cubic  feet  per  minute 


in  square  inches  is 


velocity  in  feet  per  minute 


34.     If  the  volume  is  expressed  in  gallons  per  minute, 

then,  as  there  are  7.48  gallons  in  a  cubic  foot,  the  area  of  the 

144  X  volume  in  gallons* 

pipe  m  square  inches  will  be  -— — , — -. — ; — ;^ — ^ ; . 

7.48  X  velocity  m  feet  per  minute 

Hence,  the  following  rule, 

where  ;/  =  gallons  per  minute ; 

V  =  velocity  in  feet  per  minute; 
A  =  area  of  pipe  in  square  inches. 

Rule  4. —  To  find  the  area  of  a  pipe  in  square  inches, 
divide  19.25  times  the  number  of  gallons  per  minute  by  the 
velocity  in  feet  per  minute. 

Or.  A  =  1M£^. 


*  The  gallon  here  referred  to  is  the  Winchester  or  wine  gallon 
of  231  cubic  inches  capacity  and  in  common  use  in  the  United  States 
of  America. 
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Example. — If  a  duplex  pump  is  used,  what  area  of  feed-pipe  is 
required  for  a  boiler  into  which  25  gallons  of  water  per  minute  is  to 
be  pumped  ? 

Solution. — The  allowable  velocity  being  500  feet,  by  applying 
rule  4,  we  get 

.       19.25  X  25        --.^. 

A  = TT^TT =  .962o  sq.  in.     Ans. 

500 

35.  The  quantity  of  water,  expressed  in  gallons,  that 
will  flow  through  a  given  pipe  in  1  minute,  its  velocity  being 
known,  is  given  by  the  following  rule: 

Itiile  5. — Multiply  the  area  of  the  pipe  in  square  inches  by 
the  velocity  in  feet  per  minute.     Divide  the  product  by  19.25. 

„  Av 

Or,  n  = 


19.25 


ExA.MPLE. — How  many  gallons  of  water  per  minute  will  flow 
through  a  pipe  having  an  area  of  2  square  inches,  the  velocity  of 
flow  being  450  feet  per  minute  ? 

Solution. — Applying  the  rule  just  given,  we  get 
2  X  450       ,„  „^      , 

36,  The  velocity  with  which  water  will  How  through  the 
delivery  pipe  of  a  pump  when  the  area  of  the  water  cylinder, 
the  area  of  the  delivery  pipe,  and  the  piston  speed  of  the 
pump  are  known,  is  given  by  the  following  rule. 

where  v  =  velocity  in  feet  per  minute; 

A  =  area  of  delivery  pipe  in  square  inches; 
a  =  area  of  water  piston  in  square  inches; 
5  =  piston  speed  in  feet  per  minute. 

Rule  0. — Multiply  the  area  of  the  zvater  piston   by   the 

piston  speed,  and  divide  this  product  by  the  area  of  the  delivery 

pipe. 

aS 
Or,  V  =  -5-. 

Example. — If  the  water  piston  of  a  pump  has  an  area  of  13  square 
inches  and  moves  at  a  speed  of  100  feet  per  minute,  what  will  be  the 
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velocity  of  the  water  in  the  delivery  pipe  if  the  latter  has  an  area 
of  3  square  inches  ? 

Solution. — Applying  rule  6,  we  get 

12  X  100      „„„  ^^  .         . 

V  = 5 =  600  ft.  per  mm.     Ans. 


STANDARD  PIPE  DIMEKSIONS. 

37.  The  great  majority  of  the  pipes  used  about  steam 
plants  are  made  of  wrought  iron  and  are  almost  invariably 
made  in  accordance  with  the  Briggs  standard.  It  Avill  be 
noticed  that  the  diameter  of  the  pipe  by  which  it  is  known 
to  the  trade  is  not  the  actual  diameter;  hence,  in  calcula- 
ting the  amount  of  water  that  will  flow  through  a  pipe,  the 
actual  diameter  or  actual  internal  area  must  be  taken  from 
Table  VI. 

38.  As  wrought-iron  pipes  are  not  made  in  sizes  differing 
from  those  given  in  the  table,  it  will  be  apparent  that  only 
in  rare  instances  can  a  pipe  be  selected  that  will  have  the 
area  calculated  by  rule  4.  In  practice  the  nearest  commer- 
cial size  of  pipe  would  be  selected. 

Example. — What  commercial  size  of  delivery  pipe  should  be  used 
for  a  single-cylinder  pump  to  deliver  90  gallons  of  water  per  minute  ? 

Solution. — For  a  single-cylinder  pump,  the  velocity  of  flow  should 
not  be  more  than  400  feet  per  minute.     Then,  applying  rule  4,  we  get 

^       19.25  X  90      ,  _ 
-^=        400         -4.33  sq.m. 

According  to  Table  VI,  the  commercial  size  of  pipe  having  an  area 
nearest  this  is  2^  inches;    therefore,  a  2^-inch  pipe  should  be  used. 

Ans. 

Rule  4  will  be  found  to  agree  quite  closely  with  the  prac- 
tice of  the  leading  pump  manufacturers.  In  case  they 
should,  however,  recommend  a  larger  size  of  pipe,  it  is 
advisable  to  follow  their  advice. 

Pipes  made  in  accordance  with  the  Briggs  standard,  when 
below  1  inch  nominal  size,  are  butt-welded  and  proved  to 
300  pounds  per  square  inch  by  hydraulic  pressure.  Pipes 
above  1  inch  are  lap-welded  and  proved  to  500  pounds. 
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TABLE  OF  STANDARD  DIMENSIONS  OF  WROUGHT-IRON 
WELDED  PIPES. 


Nominal 

Diameter. 

Inches. 

Actual 
Internal 
Diameter. 

Inches. 

Actual 

Internal 

Area. 

Square 

Inches. 

Actual 
External 
Diameter. 

Inches. 

Number  of 

Threads 

Per  Inch. 

i 

.27 

.057 

.40 

27 

i 

.30 

.104 

.54 

18 

f 

.49 

.192 

.67 

18 

i 

.62 

.305 

.84 

14 

f 

.82 

.533 

1.05 

14 

1 

1.05 

.863 

1.31 

IH 

H 

1.38 

1.496 

1.66 

Hi 

H 

1.61 

2.038 

1.90 

lU 

2 

2.07 

3.355 

2.37 

lu 

H 

2.47 

4.783 

2.87 

8 

3 

3.07 

7.388 

3.50 

8 

3* 

3.55 

9.887 

4.00 

8 

4 

4.07 

12.730 

4.50 

8 

H 

4.51 

15.939 

5.00 

8 

5 

5.04 

19  990 

5.56 

8 

6 

6.06 

28.889 

6.62 

8 

7 

7.02- 

38.737 

7.02 

8 

8 

7.98 

50 . 039 

8.62 

8 

9 

9.00 

63 . 633 

9.62 

8 

10 

10.02 

78.838 

10.75 

8 

PIPE  FITTINGS. 

39.  In  piping  a  steam  plant,  it  is  rarely  possible  to  run 
the  piping  in  a  straight  line,  it  being  usually  necessary  to 
introduce  one  or  more  elbows  or  similar  fittings  to  reach  the 
point  desired.  The  effect  of  T  and  L  fittings  is  to  increase 
the  resistance  to  the  flow  of  the  water  through  the  pipes. 
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thus  requiring  the  pump  to  do  more  work  for  the  same  quan- 
tity of  water  deHvered. 

As  pumps  for  boiler  feeding  are  always  built  with  a  large 
steam  cylinder,  there  is  enough  excess  of  power  to  allow  the 
pump  under  ordinary  conditions  to  force  the  required  quan- 
tity of  water  through  the  pipe.  On  the  suction  side  of  the 
pump,  however,  the  force  impelling  the  water  to  flow  into 
the  pump  is  quite  small,  and  a  very  slight  resistance  will  be 
sufficient  to  interfere  with  the  flow  of  the  water  into  the 
pump.  Hence,  it  is  important  that  the  suction  pipe  be  as 
straight  as  possible;  if  it  is  impossible  to  make  it  straight, 
larger  sizes  of  pipe  should  be  used,  or  easy  bends  with  as 
large  a  radius  as  possible  should  be  substituted  for  the 
elbows.  This  applies  especially  to  pumps  that  must  lift  the 
water  more  than  10  feet.  It  is  impossible  to  lay  down  any 
hard-and-fast  rules  as  to  what  numbers  of  elbows  should  not 
be  exceeded  in  a  suction  and  delivery  pipe;  judgment  will 
have  to  be  used.  Generally  speaking,  they  should  be  as 
few  as  possible. 

EXAMPLES  FOR  PRACTICE. 

1.  Suppose  a  cylinder  to  be  filled  with  water  and  placed  in  an 
upright  position.  If  the  diameter  of  the  cylinder  is  19  inches  and  its 
total  length  inside  26  inches,  what  will  be  the  total  pressure  on  the 
bottom  when  a  pipe  i  inch  in  diameter  and  12  feet  long  is  screwed 
into  the  cylinder  head  and  filled  with  water  ?     The  pipe  is  vertical. 

Ans.  1,743.2  lb. 

2.  In  the  last  example,  what  is  the  total  pressure  against  the  upper 
head?  Ans.  1,476.6  1b. 

3.  In  example  1,  a  piston  is  fitted  to  the  upper  end  of  the  pipe  and 
an  additional  force  of  10  pounds  is  applied  to  the  water  in  the  pipe. 
What  is  the  total  pressure  (a)  on  the  bottom  of  the  cylinder  ?  (/;)  on 
the  upper  head  ?  ((a)    16,184  lb. 

-  1  (/;)     15,906  lb. 

4.  In  example  3,  what  is  the  pressure  per  square  inch  in  the  pipe 

2  inches  from  the  upper  cylinder  head  ?  Ans.  56.0656  lb.  per  sq.  in. 

5.  A  water  tower  80  feet  high  is  filled  with  water.  A  pipe  4  inches 
in  diameter  is  so  connected  to  the  side  of  the  tower  that  its  center  is 

3  feet  from  the  bottom.     If  the  pipe  is  closed  by  a  flat  cover,  what  is 
the  total  pressure  against  the  cover  ?  Ans.  420  lb. 
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6.  In  the  last  example,  what  is  the  upward  pressure  per  square  inch 
10  feet  from  the  bottom  of  the  tower  ?  Ans.  30.3828  lb.  per  sq.  in. 

7.  A  cube  of  wood,  one  edge  of  which  measures  3  feet,  is  sunk 
until  the  upper  surface  is  40  feet  below  the  level  of  the  water;  what  is 
the  total  force  that  tends  to  move  the  cube  upwards  ?    Ans.  1,687.5  lb. 

8.  A  body  weighs  72  pounds  when  immersed  in  water  and  321  pounds 
in  air;  what  is  its  volume  in  cubic  feet  ?  Ans.  3.984  cu.  ft. 

9.  The  specific  gravity  of  a  body  being  9.5  and  its  weight  81  pounds, 
what  is  its  volume  in  cubic  inches?  Ans.  235.73  cu.  in. 

10.  What  commercial  size  of  pipe  should  be  used  for  the  suction 
and  delivery  pipes  of  a  single-cylinder  pump  to  deliver  50  gallons  of 
water  per  minute  ?  A        i  Suction  pipe,  2i  in. 

'  (  Delivery  pipe,  2  in. 

11.  How  many  gallons  per  hour,  at  a  velocity  of  400  feet  per 
minute,  will  flow  through  a  1-inch  pipe  ?  Ans.  1,076  gal.,  nearly. 

12.  The  water  piston  of  a  pump  is  3^  inches;  the  piston  speed  is 
54  feet  per  minute;  and  a  li-inch  delivery  pipe  is  used;  what  is  the 
velocity  in  the  delivery  pipe  ?  Ans.  255  ft.  per  min.,  nearly. 


PNEUMATICS. 


PRESSURE  OF  GASES. 

40,  Pneumatics  is  that  branch  of  mechanics  that  treats 
of  the  properties  and  pressures  of  gases. 

41.  The  most  striking  feature  of  all  gases  is  their  great 
expansibility.  If  we  inject  a 
quantity  of  gas  ^  however  small ^ 
into  a  vessel,  it  will  expand 
and  fill  that  vessel.  If  a  blad- 
der or  football  be  partly  filled 
with  air  and  placed  under  a 
glass  jar  (called  a  receiver), 
from  which  the  air  has  been 
exhausted,  the  bladder  or  foot- 
ball will  immediately  expand, 
as  shown  in  Fig.  14.  The 
force  that  a  gas  always  exerts 
when   confined    in    a    limited  ^iq_  14. 
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space  is  called  tension.     The  word  tension  in  this  case  means 
pressure,  and  is  only  used  in  this  sense  in  reference  to  gases. 

42,  As  luatcr  is  the  most  common  type  of  fluids,  so  air 
is  the  most  common  type  of  gases.  It  was  supposed  by  the 
ancients  that  air  had  no  weight,  and  it  was  not  until  about 
the  year  1650  that  the  contrary  was  proved.  A  cubic  inch 
of  air,  under  ordinary  conditions,  weighs  .31  grain,  nearly. 
At  a  temperature  of  32°  F.  and  a  pressure  of  14.7  pounds 
per  square  inch,  the  ratio  of  the  weight  of  air  to  water  is 
about  1  :  774;  that  is,  air  is  only  -^^  as  heavy  as  water.  It 
has  been  shown  that  if  a  body  were  immersed  in  water  and 
weighed  less  than  the  volume  of  water  displaced,  the  body 
would  rise  and  project  partly  out  of  the  water.  The  same 
is  true,  to  a  certain  extent,  ,of  air.  If  a  vessel  made  of  light 
material  is  filled  with  a  gas  lighter  than  air,  so  that  the 
total  weight  of  the  vessel  and  gas  is  less  than  the  air  they 
displace,  the  vessel  will  rise.  It  is  on  this  principle  that 
balloons  are  made. 


PRESSURE  OF  THE   ATMOSPHERE. 

43.  Since  air  has  weight,  it  is  evident  that  the  enormous 
quantity  of  air  that  constitutes  the  atmosphere  must  exert 
a  considerable  pressure  on  the  earth.  This  is  easily  proved 
by  taking  a  long  glass  tube  closed  at  one  end  and  filling  it 
with  mercury.  If  the  finger  be  placed  over  the  open  end  so 
as  to  keep  the  mercury  from  running  out  and  the  tube 
inverted  and  placed  in  a  cup  of  mercury,  as  shown  in  Fig.  15, 
the  mercury  will  fall,  then  rise,  and  after  a  few  oscillations 
will  come  to  rest  at  a  height  above  the  top  of  the  mercury 
in  the  cup  equal  to  about  30  inches  at  sea  level. 

This  height  will  always  be  the  same  under  the  same 
atmospheric  conditions.  Now,  if  the  atmosphere  has 
weight,  it  must  press  upon  the  upper  surface  of  the  mercury 
in  the  cup  with  equal  intensity  upon  every  square  unit, 
except  upon  that  part  of  the  surface  occupied  by  the  tube. 
In  order  that  there  may  be  equilibrium,  the  weight  of  the 
mercury  in  the  tube  must  be  equal  to  the  pressure  of  the  air 
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upon  a  portion  of  the  surface  of  the  mercury  in  the  cup 
e(iual  in  area  to  the  inside  of  the  tube.  Suppose  that  the 
area  of  the  inside  of  the  tube  is  1  square  inch,  then,  since 
mercury  is  13.0  times  as  heavy  as  water,  the  weight  of  the 
mercurial  column  is  .03017  X  13.0  X  30  =  14.7574  pounds. 
The  actual  height  of  the  mercury 
is  a  little  less  than  30  inches,  and 
the  actual  weight  of  a  cubic  inch 
of  distilled  water  is  a  little  less 
than  .03017  pound.  When  these 
considerations  are  taken  into  ac- 
count, the  average  weight  of  the 
mercurial  column  at  the  level  of 
the  sea,  when  the  temperature  is 
(50°  F.,  is  14.09  pounds,  or  prac- 
tically 14.7  pounds.  Since  this 
weight,  when  exerted  upon  1  square 
inch  of  the  liquid  in  the  glass,  just 
produces  equilibrium,  it  is  plain 
that  the  pressure  of  the  outside 
air  is  14. 7  pounds  upon  every  square 
inch  of  surface. 

44.  Taciium. — The  space  be- 
tween the  upper  end  of  the  tube 
and  the  upper  surface  of  the  mer- 
cury is  called  a  vaciiiiin,  meaning 
that  it  is  an  entirely  empty  space 
and  does  not  contain  any  sub- 
stance— solid,  liquid,  or  gaseous. 
If  there  were  a  gas  of  some  kind  there,  no  matter  how  small 
the  quantity  might  be,  it  would  expand  and  fill  the  space, 
and  its  tension  would  cause  the  column  of  mercury  to  fall 
and  become  shorter,  according  to  the  amount  of  gas  or  air 
present.  The  condition  then  existing  in  the  space  would  be 
called  a  partial  Aacnimu. 

45.  The  Measurement  of  Vaeuiim. — The   degree    to 
which  the  air  has  been  exhausted  from  a  closed  vessel  in 
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which  there  is  a  partial  vacuum  is  measured  by  the  height 
to  which  a  mercurial  column  in  a  vertical  tube,  whose  top  is 
connected  to  the  vessel,  will  rise  under  the  pressure  of  the 
atmosphere.  Thus,  when  we  say  that  there  is  a  vacuum  of 
29  inches  in  a  vessel,  we  mean  that  enough  air  has  been 
exhausted  from  the  vessel  to  enable  the  surrounding  air  to 
support  a  mercurial  column  29  inches 
high,  as  shown  in  Fig.  16,  where  A  is 
the  vessel  in  which  there  is  a  partial 
vacuum.  In  other  words,  the  pressure 
in  the  vessel  is  less  than  the  pressure 
of  the  atmosphere  by  a  column  of  mer- 
cury 29  inches  in  height. 

When  there  is  a  partial  vacuum  in- 
side a  closed  vessel,  the  air  remaining 
in  the  vessel  is  under  a  tension,  or  pres- 
sure," less  than  its  original  tension  of 
14.7  pounds  per  square  inch.  This  ten- 
sion, in  inches  of  mercury,  is  equal  to 
the  difference  between  the  height  at 
which  the  mercurial  column  connected 
to  the  vessel  stands  and  that  at  which 
it  would  stand  if  the  vacuum  were  per- 
fect. Consider  that  the  mercury  col- 
umn will  be  in  equilibrium  when  the 
hydrostatic  pressure  on  its  base  equals 
the  atmospheric  pressure.  The  hydro- 
static pressure  on  the  base  is  the  sum 
of  two  pressures:  (])  The  pressure  due 
to  the  weight  of  the  mercury  column ; 
(2)  the  pressure  in  the  space  above  the 
mercury. 
From  this  it  follows  that  if  the  atmospheric  pressure  and 
the  pressure  due  to  the  weight  of  the  mercurial  column  are 
given,  the  pressure  above  the  column  must  be  that  due  to 
their  difference.  As  the  atmosphere  will  force  a  mercurial 
column  to  a  height  of  30  inches  when  there  is  a  perfect  vac- 
uum above  it,  it  follows  that  to  find  the  pressure  in  a  vessel 
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in  which  there  is  a  partial  vacuum,  the  number  of  inches  of 
height  of  the  mercurial  column  is  to  be  subtracted  from  30. 
Thus,  if  the  vacuum  in  a  vessel  is  2(j  inches,  the  pressure  in 
the  vessel  is  30  —  '20  =  4  inches  of  mercury. 

46.  In  practice  it  is  convenient  to  always  use  the  same 
unit  of  pressure,  which  is  1  pound  per  square  inch.  We 
know  that  14.7  pounds  per  square  inch  will  support  a  mercu- 
rial column  30  inches  high.     Hence,  1  inch  of  height  of  a 

14  7 
mercurial  column  represents  a  pressure  of  —5—  =  .49  pound 

per  square  inch.  Then,  to  reduce  inches  of  mercury  to 
pounds  per  square  inch,  multiply  their  number  by  .49. 

ExA.MPLE. — A  gauge  shows  a  vacuum  of  22  inches  in  a  condenser. 
What  is  the  absolute  pressure  in  the  condenser  ? 

Solution. — The  pressure,  in  inches  of  mercury,  is  30  —  22  =  8  inches, 
or  8  X  -49  =  3.92  lb.  per  sq.  in.     Ans. 

47.  The  Vacuum  Gauge. — For  engineering  work,  the 
glass  tube  of  Fig.  IG  would  be  a  rather  inconvenient  form  of 
gauge  for  measuring  the  vacuum.  Hence,  special  metallic 
gauges,  known  as  vacuum  gauges,  have  been  designed. 
Their  dial  is  graduated  to  show  the  degree  of  vacuum,  in 
inches  of  mercury.  In  steam-engineering  work,  they  are 
used  chiefly  in  connection  with  condensers  for  steam  engines. 
It  should  be  borne  in  mind  that  a  vacuum  gauge  does  not 
indicate  the  pressure  in  the  vessel  to  which  it  is  attached, 
but  instead  shows,  in  inches  of  mercury,  how  much  the 
pressure  has  been '  lozvercd  bcloiu  the  atmospJicric  pressure. 
In  this  respect  a  vacuum  gauge  differs  essentially  from  a 
pressure  gauge,  which  shows  how  much  the  pressure  has 
been  increased  either  above  the  pressure  of  a  perfect  vac- 
uum, which  is  zero,  as  in  case  of  a  gauge  registering  the 
pressure  of  the  atmosphere,  or  above  the  atmospheric  pres- 
sure, as  in  case  of  the  ordinary  pressure  gauge. 

48.  If  the  tube  of  Fig.  15  had  been  filled  with  a  liquid 
lighter  than  mercury,  the  height  of  the  column  required  to 
balance  the  atmospheric  pressure  would  be  greater.     The 
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height  of  the  column  depends  on  the  specific  gravity  of  the 
Hquid.      Thus,  if  the  Hquid  had  a  specific  gravity  of  1,  as 

30  y  13.  G 
water,  its  height  would  be  ■  =  408  inches,  or  34  feet. 

This  means  that  if  a  tvibe  be  filled  with  water, 
inverted,  and  placed  in  a  dish  of  water,  in  a 
manner  similar  to  the  experiment  made  with  the 
mercury,  the  height  of  the  column  of  water  will 
be  34  feet. 


49.  The  Barometei*. — As  is  well  known,  the 
atmosphere  does  not  exert  exactly  the  same 
pressure  at  all  times;  the  pressure  varies  with 
conditions.  As  the  height  of  the  mercury  in 
the  glass  tube  of  Fig.  15  depends  chiefly  on 
the  atmospheric  pressure,  it  is  evident  that  an 
instrument  constructed  on  this  principle  will 
indicate  the  varying  pressure  by  the  height  of 
the  column.  Such  an  instrument  is  called  a 
mercurial  barometer. 


50.  A  standard  form  of  barometer  is  shown 
in  Fig.  17.  The  barometer  is  simply  a  pressure 
gauge  that  registers  the  pressure  of  the  air.  In 
this  case  the  cup  and  tube  at  the  bottom  are  pro- 
tected by  a  brass  or  iron  casing.  At  the  top  of 
the  tube  is  a  graduated  scale.  Attached  to  the 
casing  is  an  accurate  thermometer  for  determin- 
ing the  temperature  of  the  outside  air  at  the 
time  the  barometric  observation  is  taken.  This 
is  necessary,  since  mercury  expands  when  the 
temperature  is  increased  and  contracts  when 
the  temperature  falls ;  for  this  reason  a  standard 
temperature  is  assurhed,  and  all  barometer  read- 
ings are  reduced  to  this  temperature.  This 
standard  temperature  is  usually  taken  at  32°  F., 
which  temperature  the  height  of  the  mercurial  column 
30  inches  under  normal  conditions  at  sea  level.     Another 
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correction  is  made  for  the  altitude  of  the  place  above  sea 
level,  and  a  third  correction  for  the  effects  of  capillary- 
attraction. 

51.  A  mercurial  barometer  is  not  only  a  very  bulky 
instrument,  but  is  also  quite  heavy  and,  hence,  is  not  very 
well  adapted  for  transportation.  To  overcome  these  draw- 
backs, a  form  of  portable  barometer  known  as  an  anei*oid 
barometer,  has  been  designed,  which  operates  on  a  some- 
what different  principle.     Such   a   barometer   is   shown  in 


Fig.  is. 

Fig.  IS.  The  principal  part  of  the  aneroid  barometer  is  a 
cylindrical,  air-tight  box  of  metal  closed  by  a  corrugated  top 
of  thin,  elastic  metal.  The  air  is  exhausted  from  the  box, 
which  is  then  sealed.  Evidently,  the  pressure  of  the  air  on 
the  outside  of  the  cover  will  cause  the  cover  to  curve  inwards, 
gs  the  space  inside  of  the  cover  is  void  of  pressure,  until  the 
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resistance  due  to  the  elasticity  of  the  cover,  aided  by  the 
resistance  of  a  spring  beneath  it,  is  equal  to  the  force  exerted 
by  the  air.  Now,  if  the  air  pressure  increases,  the  cover 
will  be  curved  further  inwards ;  if  the  air  pressure  decreases, 
the  elasticity  of  the  cover,  aided  by  the  spring  beneath,  will 
cause  a  reduction  of  its  inward  curvature.  These  movements 
of  the  cover  are  transmitted  and  multiplied  by  a  combination 
of  delicate  levers  that  act  on  the  index  hand  shown  in  the 
figure  and  cause  it  to  move  to  the  right  or  left  over  a  grad- 
uated scale. 

These  barometers  are  compensated  (self-correcting)  for 
variations  in  temperature.  The  better  grade  of  these  instru- 
ments have  two  graduations;  the  inner  graduation  corre- 
sponds to  the  graduations  of  the  mercurial  barometer ;  that 
is,  it  reads  to  inches  of  mercury.  The  outer  graduation 
represents  elevations  above  and  below  sea  level,  the  distance 
between  each  graduation  line  representing .  a  difference  in 
elevation  of  10  feet. 

These  instruments  are  made  in  various  sizes,  from  the 
size  of  a  watch  up  to  8  or  10  inches  in  diameter.  They  are 
very  portable,  occupying  but  a  small  space,  are  very  light, 
and  are  quite  delicate. 

52,  Both  the  mercurial  and  the  aneroid  barometers 
operate  on  the  same  general  principle;  viz.,  that  if  two 
opposite  forces  act  on  a  body,  it  will  be  in  equilibrium  when 
the  forces  are  equal  and  will  be  set  in  motion  when  they 
are  unequal,  provided  the  difference  in'  the  magnitude  of  the 
two  forces  is  sufficient  to  overcome  the  resistance. 

The  two  styles  of  barometer  differ  from  each  other  only 
in  the  method  by  w^hich  equilibrium  is  established.  In  the 
mercurial  barometer,  the  weight  of  the  mercurial  column 
inside  the  tube  equalizes  the  outside  air  pressure;  in  the 
aneroid  barometer,  the  outside  pressure  is  equalized  by  the 
resistance  of  the  flexible  cover  and  spring  beneath  it. 

53.  Variations  of  Pressure  at  DifTei'ent  Elevations. 

With  air,  as  with  water,  the  lower  we  get  the  greater  is  the 
pressure,  and  the  higher  we  get  the  less  is  the  pressure.     At 
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the  level  of  the  sea,  the  height  of  the  mercurial  column  is 
about  30  inches;  at  5,000  feet  above  the  sea,  it  is  24.7  inches; 
at  10,000  feet  above  the  sea,  it  is  20.5  inches;  at  15,000  feet, 
it  is  16.9  inches;  at  3  miles,  it  is  lf3.4  inches;  and  at  G  miles 
above  the  sea  level,  it  is  8.9  inches. 

Air  being  an  elastic  fluid,  the  density  or  weight  of  the 
atmosphere  also  varies  with  the  altitude;  that  is,  a  cubic 
foot  of  air  at  an  elevation  of  5,000  feet  above  the  sea  level 
will  not  weigh  as  much  as  a  cubic  foot  at  sea  level.  This  is 
proved  conclusively  by  the  fact  that  at  a  height  of  3i  miles 
the  mercurial  column  measures  but  15  inches,  indicating 
that  half  the  weight  of  the  entire  atmosphere  is  below  that 
height.  It  is  known  that  the  height  of  the  earth's  atmos- 
phere is  at  least  50  miles;  hence,  the  air  just  before  reaching 
the  limit  must  be  in  an  exceedingly  rarefied  state.  It  is  by 
means  of  barometers  that  great  heights  are  measured.  The 
aneroid  barometer  has  the  heights  marked  on  the  dial,  so 
that  they  can  be  read  directly.  With  the  mercurial  barom- 
eter, the  heights  must  be  calculated  from  the  reading. 

54.  Pressure  in  DiflFerent  Directions. — The  atmos- 
pheric pressure  is  everywhere  present  and  presses  all  objects 
in  all  directions  with  equal  force.  If  a  book  is  laid  upon  the 
table,  the  air  presses  upon  it  in  every  direction  with  an 
equal  average  force  of  14.7  pounds  per  square  inch.  It 
would  seem  as  though  it  would  take  considerable  force  to 
raise  a  book  from  the  table,  since,  if  the  size  of  the  book 
were  8  inches  by  5  inches,  the  pressure  upon  it  would  be 
8  X  5  X  14.7  =  588  pounds;  but  there  is  an  equal  pressure 
beneath  the  book  that  counteracts  the  pressure  on  the  top. 
It  would  now  seem  as  though  it  would  require  a  great  force 
to  open  the  book,  since  there  are  two  pressures  of  588  pounds 
each  acting  in  opposite  directions  and  tending  to  crush  the 
book;  so  it  would,  but  for  the  fact  that  there  is  a  layer  of 
air  beneath  each  leaf,  which  acts  upwards  and  downwards 
with  a  pressure  of  14.7  pounds  per  square  inch. 

If  a  piece  of  flat  glass  be  laid  upon  a  flat  surface  that 
has  been  previously  moistened  with  water,  it  will  require 
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considerable  force  to  separate  them;  this  is  because  the 
water  helps  to  fill  the  pores  in  the  flat  surface  and  glass 
and  thus  creates  a  partial  vacuum  between  the  glass  and 
the  surface,  thereby  reducing  the  counter  pressure  beneath 
the  glass. 

55.  Tension  of  Gases. — In  Fig.  15,  the  space  above  the 
column  of  mercury  was  said  to  be  a  vacuum,  and  it  was  also 
stated  that  if  any  gas  or  air  were  present,  it  would  expand 
and  its  tension  would  force  the  column  of  mercury  down- 
wards. If  sufficient  gas  be  admitted  to  cause  the  mercury 
to  stand  at  15  inches,   the  tension  of  the  gas  is  evidently 

14.7 

=  7.35  pounds  per   square  inch,  since  the  pressure   of 

the  outside  air,  14.7  pounds  per  square  inch,  now  balances 
only  15  instead  of  30  inches  of  mercury;  that  is,  it  bal- 
ances only  one-half  as  much  as  it  would  if  there  were  no  gas 
in  the  tube ;  therefore,  the  pressure  (tension)  of  the  gas  in 
the  tube  is  7.35  pounds.  If  more  gas  be  forced  into  the  tube 
until  the  top  of  the  mercurial  column  is  just  level  with  the 
mercury  in  the  cup,  the  gas  in  the  tube  will  then  have  a 
tension  equal  to  the  outside  pressure  of  the  atmosphere. 
Suppose  that  the  bottom  of  the  tube  is  fitted  with  a  piston, 
and  that  the  total  length  of  the  inside  of  the  tube  is 
30  inches.  If  the  piston  be  shoved  upwards  so  that  the 
space  occupied  by  the  gas  is  18  inches  long  instead  of 
36  inches,  the  temperature  remaining  the  same  as  before, 
it  Avill  be  found  that  the  tension  of  the  gas  within  the  tube 
is  29.4  pounds.  It  will  be  noticed  that  the  volume  occupied 
by  the  gas  is  only  half  that  in  the  tube  before  the  piston 
was  moved,  while-  the  pressure  is  twice  as  great,  since 
14. 7  X  2  =  29.4  pounds.  If  the  piston  be  shoved  up,  so  that 
the  space  occupied  by  the  gas  is  only  9  inches  instead  of 
18  inches,  the  temperature  still  remaining  the  same,  the 
pressure  will  be  found  to  be  58.8  pounds  per  square  inch. 
The  volume  has  again  been  reduced  one-half  and  the  pres- 
sure increased  twofold,  since  29.4  X  2  =  58.8  pounds.  The 
space  now  occupied  by  the  gas  is  9  inches  long,  whereas, 
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before  the  piston  was  moved,  it  was  3G  inches  long;  as  the 
tube  is  assumed  to  be  of  uniform  diameter  throughout  its 
length,  the  volume  is  now  -^  =:  I  of  its  original  volume,  and 

its  pressure  is  -j^  =  4  times  its  original  pressure.  More- 
over, if  the  temperature  of  the  confined  gas  remains  the 
same,  the  pressure  and  volume  will  always  vary  in  a  similar 
way. 

56.  Absolute  aud  Gauge  Pressiii'es. — From  the  above 
explanation,  it  will  be  apparent  that  the  pressure  in  the  tube 
is  the  pressure  above  that  of  a  perfect  vacuum.  Pressures 
reckoned  above  vacuum  are  called  absolute  pressures. 
The  only  pressure  gauges  that  indicate  absolute  pressures 
are  the  mercurial  and  aneroid  barometers;  ordinary  pressure 
gauges,  such  as  the  common  steam  gauge,  indicate  pressures 
above  the  pressure  of  the  atmosphere.  Pressures  above  that 
of  the  atmosphere  are  commonly  called  gauge  pressures. 
Gauge  pressures  are  changed  to  absolute  pressures  by  adding 
14.7  pounds  per  square  inch  to  their  readings.  Truly  speak- 
ing, the  pressure  indicated  by  a  barometer,  reduced  to 
pounds  pressure,  should  be  added  to  the  gauge  pressure, 
since  the  value  14.7  pounds  only  represents  the  mean  atmos- 
pheric pressure  under  normal  conditions  at  sea  level. 

57.  Mariotte's  Ijaw. — The  law  that  states  the  effect  of 
compressing  and  expanding  gases  is  called  Mariotte's  la^v 

and  is  as  follows:. 

The  temperatiire  remaining  the  same,  the  voliivie  of  a  given 
quantity  of  gas  varies  inversely  as  the  absolute  pressure. 

The  meaning  of  the  law  is  this:  If  the  volume  of  a  gas 
be  diminished  to  ^,  ^,  |,  etc.  of  its  former  value,  the  ten- 
sion will  be  increased  2,  3,  5,  etc.  times,  or  if  the  outside 
pressure  be  increased  2,  3,  5,  etc.  times,  the  volume  of  the 
gas  will  be  diminished  to  i^,  -J-,  -\,  etc.  of  its  original  volume, 
the  temperature  remaining  constant.  It  also  means  that  if 
a  gas  is  under  a  certain  pressure,  and  this  pressure  is  dimin- 
ished to  ^,  ^^  -^jjy  etc.  of  its  original  intensity,  the  volume  of 
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the  confined  gas  will  be  increased  2,   4,  10,  etc.  times — its 
tension  decreasing  at  the  same  rate. 

Suppose  3  cubic  feet  of  air  to  be  under  a  pressure  of 
60  pounds  per  square  inch  in  a  cylinder  fitted  Avith  a  mov- 
able piston ;  then  the  product  of  the  volume  and  pressure  is 
3  X  60  =  180.  Let  the  volume  be  increased  to  6  cubic  feet; 
then  the  pressure  will  be  30  pounds  per  square  inch,  and 
30  X  6  =  180,  as  before.  Let  the  .volume  be  increased  to 
24  cubic  feet ;  it  is  then  ^-^-  =  8  times  its  original  volume, 
and  the  pressure  is  ^  of  its  original  pressure,  or  60  X  i 
=1  7i  pounds,  and  24  X  7^  =  180,  as  in  the  two  preceding 
cases.  It  will  now  be  noticed  that  if  a  gas  be  enclosed  within 
a  confined  space  and  allowed  to  expand  without  losing  any 
heat,  the  product  of  the  pressure  and  the  corresponding  volume 
for  any  one  position  of  tJie  piston  is  the  same  as  for  any  other 
position.  If  the  piston  were  forced  inwards  so  as  to  com- 
press the  air,  the  same  results  would  be  obtained. 

58.  Application  of  Mariotte's  Liaw. — If  the  volume 
of  the  vessel  and  the  pressure  of  the  gas  are  known,  and  it  is 
desired  to  know  the  pressure  after  the  first  volume  has  been 
changed : 

Rule  7. — Divide  the  product  of  the  first,  or  original, 
volume  and  pressure  by  the  new  volume;  the  result  will  be  the 
neiv  pressure. 

Or,  let     p   —  original  absolute  pressure ; 
/j  =  final  absolute  pressure ; 
V  =  volume  corresponding  to  the  pressure  p ; 
v^  =  volume  corresponding  to  the  pressure  p^. 

Then,  /,  =^—. 

Example. — At  the  point  of  cut-off  in  a  steam  engine,  the  amount  of 
steam  in  the  cylinder  is  862  cubic  inches.  The  pressure  at  this  point  is 
120  pounds  per  square  inch.  What  will  be  the  pressure  of  the  steam 
when  the  piston  has  reached  the  end  of  its  stroke  and  the  volume  is 
1.800  cubic  inches ' 


§  6  MECHANICS  OF  FLUIDS.  39 

Solution. — Applying  the  rule,  we  get 

862  X  120      ^„  ,^  ,^  .       ^     , 

/«  =  — ,  Q,.n —  =  5(.47  lb.  per  sq.  in.  absolute.     Ans. 

59.  If  it  is  required  to  determine  the  volume  after  a 
change  in  the  pressure: 

Kule  8. — Divide  the  product  of  the  original  volume  and 
pressure  by  the  iiew  pressure;  the  result  will  be  the  new 
volume. 

Or,  using  the  same  letters  as  before, 

_pv 

""'"  A' 

Example  1. — At  the  commencement  of  compression,  the  volume  of 
the  steam  is  380  cubic  inches  and  the  pressure  is  18  pounds  per  square 
inch.  At  the  end  of  compression,  the  pressure  is  112  pounds  per  square 
inch.     What  is  the  final  volume  ? 

Solution. — Applying  the  rule,  we  get 
380  X  18 


112 


61.07  cu.  in.     Ans. 


Example  2. — A  vessel  contains  10  cubic  feet  of  air  at  a  pressure  of 
15  pounds  per  square  inch  and  has  25  cubic  feet  of  air  of  the  same 
pressure  forced  into  it ;  what  is  the  resulting  pressure  ? 

Solution. — The  original  volume  =  10  +  25  =  35  cubic  feet;  the 
original  pressure  is  15  pounds  per  square  inch;  the  final  volume  is 
10  cubic  feet.     Hence,  applying  rule  7»  we  get 

35  X  15 
px  =  — — —  =52.5  lb.  per  sq.  in.  absolute.     Ans. 

It  must  be  remembered  that  in  the  preceding  examples 
the  temperature  is  supposed  to  remain  constant.  When  the 
temperature  changes  during  expansion  and  compression,  the 
problem  becomes  a  rather  difficult  one  and  cannot  be  solved 
by  ordinary  arithmetic. 


EXAMPLES  FOR  PRACTICE. 


1.  A  vessel  contains  25  cubic  feet  of  gas  at  a  pressure  of  18  pounds 
per  square  inch ;  if  125  cubic  feet  of  gas  having  the  same  pressure  are 
forced  into  the  vessel,  what  will  be  the  resulting  pressure  ? 

Ans.  108  lb.  per  sq.  in. 


40 


MECHANICS  OF  FLUIDS. 


§6 


2.  The  volume  of  steam  in  the  cylinder  of  a  steam  engine  at  cut-off 
is  1.35  cubic  feet  and  the  pressure  is  85  pounds  per  square  inch;  the 
pressure  at  the  end  of  the  stroke  is  25  pounds  per  square  inch.  What 
is  the  new  volume  ?  Ans.  4.59  cu.  ft. 

3.  A  receiver  contains  180  cubic  feet  of  gas  at  a  pressure  of 
20  pounds  per  square  inch ;  if  a  vessel  holding  12  cubic  feet  be  filled 
from  the  larger  vessel  until  its  pressure  is  20  pounds  per  square  inch, 
what  will  be  the  pressure  in  the  larger  vessel  ? 

Ans.  18§-  lb.  per  sq.  in. 

4.  A  spherical  shell  has  a  part  of  the  air  within  it  removed,  forming 
a  partial  vacuum ;  if  the  outside  diameter  of  the  shell  is  18  inches  and 
the  pressure  of  the  air  within  is  5  pounds  per  square  inch,  what  is  the 
total  pressure  tending  to  crush  the  shell  ?  Ans.  9,8'''3.42  lb. 


PNEUMATIC   IMACHINES. 


THE  AIR  PUMP. 

60,     T/ie  air  purap  is  an  instrument  for  removing  air 
from   a  given   space.     A  section   of  the   principal  parts  is 


Fig.  19. 


shown  in  Fig.  19  and  the  complete  instrument  in  Fig.  20. 
The  closed  vessel  R  is  called  the  x'eceiver,  and  the  space 
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that  it  encloses  is  that  from  which  it  is  desired  to  remove 
the  air.  It  is  usually  made  of  glass,  and  the  edges  are 
ground  so  as  to  be  perfectly  air-tight.  When  made  in 
the  form  shown,  it  is  called  a  boll -jar  receiver.  The 
receiver  rests  upon 
a  horizontal  plate,  in 
the  center  of  which  is 
an  opening  communi- 
cating with  the  pump 
cylinder  C  by  means  of 
the  passage  ft.  The 
pump  piston  accu- 
.rately  fits  the  cylinder, 
and  has  a  valve  /'' 
opening  upwards. 
Where  the  passage  /  / 
joins  the  cylinder, 
another  valve  V  is 
placed,  which  also 
opens  upwards.  When 
the  piston  is  raised,  the 
valve  V  closes,  and, 
since  no  air  can  get 
into  the  cylinder  from 
above,  the  piston  leaves  a  vacuum  behind  it.  The  pressure 
upon  V  being  now  removed,  the  tension  of  the  air  in  the 
receiver  R  causes  V  to  rise;  the  air  in  the  receiver  and 
passage  1 1  then  expands  so  as  to  occupy  the  additional  space 
provided  by  the  upward  movement  of  the  piston. 

The  piston  is  now  pushed  down,  the  valve  P'  closes,  the 
valve  V  opens,  and  the  air  in  C  escapes.  The  lower 
valve  V  is  sometimes  supported,  as  shown  in  Fig.  19,  by  a 
metal  rod  passing  through  the  piston  and  fitting  it  some- 
what tightly.  When  the  piston  is  raised  or  lowered,  this 
rod  moves  with  it.  A  button  near  the  upper  end  of  the 
rod  confines  its  motion  within  very  narrow  limits,  the  pis- 
ton sliding  upon  the  rod  during  the  greater  part  of  the 
journey.     In  the  complete  form  of  the  instrument  shown 


Fig.  20. 
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in  Fig.   20,  communication  between  receiver  and  pump  is 
made  by  means  of  the  tube  t. 

61.  Degrees  and  Xiimits  of  Exhaustion. — Suppose  that 
the  volume  of  R  and  /  together  is  four  times  that  of  C, 
Fig.  19,  and  that  there  are,  say,  200  grains  of  air  in  R  and  /, 
and  50  grains  in  C  when  the  piston  is  at  the  top  of  the  cylin- 
der. At  the  end  of  the  first  stroke,  when  the  piston  is  again 
at  the  top,  50  grains  of  air  in  the  cylinder  C  will  have  been 
removed,  and  the  200  grains  in  R  and  /  will  occupy  the 
space  R,  t,  and  C.  The  ratio  between  the  sum  of  the  spaces 
R  and  /  and  the  total  space  R  -\-  t  -^  C  is  ^\  hence,  200 
X  I  =  160  grains  =  the  weight  of  air  in  R  and  t  after  the  first 
stroke.  After  the  second  stroke,  the  weight  of  the  air  in  R 
and  t  would  be  (200  X  |)  X  i  =  200  X  (f)'  =  200  X  ^  =  128 
grains.  At  the  end  of  the  third  stroke,  the  weight  would  be 
[200  X  (I)']  X  I  =  200  X  (1)"  =  200  X  t¥t  =  102.4  grains. 
At  the  end  of  n  strokes  the  weight  would  be  200  X  (f)".  It 
is  evident  that  it  is  impossible  to  remove  all  the  air  that  is 
contaitied  in  R  and  t  by  this  method.  It  requires  an  exceed- 
ingly good  air  pump  to  reduce  the  tension  of  the  air  in  R  to 
-g^Q-  inch  of  mercury.  When  the  air  has  become  so  rarefied 
as  this,  the  valve  V  will  not  lift,  and,  consequently,  no  more 
air  can  be  exhausted. 

62.  Ttie  Dashpot. — The  pressure  of  the  atmosphere  is 
utilized  in  Corliss  engines  to  close  the  steam  valves  rapidly. 
For  this  purpose  a  so-called  daslipot  is  used.  The  dash- 
pot  of  a  Bullock-Corliss  engine  is  shown  in  two  positions  in 
Fig.  21.  It  consists  of  the  base  A,  which  is  fastened  to  the 
floor,  and  a  plunger  B  pivoted  to  the  end  of  a  crank-arm 
keyed  to  the  stem  of  the  steam  valve.  The  base  is  accurately 
turned  and  bored  to  fit  the  plunger;  packing  rings  are 
fitted  to  both  the  plunger  and  the  base  in  order  to  make  an 
air-tight  joint. 

The  annular  space  around  the  central  stationary  piston  is 
in  communication  with  the  outside  air  by  a  small  passage, 
the  opening  of  which  can  be  increased  or  decreased,  at  will, 
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by  means  of  the  valve  C.     In  operation,  the  plunger  is  first 
in  the  position  shown  in  Fig.  21  {b).     It  is  then  picked  up 

by  the  valve  gear  of 
the  engine  and  drawn 
up  until  it  is  in  the 
position  shown  in 
Fig.  21  {a).  The  large 
piston  on  the  lower 
end  of  the  plunger 
is  in  communication 
with  the  atmosphere 
through  the  valve  C, 
and  hence  the  pres- 
sure of  the  atmos- 
phere on  both  sides 
of  the  piston  is  equal. 
The  upper  part  of 
the  plunger,  however, 
has  an  equal  pressure 
on  both  its  sides  only 
when  it  is  down,  as 
in  Fig.  21  {b).  When 
it  is  drawn  up,  the 
air  in  the  space  D 
expands  and  a  partial 
vacuum  is  formed. 
The  valve  gear  next 
releases  the  plunger, 
and  as  the  atmos- 
pheric pressure  is 
much  greater  than 
the  pressure  within  D, 
the  plunger  rapidly 
descends.  During  its 
descent,  the  large  pis- 
ton at  the  end  of 
the  plunger  gradually 
compresses  the  air  in  the  annular  space  beneath  it,  and  is 
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thus  gradually  brought  to  rest.  The  valve  C  serves  to 
regulate  the  amount  of  compression  and  at  the  same  time 
admits  air  during  the  up  stroke  of  the  plunger. 


THE   SIPHOX. 

63.     Theory  of  tlie  Siphon. — The  action  of  the  siphon 

illustrates  the  effect  of  atmospheric  pressure.     It  is  simply 

a  bent  tube  having  unequal 
branches,  open  at  both  ends, 
and  is  used  to  convey  a  liquid 
from  a  higher  point  to  a  lower 
over  an  intermediate  point  that 
is  higher  than  either.  In  Fig.  22, 
A  and  B  are  two  vessels,  B 
being  lower  than  A^  and  A  C  B 
is  the  bent  tube,  or  siphon. 
Suppose  this  tube  to  be  filled 
with  water  and  placed  in  the 
vessels  as  shown,  with  the  short 
branch  A  C  in  the  vessel  A. 
The  water  will  flow  from  the 
vessel  A  into  the  vessel  B  as 
long  as  the  level  of  the  water 
F'°-  ~~-  in  B  is  below   the  level  of  the 

water  in  A  and  the  level  of  the  water  in  A  is  above  the  lower 
end  of  the  tube  A  C.  The  atmospheric  pressure  on  the  sur- 
faces of  A  and  B  tends  to  force  the  water  up  the  tubes  A  C 
and  B  C.  When  the  siphon  is  filled  with  water,  each  of  these 
pressures  is  counteracted  in  part  by  the  pressure  of  the  water 
in  that  branch  of  the  siphon  that  is  immersed  in  the  water 
on  which  the  pressure  is  exerted.  The  atmospheric  pressure 
opposed  to  the  weight  of  the  longer  column  of  water  will, 
therefore,  be  resisted  more  strongly  than  that  opposed  to  the 
weight  of  the  shorter  column;  consequently,  the  pressure 
exerted  on  the  shorter  column  will  be  greater  than  that  on 
the  longer  column,  and  this  excess  of  pressure  will  produce 
piotion. 
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64.  Let  A  =  the  area  of  the  tube; 

/i  =  D  C  =  the  vertical  distance  between  the 
surface  of  the  water  in  B  and  the  highest 
point  of  the  center  line  of  the  tube; 

/i^  =  E  C  =  the  distance  between  the  surface 
of  the  water  in  A  and  the  highest  point  of 
the  center  line  of  the  tube. 

The  weight  of  the  water  in  the  short  column  is  .03617 
X  A  //,,  and  the  resultant  atmospheric  pressure  tending  to 
force  the  water  up  the  short  column  is  14.7  X  -i  —  .03017 
X  A  //,.  The  weight  of  the  water  in  the  long  column  is 
.03617  A  /i,  and  the  resultant  atmospheric  pressure  tending 
'cO  force  the  water  up  the  long  column  is  14. 7  A  —  .03617  A  h. 
The  difference  between  these  two  is  (14.7  A  —  .03617  A  Ji^ 
-  (14.7  A  -  .03617  A  h)  =  .03617  A  {h  -  //,).  But//  -  //, 
:=  E  D  :=  the  difference  between  the  levels  of  the  water  in 
the  two  vessels.  In  the  above,  h  and  h^  were  taken  in  inches 
and  A  in  square  inches. 

It  will  be  noticed  that  the  short  column  must  not  be  higher 
than  34  feet  for  water,  or  the  siphon  will  not  work,  since  the 
pressure  of  the  atmosphere  will  not  support  a  column  of  water 
that  is  higher  than  34  feet. 

65.  Fig.  23  shows  the  actual  construction  of  a  siphon. 
It  is  desired  to  convey  the  water  from  D  to  E.  The  point 
of  discharge  must  always  be  lower  than  the  point  from 
which  the  water  is  taken,  otherwise  a  siphon  cannot  work. 
The  siphon  consists  of  ordinary  iron  pipe  jointed  in  any 
convenient  manner  so  as  to  be  air-tight.  It  has  three 
valves  A,  B,  and  C.  The  suction  end  is  provided  Avith  a 
perforated  strainer  c  to  keep  out  large  particles  of  foreign 
matter. 

In  order  to  start  the  siphon,  it  is  necessary  to  remove  the 
air  in  the  pipe.  This  is  done  by  closing  the  valves  A  and  /> 
and  opening  the  valve  C,  which  should  always  be  located  at 
the  highest  point  of  the  siphon.  Water  is  then  poured  into 
the  funnel  above  the  valve  C  until  the  pipe  is  filled.     When 
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no  more  water  can  be  poured  in,  that  is,  when  all  the  air 
has  been  driven  out,  the  valve  C  is  closed  and  the  valves  A 
and  B  are  opened ;  the  siphon  will  now  start. 


Fig.  23. 


In  practice,  it  has  been  found  that  the  distance  s  must 
not  exceed  28  feet  at  sea  level,  and  that  the  siphon  will  work 
more  satisfactory  if  it  is  less.  The  greater  the  distance  // 
between  the  two  water  levels,  the  better  the  siphon  will  work. 

66.  In  order  that  a  siphon  will  work  properly,  it  is  nec- 
essary that  air  should  be  kept  out  of  the  pipe,  or,  if  it  does 
get  in,  means  should  be  provided  for  its  escape.  The  joints 
of  the  pipe  must  be  perfectly  air-tight.  But  some  air  will 
always  be  carried  in  with  the  water,  and  this  air  will  collect 
at  the  highest  point.  The  bad  effects  of  this  can  be  mini- 
mized .by  having  a  straight  horizontal  pipe  at  the  highest 
point  instead  of  a  sharp  bend. 

67.  A  device  that  will  remove  the  air  is  shown  in 
Fig.  34.  Here  A  is  an  air-tight  vessel  connected  with  the 
siphon  by  two  small  pipes  B  and  C.  The  pipe  B  extends  near- 
ly to  the  top  of  A,  while  the  pipe  C  barely  enters  the  bot- 
tom. Each  pipe  has  a  valve  Z>  and  £".  A  valve /^  and  funnel  C 
are  placed  on  top  of  the  vessel.  When  the  siphon  ceases  to 
flow,  which  is  an  indication  that  air  has  collected  (it.  is  here 
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assumed  that  the  suction  end  has  not  become  imcovered), 
the  valves  D  and  li  are  closed  and  the  valve  F  is  opened. 
The  vessel  is  now  filled  with  water,  the  valve  F  is  closed, 
and  D  and  E  are  opened.  The  water  will  now  flow  through 
C  into  the  siphon  and  force  out  the  air  collected  there, 
which  passes  through  B  to  the  top  of  A.  When  all  air  is 
out  of  the  siphon,  D  and  li  are  shut  and  F  is  opened.  The 
vessel  A  is  now  filled  with  water,  F  is  shut,  D  and   /:   are 


^ 

-^ 

F 

H"^ 

A 

■\ 

-nr' 

B 

ik 

^E 

Fig.  24. 

opened  and  left  open.  Any  air  that  enters  the  siphon  will, 
instead  of  collecting  at  //,  ascend  the  pipe  B  and  force  out 
a  small  amount  of  water  through  C.  This  will  continue 
until  A  is  filled  with  air,  when  the  valves  D  and  /:  should  be 
closed  and  A  refilled.  This  arrangement  may  also  be  used 
to  fill  the  siphon  for  the  purpose  of  setting  it  to  work. 

The  highest  point  of  the  water  in  A  should  not  be  more 
than  28  feet  at  sea  level  above  the  water  level  at  the  suction 
end. 


PUMPS. 


68.  A  pump  is  a  machine  for  conveying  liquids  from 
one  level  to  a  higher  level  or  for  performing  work  equiva- 
lent to  such  an  operation. 
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69.  Classification  of  Pumps. — Pumps  may  be  divided 
into  three  general  divisions,  according  to  the  service  they 
perform,  viz.,  suction  pumps,  lifting  pumps,  Vind  force  pumps. 
They  may  also  be  divided  into  two  general  classes,  single- 
acting  and  double-acting  pumps,  according  as  they  take 
water  on  one  side  or  on  both  sides  of  the  water  piston. 
According  to  the  arrangement  of  the  pump  cylinders,  they 
are  classified  as  simple,  duplex,  or  triplex  pumps.  As 
pumps  displace  the  liquids  in  various  ways,  they  may  also 
be  divided  according  to  the  method  of  displacement,  into 
reciprocating,  centrifugal,  and  rotary  pumps.  Reciprocating 
pumps  only  will  be  considered  here. 


70.     The    Suction   Pump. — A    section   Of   an   ordinary 
suction  pump  is  shown  in   diagrammatic  form   in  Fig.  25. 

Suppose    the    piston, 
or   bucket    as   it     is 

commonly  tended,  to 
be  at  the  bottom  of 
the  cylinder  and  to 
be  just  on  the  point 
of  moving  upwards 
in  the  direction  of  the 
arrow.  As  the  piston 
rises  it  leaves  a  par- 
tial vacuum  behind  it, 
and  the  atmospheric 
pressure  on  the  sur- 
face of  the  water  in 
^^p  the  well  causes  it  to 
pf^^^  rise  in  the  pipe  P  for 
the  same  reason  that 
the  mercury  rises  in 
the  barometer  tube.  The  water  rushes  up  the  pipe  and 
lifts  the  suction  valve  V,  filling  the  empty  space  in  the  cylin- 
der B  caused  by  the  displacement  of  the  piston.  When  the 
piston  has  reached  the  end  of  its  stroke,  the  water  entirely 
fills  the  space  between  the  bottom  of  the  piston  and  the 
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bottom  of  the  cylinder,  and  also  the  pipe  P.  The  instant  the 
piston  begins  its  down  stroke,  the  water  in  the  chamber  B 
begins  to  flow  back  into  the  well,  and  its  downward  flow 
forces  the  valve  V  to  its  seat,  thus  preventing  any  further 
escape  of  the  water.  As  the  piston  descends,  the  water 
must  give  way  to  it,  and  since  the  suction  valve  Fis  closed, 
the  bucket  valves  ?/,  ^i  must  open,  and  thus  allow  the  water 
to  pass  through  the  piston,  as  shown  in  the  right-hand 
figure.  When  the  piston  has  reached  the  end  of  its  down- 
ward stroke  and  commenced  its  upward  movement  again, 
the  water  flowing  through  the  piston  quickly  closes  the 
valves  ?/,  n.  All  the  water  resting  on  the  top  of  the  piston 
is  then  lifted  by  the  piston  on  its  upward  stroke  and  dis- 
charged through  the  spout  A  ;  the  valve  V  again  opens  and 
the  water  fills  the  space  below  the  piston,  as  before. 

71.  It  is  evident  that  the  distance  between  the  piston 
when  at  the  top  of  its  stroke  and  the  surface  of  the  water  in 
the  well  must  not  exceed  34  feet,  the  highest  column  of 
water  that  the  pressure  of  the  atmosphere  will  sustain,  since, 
otherwise,  the  water  in  the  pipe  would  not  rise  and  fill  the 
cylinder  as  the  piston  ascended.  In  practice,  this  distance 
should  not  exceed  28  feet.  This  is  due  to  the  fact  that  there 
is  a  little  air  left  between  the  bottom  of  the  piston  and  the 
bottom  of  the  cylinder,  a  little  air  leaks  through  the  valves, 
which  are  not  perfectly  air-tight,  and  a  pressure  is  needed 
to  raise  the  valve  against  its  own  weight,  which,  of  course, 
acts  downwards. 

There  are  many  varieties  of  the  suction  pump,  differing 
principally  in  the  construction  of  the  valves  and  piston,  but 
the  principle  is  the  same  in  all. 

73.  The  Lifting  Pump. — In  some  cases  it  is  desired  to 
raise  water  higher  than  it  can  be  forced  by  the  pressure  of 
the  atmosphere  into  the  chamber  of  a  simple  suction  pump, 
such  as  is  shown  in  Fig.  25.  To  accomplish  this  the  pump 
chamber  with  its  bucket  and  valves  are  set  at  a  distance 
above  the  supply  not  exceeding  that  to  which  the  air  will 
successfully  force  the  water.     A  closed  pipe  P\  Fig.   26, 
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called  the  delivery,  or  discharge,  pipe,  is  then  led  from  the 
upper  part  of  the  chamber  to  the  point  where  it  is  desired 
to  deliver  the  water.      Such  a  pump  is  often  called  a  lifting 

pump. 

In  order  to  prevent  the  leakage  of  water  around  the  pis- 
ton rod,  a  stuffingbox  5  is  provided.  The  lower  end  of  the 
discharge  pipe  P'  is  sometimes  fitted  with  a  valve  c  to  pre- 
vent the  water  flowing  back  into  the  pump  chamber;  this 


Fig.  20 


FlG.  27. 


valve  is  not  essential  to  the  operation  of  the  pump,  how- 
ever, since  the  valve  V  prevents  the  water  in  the  chamber 
and  discharge  pipe  discharging  during  the  downward  motion 
of  the  piston. 

While  it  is  customary  to  consider  lifting  pumps  and  suc- 
tion pumps  as  two  different  types  of  pumps,  there  is  in 
reality  no  difference  in  their  operation,  as  a  careful  study  of 
Figs.  25  and  26  will  show.  The  only  difference  is  that  the 
water  is  discharged  by  a  suction  pump  at  the  level  of  the 


§6 


MECHANICS  OF  FLUIDS. 


51 


pump,  while  a  liftinii^  i)unip  discharges  the  water  ahoi'e  the 
level  of  the  pump. 

78.  Force  Pumps. — The  force  pump  differs  from  the 
lifting  pump  in  one  important  particular,  that  is,  in  the  fact 
that  its  piston  is  solid.  A  section  of  a  force  pump  is  shown 
in  Fig.  27.  As  the  piston  ascends,  as  shown  in  the  left- 
hand  figure,  the  pressure  of  the  atmosphere  forces  the  water 
up  the  suction  pipe  P;  the  water  opens  the  suction  valve  V 
and  flr)ws  into  the  pump  cylinder.  When  the  piston  moves 
down,  as  shown  in  the  right-hand  figure,  the  suction  valve 
is  closed  and  the  delivery  valve  ]''  opened.  The  water  in 
the  pump  cylinder  is  now  forced  up  the  delivery  pipe  P'. 
When  the  piston  again  begins  to  move  upwards,  the  deliv- 
ery valve  is  closed  by  the  water  above  it  and  the  suction 
valve  opened  by  the  pressure  of  the  atmosphere  on  the  water 
below  it. 

74.  Pliingrer  Ptimps. — When  force  pumps  are  used  to 
convey  water  to  great  heights  or  to  force  water  against 
heavy  pressures,  the 
great  pi:essure  of 
the  water  makes  it 
extremely  difficult 
to  keep  the  water 
from  leaking  past 
the  piston,  and  the  K 
constant  repairing 
and  renewal  of  the 
piston  packing  be- 
comes a  nuisance 
and  involves  serious 
expense.  To  obvi- 
ate this  drawback, 
plunger  pumps  have 

been  designed,   one    ^^^ ^ 

of    which    is   shown    ^^^^^ffl 

Fig.  28.    The  action  fig.  38. 
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does  not  differ  in  any  way  from  that  of  the  piston  force 
pump.  During  the  up  stroke  of  the  plunger,  the  suction 
valve  is  open  and  the  delivery  valve  is  closed;  during  the 
down  stroke,  the  suction  valve  is  closed  and  the  delivery 
valve  is  open. 

75.  The  force  pumps  shown  so  far  are  single-acting, 
chat  is,  the  water  is  forced  into  the  delivery  pipe  only  during 
the  downstroke  or  forward  stroke  of  the  piston  or  plunger. 
Force  pumps,  either  of  the  piston  or  plunger  pattern,  may 
be  constructed  so  as  to  force  water  into  the  delivery  pipe 
both  during  the -forward  and  return  stroke.  They  are  then 
called  double-acting. 


76.     A  double-acting  force  pump  of  the  piston  pattern 
is  shown  in  Fig.  29.     Such  a  pump  has  two  sets  of  suction 

valves  and  delivery 
valves,  one  set  for  each 
side  of  the  piston. 
With  the  piston  mov- 
ing in  the  direction  of 
the  arrow,  the  pressure 
of  the  atmosphere 
forces  the  water  up  the 
suction  pipe  P  into 
the  left-hand  end  of 
the  pump  cylinder,  the 
left-hand  suction  valve 
opens  and  the  left-hand 
^^g  delivery  valve  is  closed. 
^^^  The  piston  in  moving 
^F^  to  the  right,  displaces 
the  water  in  the  right- 
hand  end  of  the  pump  cylinder;  as  a  consequence  the 
right-hand  suction  valve  is  closed  and  the  right-hand  deliv- 
ery valve  opens.  The  water  now  flows  up  the  delivery 
pipe  P\  Imagine  that  the  piston  is  at  the  end  of  its  stroke 
and  commences  to  move  to  the  left.     Its  first  movement 


B  p' 


Fig.  29. 
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promptly  closes  the  left-hand  suction  valve  and  opens  the 
left-hand  delivery  valve.  It  also  closes  the  right-hand 
delivery  valve  and  opens  the  right-hand  suction  valve. 

It  is  thus  seen  that  with  the  arrangement  given,  which 
shows  the  principle  of  operation  of  all  double-acting  pumps 
the  piston  will  discharge  water  both  during  the  forward  and 
the  return  stroke.      While  the  pump  shown  is  a  horizontal 
pump,  it  may  be  vertical  as  well. 


STRENGTH  OF  MATERIALS. 


GE:^rEliAL  PKINCIPLES. 

1.  When  a  force  is  applied  to  a  body,  it  changes  either 
its  form  or  its  volume.  A  force,  when  considered  with  ref- 
erence to  the  internal  changes  it  tends  to  produce  in  any 
solid,  is  called  a  stress. 

Thus,  if  we  suspend  a  weight  of  '*  tons  by  a  rod,  the  stress 
in  the  rod  is  :i  Ions.  This  stress  is  accompanied  by  a  Icnglli- 
cning  of  the  rod,  which  increases  until  the  internal  stress  or 
resistance  is  in  equilibrium  with  the  external  weight. 

!i.  Classification  of  Stresses. — Stresses  may  be  classi- 
fied as  follows:  Tensile,  or  pulliiig  stress ;  tratisverse,  or 
bending  stress  ;  compressive,  ox  pushing  stress  ;  shearing,  or 
cutting  stress  ;  torsional,  or  tivisting  stress. 

3.  A  unit  stress  is  the  amount  of  stress  on  a  imit  of 
area,  and  may  be  expressed  cither  in  pounds  or  tons  per 
s([uare  inch  or  per  square  foot;  or,  it  is  the  load  per  sijuare 
inch  or  per  square  foot  on  any  body. 

Thus,  if  10  tons  are  suspended  by  a  wrought-iron  bar  that 
has  an  area  of  5  square  inches,  the  unit  stress  is  2  tons  per 
square  inch,  because  J/-  =  2  tons. 

4,  Sti'ain  is  the  deformation  or  change  of  shape  of  a 
body  resulting  from  stress. 

For  example,  if  a  rod  100  feet  long  is  pulled  in  the  direc- 
tion of  its  length,  and  if  it  is  lengthened  1  foot,  it  is  strained 
j-J^  its  length,  or  1  per  cent. 
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5.  Elasticity  is  the  property  by  virtue  of  which  a  body 
regains  its  original  form  after  the  external  force  on  it  is 
withdrawn,  provided  the  stress  has  not  exceeded  the  elastic 
limit.     It  is  a  property  possessed  by  all  bodies. 

Consequently,  we  see  from  this  that  all  material  is  length- 
ened or  shortened  when  subjected  to  either  tensile  or  com- 
pressive stress,  and  the  change  of  the  length  within  the 
elastic  limit  is  directly  proportional  to  the  stress. 

For  stresses  within  the  elastic  limits,  materials  are  per- 
fectly elastic,  and  return  to  their  original  length  on  removal 
of  the  stresses;  but  when  their  elastic  limits  are  exceeded, 
the  changes  of  their  lengths  are  no  longer  regular,  and  a 
permanent  set  takes  place.  The  destruction  of  the  material 
has  then  begun. 

6.  The  measure  of  elasticity  of  any  material  is  the 
change  of  length  under  stress  within  the  elastic  limit. 

7.  The  elastic  limit  is  that  unit  stress  under  which  the 
permanent  set  becomes  visible. 

8.  The  elasticity  of  wrought  iron  and  of  all  grades  of 
steel  is  practically  the  same;  that  is,  zvithin  the  elastic 
limit  each  material  will  change  an  equal  amount  of  length 
under  the  same  stress.  The  elastic  limit,  however,  is  not 
the  same  for  steel  as  for  iron ;  it  is  higher  for  soft  steel  than 
for  wrought  iron,  and,  in  general,  the  harder  and  stronger 
the  steel  the  higher  will  be  its  elastic  limit.  As  a  conse- 
quence, steel  will  lengthen  or  shorten  more  than  wrought 
iron,  and  hard  steel  more  than  soft,  before  its  elasticity  or 
ability  to  return  to  its  original  dimensions  is  injured. 


TEKSILE   STRENGTH  OF  MATERIALS. 

9.  The  tensile  strength,  of  any  material  is  the  resistance 
offered  by  its  fibers  to  being  pulled  apart. 

10.  The  tensile  strength  of  any  material   is  proportional 
to  the  area  of  its  cross-section 
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Consequently,  when  it  is  required  to  find  the  safe  tensile 
strength  of  any  material,  we  have  only  to  find  the  area  at 
the  minimum  cross-section  of  the  body,  and  multiply  it  by 
the  load  per  square  inch  that  it  can  safely  carry,  as  given  in 
the  following  table  under  the  heading  "  Safe  Loads." 

Note. — The  minimum  cross-section  referred  to  in  the  above  para- 
graph is  that  section  of  the  material  which  is  pierced  with  holes,  such 
as  bolt  or  rivet  holes  in  iron,  or  knots  in  wood,  if  there  are  any. 

TABIiE  I. 


TENSILE  STRENGTH  OF  MATERIALS. 


Material. 

Ultimate  Tensile 

Strength.     Pounds 

per  Square  Inch. 

Safe  Loads.     Pounds 
per  Square  Inch. 

Sudden. 

Gradual.  Steady. 

Timber 

10,000 
16,000-  20,000 
30,000-  35,000 
45,000-  55,000 
45,000-  55,000 
52,000-  62,000 
52,000-  62,000 
60,000-  75,000 
75,000-  90,000 

90,000-115,000 
100,000-125,000 
125,000-180,000 
14,000-  20,000 
30,000-  36,000 
70,000-  50,000 

30,000-  40,000 
30,000-  36,000 

600 
1,600 
2,000 
4,500 
6,000 
6,000 
6,000 
6,500 
7,000 

7,000 
8,000 
15,000 
1,400 
3,000 
7,000 

2,500 
3,500 

900 

2,400 

3,000 

9,000 

10,000 

10,000 

10,000 

11,000 

14,000 

14,000 
15,000 
23,000 
2,200 
5,000 
11,000 

3,700 
6,000 

1  200 

Cast  iron 

3,200 
4,000 
13,000 
14,000 
14,000 
14,000 
15,000 
20,000 

20,000 
20,000 
30,000 
3,000 
7,000 
14,000 

5,000 

Gun-metal  cast  iron 

Wrought  iron 

Extra  soft  steel . .  . 

Flange  steel 

Firebox  steel 

Machinery  steel. .  . 
Axle  steel 

Hard    steel    (rail 
steel) 

Tire  steel 

Crucible  (tool)  steel 

Brass,  cast 

Bronze,  cast 

Tobin  bronze 

Hard-drawn  brass 
wire 

Copper,  rolled 

8,000 
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11.  In  metals,  a  high  tensile  strength  in  itself  is  no  indi- 
cation of  the  ability  of  the  metal  to  stand  repeated  applica- 
tions of  sudden  stresses,  as  a  high  tensile  strength  usually 
involves  a  lesser  degree  of  ductility  than  is  obtained  in 
metals  of  lower  tensile  strength.  vSteel  of  a  tensile  strength 
higher  than  75,000  pounds  is  seldom  used  merely  on  account 
of  its  superior  strength,  but  rather  on  account  of  its  hard- 
ness, which  enables  it  to  better  withstand  abrasion. 

1*^.  The  loads  given  in  Table  I  are  conservative  safe 
loads  deducted  from  experience  and  observation.  They  are 
given  for  material  free  from  welds  for  such  material  as  can 
be  welded.  While  it  is  possible  to  make  a  weld  as  strong  as 
the  solid  bar,  the  chances  of  the  weld  being  imperfect  are  so 
great  that  it  is  unsafe  to  rely  on  such  a  degree  of  strength  in 
welded  bars.  Furthermore,  the  value  of  the  weld  is  an 
uncertain  quantity  that  cannot  be  determined  by  an  ocular 
inspection  or  any  other  inspection  short  of  actually  pulling 
the  weld  apart  in  a  testing  machine.  Hence,  it  is  advisable 
to  reduce  the  safe  loads  given  in  the  above  table  by  25  per 
cent,  when  a  welded  bar  is  subjected  to  a  tensile  stress. 
When  judging  the  safe  load  of  timber,  due  allowance  must 
be  made  for  knot  holes  and  sappy  spots. 

13.  It  is  often  rather  hard  to  determine  whether  a  stress 
is  steady,  gradually  varying,  or  gradually  applied,  or  sudden. 
For  example,  considering  the  shell  of  a  boiler,  it  would 
appear  on  first  thought  as  though  the  tensile  stress  in  the 
shell  plates  was  a  steady  stress.  But  looking  further  into 
the  problem,  it  will  become  apparent  that  the  stress  varies 
with  the  steam  pressure,  which  gradually  fluctuates  within 
narrow  or  wider  limits.  Hence,  most  designers  would  con- 
sider the  stress  in  a  boiler  shell  as  a  gradually  applied  stress. 
In  a  piston  rod  or  connecting-rod  the  load  is  applied  almost 
instantly  as  soon  as  the  crank  passes  over  the  center,  and, 
hence,  the  stress  would  be  considered  to  be  a  suddenly 
applied  stress.  When  in  doubt,  it  is  good  policy  to  err  on 
the  side  of  safety,  that  is,  to  choose  a  smaller  safe  load  per 
square  inch  of  section. 
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For  special  work,  experience  has  indicated  safe  loads  for 
different  materials  that  fall  below,  or  are  above,  those  given 
in  the  table.      Examples  of  this  will  be  given  later  on. 

14.  The  safe  load  per  square  inch  of  section  is  often 
called  the  ^v<)l•k^ll<^•  stress  per  s<iiiar<'  iiu-li,  or  the  ^v<)^k- 
iiiji:  load  per  sciiuire  inch.  Care  should  be  taken  not  to 
confound  these  terms  with  working  load,  worki)ig  stress, 
safe  load,  or  safe  tensile  strength,  which,  when  applied 
without  the  limitation  as  to  the  unit  of  area,  refer  to  the 
safe  load  the  whole  bar  can  carry. 


UL'LES  AND  FOIIMUJLAS  FOR  TEXSILE  STRENGTH. 

15.     Let  JK=  safe  load  in  pounds; 

A  =  area  of  minimum  cross-section ; 
S  =  working  stress  in  pounds  per  square  inch, 
as  given  in  Table  L 

Rule  1. —  T/ie  zvorking  load  in  pounds  for  any  bar  sub- 
jected to  a  tensile  stress  is  equal  to  the  niininiutn  seetional  area 
of  the  bar,  multiplied  by  the  working  stress  in  pounds  per 
square  ineh,  as  given  in  the  table. 

Or,  .    VV=AS. 

Example. — A  bar  of  good  wrought  iron  that  is  3  inches  square  is 
to  be  subjected  to  a  steady  tensile  stress;  what  is  the  ma.ximum  load 
that  it  should  carry  ? 

Solution. — According  to  the  table,  a  working  stress  of  13,000  pounds 
may  be  allowed.     Applying  the  rule,  we  have 

^=3  X3  X  13.000  =  117.0001b.     Ans. 

Rule  2. —  The  minimum  seetional  area  of  any  bar  sub- 
jected to  a  tensile  stress  should  be  equal  to  the  load  in  pounds, 
divided  by  the  zvorking  stress  in  pounds  per  square  ineh,  as 
given  in  the  table. 

Or.  yi=-^. 
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Example. — What  should  be  the  area  of  a  machinery-steel  bar  to 
carry  a  steady  load  of  108,000  pounds  ? 

Solution. — According  to  the  table,  a  safe  load  of  15,000  pounds  per 
square  inch  of  section  may  be  allowed.     Then,  applying  the  rule, 

^       108,000      ^  „         .       \ 
^  =  15:000- ='-^^^-^"-     ^"^- 

Rule  3. —  T/w  zvorkin^  stress  in  pounds  per  square  inch  is 

equal  to  the  load  in  pounds  divided  by  the  minimum  sectional 

area  of  the  bar. 

W 
Or,  S=^. 

Example. — A  piston  rod  3  inches  in  diameter  carries  a  piston 
20  inches  in  diameter.  With  a  steam  pressure  of  100  pounds  to  the 
square  inch,  what  is  the  stress  per  square  inch  of  section  of  the  rod  ? 

Solution.— The  load  on  the  piston  is  20^^  X  •TO54  X  100  =  31,416 
pounds.  The  area  of  the  rod  is  3^  X  .7854  =  7.0686  square  inches. 
Then,  applying  the  rule  just  given,  we  have 


CHAINS. 

16.  Chains  made  of  the  same  size  iron  vary  in  strength, 
owing  to  the  different  kinds  of  links  from  which  they  are 
made.  It  is  a  good  practice  to  anneal  old  chains  that  have 
become  brittle  by  overstraining.  This  renders  them  less 
liable  to  snap  from  sudden  jerks.  It  reduces  their  tensile 
strength,  but  increases  their  toughness  and  ductility,  which 
are  sometimes  more  important  qualities. 

When  annealing,  care  should  be  taken  that  a  sufficient  heat 
be  applied,  otherwise  no  benefit  will  be  gained;  the  chains 
ought  to  be  heated  to  a  cherry  red,  say  1,300°  F.,  at  least. 

17.  The  loads  that  can  safely  be  lifted  with  chains  are 
given  in  the  following  table.  The  safe  load  given  is  one- 
quarter  of  the  steady  load  at  which  they  may  be  expected 
to  break.  The  table  has  been  deduced  from  one  published 
by  the  Lukens  Iron  and  Steel  Company. 
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STRENGTH  OF  CHAINS. 


Diameter  of 
Rod  of  Which 
Link  Is  Made. 

Safe  Load. 
Pounds. 

Diameter  of 
Rod  of  Which 
Link  Is  Made. 

Safe  Load. 
Pounds. 

A 

4:}() 

1 

12,500 

i 

770 

n 

15,000 

T% 

l,•^o() 

H 

18,000 

f 

1,750 

H- 

22,000 

1^ 

2,350 

u 

26,000 

i 

3,100 

n 

31,000 

A 

4,000 

n 

36,000 

f 

4,800 

n 

41,000 

H 

5,800 

•2 

47,000 

* 

6,900 

n 

56,000 

H 

8,000 

H 

69,000 

1 

9,400 

n 

84,000 

H 

11,000 

3 

100,000 

STRENGTH  OF  ROPES. 


HEMP  ROPES. 

18,  The  strength  of  hemp  ropes  does  not  depend  entirely 
on  the  quality  of  the  material  and  the  cross-section  of  the 
rope,  but  to  a  large  extent  on  the  method  of  manufacture 
and  the  amoimt  of  twisting.  A  hemp  rope  is  made  up  of 
fibers  twisted  together  to  form  a  yarn,  several  of  which  are 
laid  up  left-handed  into  sti*ancls,  which  in  turn  are  twisted 
up  right-handed  into  what  is  known  as  plain-laid  rope. 

Cable-laid  or  liawser-laid  rope  is  left-handed  rope  of 
nine  (9)  strands. 

Shroud-laid  rope  is  formed  by  adding  another  strand  to 
a  plain-laid  rope.     Since  the  four  strands  on  application  of 
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strain  would  sink  in  and  detract  from  the  rope's  strength 
by  an  unequal  distribution  of  strain,  they  are  laid  up  around 
a  lieai't,  which  is  a  small  rope,  made  soft  and  elastic,  and 
about  one-third  the  size  of  the  strands. 

19.  Ordinary  hemp  rope  is  designated  by  its  circumfer- 
ence ;  rope  for  transmission  purposes,  which  is  either  iron, 
steel,  or  manila  rope,  is  designated  by  its  diameter.  It  is 
well  to  keep  this  in  mind.  The  loads  that  can  safely  be 
hoisted  with  hemp  ropes  of  different  sizes  is  given  in  the 
following  table  prepared  by  Ensign  F.  R.  Brainard,  United 
States  Navy. 

TABI^E  III. 


STREXGTII  OF  HEMP  ROPES. 


Circumference. 

Safe  Load. 

Circumference. 

Safe  Load. 

Inches. 

Pounds. 

Inches. 

Pounds. 

1.00 

65 

5.75 

2,680 

1.25 

125 

6.00 

2,975 

1.50 

185 

6.50 

3,470 

1.75 

255 

7.00 

3,965 

2.00 

320 

7.50 

4,570 

2.25 

410 

8.00 

5,175 

2.50 

500 

8.50 

5,910 

2.75 

GIO 

9.00 

6,640 

3.00 

715 

9.50 

7,370 

3.25 

850 

10.00 

8,105 

3.50 

980 

10.50 

8,970 

3.75 

1,135 

11.00 

9,840 

4.00 

1,285 

11.50 

11,015 

4.25 

1,450 

12.00 

12,190 

4.50 

1,610 

12.50 

13,365 

4.75 

1,750 

13.00 

14,540 

5.00 

1,990 

13.50 

15,845 

5.25 

2,190 

14.00 

17,150 

5.50 

2,385 

14.50 

18,450 
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20,  The  above  table  applies  to  new  ropes  or  ropes  in 
first-class  condition.  If  the  rope  is  used  for  a  block  and 
tackle,  the  bending  of  the  rope  around  the  pulleys  will  cause 
a  rapid  deterioration  of  the  inside,  owing  to  the  chafing  and 
sliding  of  the  strands  and  yarns  upon  one  another.  The 
outside  appearance  of  a  rope  used  for  block  and  tackle  is  in 
itself  no  indication  of  its  quality;  ropes  are  frequently  found 
that  appear  perfectly  sound  when  judged  by  their  outside 
appearance  and  yet  are  entirely  unsafe.  To  inspect  the 
rope,  take  it  in  both  hands  and  untwist  it  sufficiently  to 
expose  the  inner  surfaces  that  have  been  chafing  against 
one  another.  If  a  considerable  number  of  broken  fibers  are 
found,  the  safe  load  should  be  reduced  by  50  per  cent.  If  a 
rather  large  quantity  of  the  fibers  have  been  reduced  to 
powder,  the  rope  should  be  condemned  and  preferably 
destroyed  immediately,  in  order  to  remove  any  temptation 
to  use  it.  A  rope  in  this  condition  is  liable  to  give  way 
suddenly  under  a  very  light  load. 

Ropes  used  for  slings  and  lashings,  as  a  general  rule,  are 
ruined  by  the  external  chafing  they  receive  and,  hence, 
their  safety  can  be  determined  by  their  outward  appearance. 

31.  Slings  are  chiefly  used  for  attaching  tackles  to 
machine  parts  during  the  erection  and  repair  of  machinery. 
They  are  made  by  taking  a  piece  of  rope  a  little  more  tlian 
twice  the  required  length  of  the  rope  and  joining  the  ends  by 
splicing,  the  splice  known  as  a  short  splice  being  usually 
employed.  It  should  be  distinctly  understood  that  this 
splice  is  not  intended  nor  adapted  for  ropes  that  are  to  pass 
over  a  pulley. 

22.  Splicing  a  Sling. — To  make  a  short  splice  in  a  sling, 
untwist  the  strands  for  some  distance  from  each  end  of  the 
rope.  Take  an  end  in  each  hand  and  lay  the  strands  within 
one  another,  as  shown  in  Fig.  1  (a).  The  strands  J',  ~', 
and  3'  may  be  tied  to  the  left-hand  end  for  convenience  in 
handling.  Now  take  the  strand  i,  pass  it  over  strand  2' 
and  under  strand  i',  as  shown  in  Fig.  1   (/;) ;  then,  draw  it 
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tight.     Next,   take  strand  2,  pass  it  over  S'  and  under  2', 
draAving  it  up  tightly.     Now  take  strand  3,  pass  it  over  1' 

and  under  3';  then 
draw  it  up.  The 
splice  will  now  appear 
as  shown  in  Fig.  1  (c). 
Weave  the  strands  1', 
2\  and  3'  into  the  left- 
hand  rope  in  the  same 
manner.  Continue 
weaving  the  right- 
hand  and  left-hand 
strands  alternately 
until  the  length  of  the 
splice  is  about  6  times 
the  diameter  of  the 
rope.  Draw  the 
strands  tight  and  sub- 
ject the  splice  to  a  strain.  Then  cut  off  the  projecting 
ends  of  the  strands. 


23.  Use  of  Slings. — The  weight  that  can  safely  be 
lifted  by  a  sling  depends  not  only  on  the  size  of  the  rope  of 
which  it  is  made,  but  also  on  the  manner  in  which  it  is 
attached  to  the  hook  of  the  tackle  block.  Thus,  in  Fig.  2, 
the  sling  is  simply  hooked  over  the  hook. 

Owing  to  the  sharp  bend  over  the  hook,  the  strength  of 
the  sling  is  greatly  reduced,  and  the  direct  load  for  this 
manner  of  attachment  should  not  exceed  the  safe  load  given 
in  the  table  for  one  rope  of  equal  circumference,  although 
the  load  is  borne  by  two  parts  of  the  rope. 

When  the  sling  is  attached  to  the  hook  by  doubling  over, 
as  shown  in  Fig.  3,  its  greatest  strength  is  realized,  and  for 
the  two  parts  of  the  rope  parallel  to  each  other,  the  stress 
in  the  rope  will  be  equal  to  half  the  load,  as  the  load  is  sup- 
ported by  two  ropes.  Then,  with  a  sling  doubled  over  as 
shown,  a  load  twice  as  great  can  safely  be  hoisted  than 
when  applied  as  shown  in  Fig.  2. 
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In  the  foregoing  statement,  it  is  assumed  that  the  sling  is 
fastened  to  the  work  without  a  sharp  bend,  the  equivalent 
of  a  single  loop  over  a  hook.  The  stress  in  the  two  parts 
of  a  sling  Avill  be  least  when  they  are  parallel  to  each  other ; 
hence,  a  sling  will  then  lift  the  greatest  load  with  safety. 
The  stress  becomes  greater  when  the  angle  between  the 
two  parts  of  the  sling  is  increased;  its  magnitude  for  any 
angle  can  be  determined  by  the  method  of  the  triangle  of 
forces. 

24.  A  quick  way  of  attaching  a  rope  to  a  hook  is  that 
shown  in  Fig.  4,  and  known  as  a  Black^vall  hitch.      When 


Fig.  2. 


Fig.  3. 


Fig.  4. 


making  this  hitch,  always  make  it  as  shown  in  the  figure; 
that  is,  let  the  detached  end  lie  between  the  hook  and  the 
end  sustaining  the  load. 


25.  The  proper  size  of  a  rope  for  a  block  and  tackle  is 
fixed  by  the  size  of  the  groove  turned  in  the  pulleys.  Then, 
from  the  table,  take  the  safe  working  load  of  the  rope,  and 
using  this  as  the  force  applied  to  the  free  end  of  the  rope, 
the  maximum  load  a  given  block  and  tackle  can  lift  safely 
can  be  calculated  by  the  rule  given  in  connection  with  the 
subject  of  pulleys. 
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MANILA  ROPE. 

36.  Manila  rope  is  used  chiefly  for  hoisting  purposes 
and  for  power  transmission.  The  so-called  "Stevedore" 
manila  rope  has  the  fibers  lubricated  with  a  mixture  of  tallow 
and  plumbago  during  the  process  of  manufacture.  This 
lubrication  prevents  internal  chafing  and  wear  to  a  large 
extent. 

Manila  rope  for  hoisting  and  power-transmission  purposes 
is  usually  made  with  four  strands,  that  is,  shroud  laid. 
Hoisting  rope  is  ordered  by  circinnference ;  transmission 
rope  by  diameter. 

211,  The  working  stress  on  manila  hoisting  rope  should 
not  exceed  that  given  in  the  table  below,  which  was  pub- 
lished by  C.  W.  Hunt  &  Company. 

TABLE  IV. 


STRENGTH  OF  MAXILA  HOISTTXG  ROPE. 


Circumference  of  Rope. 
Inches. 

Working  Stress. 

3 

H 

4 
5 

350 
500 
650 
800 
1,000 

Under  ordinary  conditions,  with  a  working  stress  not 
exceeding  that  given  in  the  table,  a  manila  hoisting  rope 
will  last  until  a  total  load  of  about  6,000  tons  has  been 
hoisted  with  it.  Under  exceptionally  favorable  circum- 
stances, where  the  rope  runs  over  large  sheaves,  a  manila 
rope  has  hoisted  20,000  tons.  Manila  ropes  for  hoisting 
purposes  should  not  be  spliced,  as  it  is  difficult  to  make  a 
splice  that  will  not  pull  out  Avhile  running  over  the  sheaves, 
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and  the  increased  wear  to  be  <)l)tained  from  splicini^-  a  l)roken 
hoistinu^  rope  is  usually  very  small. 

38.  Manila  rope  for  power  transmission  is  made  from 
.1-  inch  up  to  2  inches  in  diameter.  The  greatest  horsepower 
can  be  transmitted  by  a  rope  when  the  rope  speed  is  about 
5,000  feet  per  minute.  When  run  at  greater  speed,  the 
effect  of  the  centrifugal  force  in  the  rope  rapidly  decreases 
the  horsepower  that  can  be  transmitted.  The  size  of  the 
pulley  has  an  important  bearing  on  the  wear  of  the  rope; 
in  general,  it  should  not  be  smaller  than  40  times  the  diam- 
eter of  the  rope,  and  as  much  larger  as  it  can  conveniently 
be  made. 


WIRE  ROPES. 

29.  Wire  rope  is  made  of  iron  and  steel  wire.  It  is 
stronger  than  henip  rope,  and,  to  carrv  the  sar.ic  loail.  i<;  of 
smaller  diameter. 

In  substituting  steel  for  iron  rope,  the  object  in  view 
should  be  to  gain  an  increase  of  wear  from  the  rope,  rather 
than  to  reduce  the  size.  A  steel  rope  to  be  serviceable 
should  be  of  the  best  obtainable  quality,  because  ropes  made 
from  low  grades  of  steel  are  inferior  to  good  iron  ropes. 

30,  Rules  for  the  strengtli  of  >vire  ropes  i 

Let  ir=  maximum  of  working  load  in  pounds; 
C  =  circumference  of  rope  in  inches. 

Rule  4. —  7Vie  niaxiinujii  ivorking  load  i)i  pounds  that 
should  be  alloived  on  afiy  iron-wire  rope  is  equal  to  the  square 
of  the  eircu inference  of  the  rope  in  inches,  multiplied  by  HOo. 

Or,  W=moC\ 

Example. — What  is  the  maximum  load  in  pounds  that  should  be 
carried  by  an  iron  rope  whose  circumference  is  4i  inches  ? 

Solution. — Applying  the  rule  just  given,  we  have 
IV  =  600  X  4.5'  =  12,150  lb.     Ans. 
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Rule  5. —  The  circiunfei'ence  of  any  iron-wire  rope  in  ineJies 
is  equal  to  the  square  root  of  the  maximum  zvorking  load  in 
pounds^  multiplied  by  .OJfiS. 

Or,  C=  A)U)'^\/W. 

Example. — A  maximum  working  load  of  12,150  pounds  is  to  be 
carried  by  an  iron-wire  rope ;  what  should  be  the  minimum  circumfer- 
ence of  the  rope  ? 

Solution. — Applying  rule  5,  we  have 


C  =  .0408  i/12,150  =  4i  in.     Ans. 

Rule  6. —  TJie  above  rules  and  formulas  are  also  made 
applicable  when  computing  the  safe  strength  of  steel-wire 
rope  by  substituting  the  constant  1,000  for  the  constant  600, 
and  .0316  for  .OJfiS. 

Example. — What  is  the  maximum  load  in  pounds  that  should  be 
carried  by  a  steel-wire  rope,  the  circumference  of  which  is  ^\  inches  ? 
Solution. — Applying  rule  4,  we  have 

W  =  1,000  X  4.5^  =  20,250  lb.     Ans. 

Example. — A  maximum  working  load  of  10,485  pounds  is  to  be 
carried  by  a  steel-wire  rope ;  what  should  be  the  minimum  circumfer- 
ence of  the  rope  ? 

Solution. — Applying  rule  5,  we  have 


C  =  .0316  |/10,485  =  3.24  in.     Ans. 


EXAMPI^ES  FOR  I'llACTICE. 

1.  What  should  be  the  diameter  of  a  machinery-steel  piston  rod  of 
a  steam  engine  to  resist  tension,  if  the  piston  is  19  inches  in  diameter 
and  the  pressure  is  85  pounds  per  square  inch  ?         Ans.  2jr  in.,  nearly. 

2.  What  safe  load  will  a  cast-iron  bar  of  rectangular  cross-section 
7^  in.  by  3^  in.  support  if  subjected  to  shocks  ?     The  bar  is  in  tension. 

Ans.  42,000  lb. 

3.  What  is  the  stress  per  square  inch  on  a  piece  of  timber  8  inches 
square  that  is  subjected  to  a  steady  pull  of  60,000  pounds  ? 

Ans.  937.5  lb.  per  sq.  in. 

4.  What  should  be  the  allowable  working  load  for  a  steel-wire  rope 
whose  circumference  is  3|  inches  ?  Ans.  14,062.5  lb. 

5.  What  should  be  the  circumference  of  an  iron-wire  rope  to  sup- 
port a  load  of  20,000  pounds  ?  Ans.  5i  in.,  nearly. 
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crushi:n^g  stre:n^gth  of  matehials. 

31.  The  crushinjj^  strength  of  any  material  is  the 
resistance  offered  by  its  fibers  to  being  pushed  together. 

33.  To  obtain  only  compression,  the  length  of  a  rod 
should  not  be  more  than  five  times  greater  than  its  least 
diameter  or  its  least  thickness  when  it  is  a  rectangular  rod. 
Such  a  rod  is  called  a  short  column. 

If  a  bar  is  long  compared  with  its  cross  dimensions,  the 
load,  if  sufficiently  great,  will  cause  it  to  bend  sidewise 
under  the  compressive  force,  and  we  have,  then,  not  only 
compression,  but  compression  compounded  with  bending. 

33.  When  a  bar  or  rod  is  longer  than  five  times  its  least 
diametca-  or  least  thickness,  it  is  called  a  lonjr  colunin,  or 
loiiy:  i)ilhir. 

34.  The  sha[)e  of  the  ends  of  a  column  has  great  inllu- 
encc  on  its  strength.  In  Fig.  5  are  shown  three  columns 
with  differently  shaped  ends. 

It  has  been  proved  ])y  the  aid 
of  higher  mathematics  that,  theo- 
retically, a  pillar,  as  a,  having 
fiat  or  fixed  ends,  is  -4  times  as 
strong  as  one  that  has  round  or 
movable  ends,  as  the  pillar  l\  and 
1\  times  as  strong  as  one  having 
one  flat  and  one  round  end,  as 
the  pillar  b\  b  \%  thus  2;|-  times  as 
strong  as  c.  It  has  also  been  '^ 
found  that  if  three  pillars  a^  b,  c,  ||j 
which  have  the  same  cross-sec- 
tion, are  to  carry  the  same  load  and  be  of  equal  strength, 
their  lengths  must  be  as  the  numbers  2,  H-,  and  1,  respect- 
ively. 

In  practice,  however,  the  ends  of  the  pillars  b  and  c  are 
not  generally  made  as  shown  by  the  figure,  but  have  holes 
at  their  ends  into  which  pins  are  fitted  that  are  fastened  to 
some  other  piece.      In  such  cases,  it  has  been  found  that  a  is 
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2  times  as  strong  as  c  and  that  b  is  H  times  as  strong  as  c. 
That  is,  in  actual  practice,  a  column  fixed  as  at  c  is  really 
\  as  strong  as  one  fixed  as  at  a^  instead  of  being  only  \  as 
strong,  as  given  above. 

An  example  of  a  column  fixed  at  both  ends  is  the  piston 
rod  of  a  steam  engine.  The  valve  stem  of  a  slide-valve 
engine  may  be  considered  as  an  example  of  a  column  fixed  at 
one  end  and  movable  at  the  other.  The  connecting-rod  of 
a  steam  engine  is  a  good  example  of  a  column  having  two 
movable  ends. 

35,  Average  values  of  the  crushing  strength  of  various 
materials  used  in  engineering  are  given  in  the  table  below. 

TABLE  V. 


CRUSHING   STRENGTH  OF  MATERIALS. 


Material. 


Cast  iron 

Wrought  iron.. 
Machinery  steel 

Cast  brass 

Timber,  dry.  .  . 
Timber,  wet.  . . 

Stone , 

Brick 


Crushing 

Strength. 

Pounds  per 

Sq.  In. 


80,000 
45,000 
60,000 
9,000 
7,000 
3,000 
(3,000 
2,000 


Safe  Loads.       Pounds. 


Sudden. 


7,000 

3,500 

4,000 

800 

600 

250 


Gradual. 


11,000 

4,500 

6,000 

1,200 

850 

380 


Steady. 


14,000 

6,000 

8,000 

1,500 

1,100 

500 

200 

100 


STREN^GTH  OF  COIiU3IKS. 

36.  In  practice,  columns  subjected  to  a  compressive 
stress  are  made  of  cast  iron,  wrought  iron,  steel,  or  timber. 
For  short  columns,  the  area,  etc.  can  be  calculated  by  the 
same  rules  that  have  been  given  for  tensile  stresses,  substi- 
tuting the  working  loads  per  square  inch  given  in  the  above 
table. 
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37,  The  safe  Avorking  load  on  lonjij  coliiinns  is  given 
by  the  following  rule,  which  is  applicable  to  columns  the 
length  of  which  does  not  exceed  40  times  their  least  diameter 
or  their  least  thickness  when  rectangular.  The  rule  given 
applies  to  columns  uniform  throughout  their  length.  The 
rules  for  tapering  columns  involve  considerable  mathemati- 
cal knowledge  and  are  so  rarely  used  in  practice  that  they 
will  not  be  given  here. 

Let      C  =  safe  crushing  load,  as  given  in  the  table; 
^S"  =  sectional  area  in  square  inches; 
L  =  length  of  column  in  inches; 
(/  =  least  thickness  of  rectangular  column,  or  diam- 
eter of  round  column,  or  dimension  indicated 
by  the  arrowheads  in  the  following  table,  in 
inches; 
IV  =  safe  working  load  in  pounds; 
A  =  area  of  the  two  flanges  in  square  inches; 
/)  =  area  of  the  web  in  square  inches; 
a  =  constant  corresponding  to  the  cross-section  of 
the  column,  as  given  in  Tables  YI,   VII,   and 
VIII. 
Uiiic  T. —  T//C'  safe   zvorking  load  of  a   long  coliiiiii:,    in 
pounds,  is  equal  to  the  safe  xvorking  load  corresponding  to  the 
kind  of  stress  given  in    Table   V  imtltiplied  by  the  sectional 
area  of  the  eolunin,  in  square  inches,  and  the  product  divided 
by  1  plus  the  quotient  obtained  by  dividing  the  square  of  the 
length  of  the  pillar  in  inches  by  the  square  of  the  diameter  {or 
least  thickness,  if  rectangular)  multiplied  by  the  value  of  a. 

CS 


Or,  W 


ad 


38,  When  using  this  formula,  first  obtain  the  value  of  C 
from  Table  V.  Next,  calculate  the  area  of  the  cross-section 
of  the  pillar.  Then  find  the  value  of  a  from  one  of  the  last 
three  tables.  Finally,  be  sure  that  the  length  of  the  column 
has  been  reduced  to  inches  before  substituting  in  the  for- 
mula. 
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TABIiE  VI. 


CONSTAJfTS  FOR  WROUGHT-IRON  AND  STRUCTTJRAL- 
STEEL.  PILIiARS. 


Cross-Section  of  Pillar. 


When  Both 

Ends  of  the 

Pillar  Are 

Flat  or  Fixed. 


When  One 

End  of  the 

Pillar  Is  Flat 

or  Fixed 

and  the  Other 

Round  or 

Movable. 


When  Both 

Ends  of  the 

Pillar  Are 

Round  or 

Movable. 


h^-1 


\>di    !*~rf- 


1 


r 


l-d-A 


Round. 

Square  or 
Rectangle. 

Thin  Square 
Tube. 


L^1       Thin  Round 


Tube. 

Angle  With 
Equal  Sides. 

Cross  With 
Equal  Arms. 

I  Beam. 


^-<^^ 


V-d-A 


VdA 


2.250 


3,000 


H,000 


4,500 


1,500 


1,500 


1,500 


2,000 


4,000 


3,000 


1,000 


1,000 


1,125 


1,500 


3,000 


2,250 


750 


750 


A 


;3,000X^^^^ 


A 


2,000  X^^^ 


A 


1,500  X^^^p^ 
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TABI.K  VII. 


CONSTANTS  FOR  CAST-IRON   PILLARS. 


Cross-Section  of  Pillar. 


When  Both 

Ends  of  the 

Pillar  Are 

Flat  or  Fixed. 


When  One 

End  of  the 

Pillar  Is  Fiat 

or  Fixed 

and  the  Other 

Round  or 

Movable. 


When  Both 

Ends  of  the 

Pillar  Are 

Round  or 

Movable. 


k-d-*| 


kd-l    K-ef-J 


Round, 


Square  or 


^^    Rectangle. 


mism       Thin  Square 
Tube. 


mmi, 


\^\       Thin  Round 


TuIk'. 

Angle  With 
Equal  Sides. 

Cross  With 
Equal  Arms. 

I  Beam. 


V-dr-^ 


l-d-H 


M-H 


375  X 


281.25 
375.00 
750.00 

502.  r>() 

1S7.50 

187.50 
A 


187.5 


250.0 


500.0 


375.0 


125.0 


125.0 


A-^B 


250  X 


140.625 

187.500 

375.000 

281.250 

93.750 

93. 750 
A 


A-\-B 


125  X 


A+B 
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CONSTANTS  FOR  ^VOODEN  PILLARS. 


Cross-Section  of  Pillar. 


Round. 

Square 
or  Rect- 
angle. 
K-fM       Hollow 


Square  Made 
of  Boards. 


When  Both 

Ends  of  the 

Pillar  Are 

Flat  or  Fixed. 


187.5 


250.0 


500.0 


When  One 

End  of  the 

Pillar  Is  Flat 

or  Fixed 

and  the  Other 

Round  or 

Movable. 


125.00 


166.GC 


333.33 


When  Both 

Ends  of  the 

Pillar  Are 

Round  or 

Movable. 


93.75 


125.00 


250.00 


To  find  the  proper  value  of  a  in  any  example,  first  turn  to 
the  table  dealing  with  the  material  in  question,  and  find  the 
figure  corresponding  to  the  given  cross-section;  in  the  hori- 
zontal line  containing  this  are  three  numbers  corresponding 
to  the  different  conditions  of  the  ends  of  the  column.  From 
these  numbers  select  the  one  corresponding  to  the  given 
conditions  of  the  column  to  be  calculated,  and  this  will  be 
the  required  value  of  a. 

Note. — If  the  length  of  the  pillar  is  given  in  feet,  be  sure  to  reduce 
it  to  inches  before  substituting  in  the  formula. 

39.  Rule  7  cannot  be  transformed  to  determine  directly 
the  diameter  or  area  of  a  column  of  a  given  cross-section 
required  to  sustain  a  stated  load.  An  area  and  a  corre- 
sponding value  of   d  must  be  assumed  and  the  safe  load 
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corresponding  to  these  values  calculated.  If  the  safe  load  is 
sm.dler  than  the  load  to  be  sustained,  a  larger  area  and 
value  of  (^/ must  be  chosen.  If  the  calculated  safe  load  is 
larger,  a  somewhat  smaller  area  and  value  of  d  may  be 
tried. 

When  applying  the  rule  given  to  a  column  subject  lo 
wear,  as,  for  instance,  the  piston  rod  of  an  engine,  the  diam- 
eter of  the  rod  should  be  increased  somewhat  over  that  given 
by  calculation  in  order  to  allow  for  subsequent  truing  up. 
This  allowance  may  be  from  }  to  \  of  an  inch,  according  to 
the  judgment  of  the  designer. 

40.  A  rough-and-ready  rule  for  the  size  of  a  piston 
rod  is  to  make  it  one-sixth  the  diameter  of  the  cylinder 
of  a  simple  engine.  This  rule  of  thumb  allows  us  to  choose 
a  value  of  5  and  d  that  will  answer  very  Avell  indeed  for 
the  first  trial. 

Illustration. — What  size  machinery-steel  piston  rod  is  required 
for  a  simple  engine  having  a  piston  36  inches  in  diameter  to  carry  a 
steam  pressure  (gauge)  of  100  pounds  per  square  inch;  the  rod  is 
70  inches  long  ? 

According  to  the  rule  given,  an  appro.ximate  size  of  the  piston  rod 
will  be  36  -e-  6  =  6  inches.  The  area  corresponding  to  this  is  6-  X  .7854 
—  28.27  square  inches.  From  Table  VI,  a  =  2,250.  The  piston  rod 
being  subjected  to  suddenly  applied  stresses,  by  Table  V,  the  allowable 
safe  working  load  per  square  inch  is  4,000  pounds.  The  working  load 
on  the  piston  rod  is  36-  X  -7854  X  100  =  101,787.8  pounds.  Applying 
rule  7  and  substituting  values,  we  get 

..,      .4,000X28.27         .^r- f;on  A 

IV  = ^_,--^ —  =106,629  pounds, 

^  "^  2,250  X  6- 

which  is  a  safe  load  on  a  6-inch  piston  rod  under  the  given  conditions 
This  tends  to  show  that  the  rod  is  rather  large. 

Now  try  a  Sj-inch  rod.  The  area  of  the  rod  is  5^^  X  .7854  =  27.1 
square  inches,  nearly. 

Applying  rule  7  again  and  substituting  the  new  values  of  5  and  '/ 
we  get 

4,000X27.1  .„,o,.,  ,  , 

IV  =  r-n?         =  102,264  pounds,  nearly, 

^  "*"  2,250  X  5  J* 
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It  is  thus  seen  that  a  5|^-inch  rod  is  just  about  right.  Most  designers 
would  allow  ^  inch  for  truing  up,  thus  making  the  rod  6  inches  in 
diameter. 

In  this  particular  case  the  size  of  rod  found  by  calculation 
agrees  with  that  given  by  the  rough-and-ready  rule.  This 
cannot  be  in  every  case,  however,  as  will  readily  be  seen 
if  a  steam  pressure  of  150  pounds  be  substituted  for 
100  pounds  and  the  rod  be  calculated  for  this  pressure.  It 
will  then  be  found  that  a  rod  larger  than  6  inches  will  be 
required. 

41.  In  calculating  the  size  of  piston  rods  in  actual 
work,  it  is  good  practice  to  assume  at  least  a  steam  pres- 
sure of  100'  pounds  for.  the  calculation,  even  though  it  is 
intended  to  carry  a  lower  pressure.  An  extra  margin  of 
strength  is  thus  provided  which  may  be  needed  in  the 
future,  as  cases  are  very  frequent  where  engines  designed 
for  75  pounds  have  ultimately  been  run  at  100  pounds 
pressure. 

42.  In  engineers'  examinations,  candidates  for  license 
are  often  asked  to  calculate  the  size  of  the  piston  rod  for  a 
given  engine.  A  rule  that  is  easily  remembered  is  the  fol- 
lowing, which  assumes  the  piston  rod  to  be  a  short  column 
and  makes  allowance  for  failure  by  bending  by  reducing  the 
allowable  working  stress  given  in  the  table  by  10  per  cent., 
thus  making  the  safe  working  stress  for  steel  piston  rods 
3,600  pounds  per  square  inch  and,  say,  3,100  pounds  for 
iron. 

This  rule  will  give  fairly  good  results  within  the  limits  of 
ordinary  practice  and  will  usually  satisfy  an  examiner.  For 
an  actual  design,  however,  rule  7,  which  is  more  rational,  is 
preferable. 

Let  5  =  area  of  piston  rod ; 

/  =  load    in    pounds   on   the   rod  =  area   of    piston 

X  steam  pressure; 
c  =  safe  working  load  in  pounds. 
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Hule  8. — Multiply  tJw  area  of  the  piston  by  the  steam  pres- 
sure and  divide  the  produet  by  the  safe  working'  load  corre- 
sponding to  the  material.  The  quotient  luill  be  the  required 
area. 

Or,  S  =  -. 

c 

Example. — What  size  steel  piston  rod  is  required  for  a  36-inch 
cylinder  with  a  steam  pressure  of  100  pounds  ? 

Solution. — The  safe  working  load  to  be  used  in  applying  rule  8  is 
3,600  pounds. 

,p,                 c      36«  X  .7854  X  100       .^  _  .     . 

Then,  S= TfiTvi —  28. 2*  square  inches. 


/28.27 
The  corresponding  diameter  is  4,/     ^   .  =  6  in      A 


EXAMPLES  FOR  PIIACTICE. 

1.  A  round  wrought-iron  column  4  inches  in  diameter  and  60  inches 
long  is  subjected  to  a  steady  load.  The  column  is  fi.xed  at  one  end 
and  movable  at  the  other.     What  load  will  it  sustain  ? 

Ans.  65,564  lb.,  nearly. 

2.  A  solid  machinery-steel  column  with  both  ends  hinged  is 
4^^  inches  in  diameter  and  10  feet  long.  It  is  subjected  to  a  suddenly 
applied  stress.     What  is  the  safe  working  load  ?  Ans.  38,979  lb. 

3.  A  rectangular  wooden  column  is  14  feet  long.  One  end  is  fixed 
and  one  end  is  movable.  If  the  cross-section  is  12  in.  X  8  in.,  what  is 
its  safe  load  for  a  steady  stress  ?  Ans.  28,963  1b. 


TRAIN^SVERSE  STRENGTH  OF 
MATERIALS. 

43.  The  trausvei"se  strength  of  any  material  is  the 
resistance  offered  by  its  fibers  to  being  broken  by  bending. 
As,  for  example,  when  a  beam,  bar,  rod,  etc.  which  is  sup- 
ported at  its  ends  is  broken  by  a  force  applied  between  the 
supports. 

The  transverse  strength  of  any  beam,  bar,  rod,  etc.  is 
proportional    to    the    product   of    the    square   of    its   depth 
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multiplied  by  its  Avidth;  consequently,  it  is  more  economi- 
cal to  increase  the  depth  than  the  width. 

44.  The  safe  load  that  can  be  carried  by  beams,  bars, 
rods,  etc.  of  uniform  cross-section  depends  on  the  material, 
the  manner  in  which  the  beam  is  supported  and  loaded,  and 
on  the  shape  of  the  cross-section.  A  beam  that  is  rigidly 
fixed  at  one  end  and  free  at  the  other,  when  subjected  to 
a  transverse  stress,  is  called  a  cantilever. 

45.  The  safe  working  loads  on  beams  supported  and 
loaded  in  different  ways  can  be  found  b)'  applyhig  the  cor- 
responding formula  given  in  Table  IX.  In  the  formulas 
given,  W=  the  safe  load  in  pounds,  and  /  =  length  of  beam 
in  inches  to  be  taken  as  shown  in  the  illustrations  of  Table  IX. 
To  apply  the  formulas  to  a  beam,  the  values  of  5  must  be 
taken  from  Table  X;  and  the  value  of  R  is  to  be  computed 
by  the  formulas  given  in  Table  XI.  It  may  then  be  substi- 
tuted. Attention  is  called  to  the  fact  that  it  is  absolutely 
necessary  to  reduce  the  length  of  the  beam  to  inches;  fur- 
thermore, the  load  /F  on  a  uniformly  loaded  beam  is  the 
total  load  for  the  length  /,  and  not  the  load  per  unit  of 
length. 

In  the  table  giving  the  value  of  R,  the  letter  A  denotes 
the  whole  area  of  the  section  in  square  inches,  that  is,  taking 
the  hollow  cylinder,  for  example,  it  denotes  the  area  corre- 
sponding to  its  outside  diameter.  The  letter  a  stands  for 
the  area  of  the  hollow  part  of  the  section.  In  the  formulas 
where  A  is  applied  to  a  solid  section,  it  stands  for  the  area 
of  the  section. 

The  values  of  the  constant  5  have  been  determined  from 
practical  experience  and  are  safe,  conservative  values  for  the 
conditions  stated. 

Example  1. — A  cast-iron,  solid,  rectangular  beam  8  inches  deep  and 
4  inches  wide  rests  upon  two  supports  8  feet  apart.  What  steady  load 
will  it  safely  support  when  the  load  is  applied  at  the  middle  ? 

Solution. — According   to   Table   XI,    the   formula   to    be    used   is 

4  S  /i 
JV  =  ■ — -. — .     For  a  stead}'  stress  on  cast  iron,  Table  X  gives  7,500  as 


TABT^K  IX. 


FOllMl'I.-VS    rOU  STRENGTH    OF    15EAMS. 


Mannei  of  Supporting  Beams. 


Remarks 


Formula  for 

Safe  Load. 

Pounds. 


W 


"Wllllliill,  .     """ifl:;' 


Cantilever    load    JV    at 
free  end. 


Cantilever,    uniformly 
loaded.    /!'=  total  load. 


Simple  beam  resting  on 
two  supports,  load  //' 
at  middle. 


Simple  beam  resting  on 
two  supports,  uni- 
formly loaded.  IT 
=  total  load  on  length  /. 


Simple  beam  resting  on 
two  supports,  single 
load  /['not  in  the  mid- 
dle. 


Beam  rigidly  fi.xed  at 
both  ends,  load  JV  in 
middle. 


M    Beam    rigidly    fixed    at 

M  !    both    ends,    unifc^rmlv 

loaded.    IV  =  total  load 

m  \    on  length  /. 


W 


]r= 


S  R 


2SR 


4  SR 


]]'  = 


/[': 


^^R 


S  R 
I 


SS_R 
~      / 


11'  = 


n  SR 
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VAI.I7ES  OF  S. 


Material. 


Cast  iron 

Wrought  iron. . 
Structural  steel 

Brass 

White  pine 

Yellow  pine.  . . . 

Hemlock 

Oak 


Nature  of  Load. 


Suddenly- 
Applied. 


2,250 

4,000 

5,000 

1,100 

320 

500 

240 

400 


Gradually 
Applied. 


3,000 

6,000 

7,500 

1,500 

480 

730 

360 

600 


Steady. 


7,500 

13,700 

16,800 

3,600 

960 

1,460 

720 

1,200 


the  value  of  S.     For  a  solid  rectangular  beam,  Table  XI  gives  J?  =  —^ . 

Substituting  the  width  and  depth  of  the  beam  in  this  last  formula,  we 
4X8^ 


get  7? 


42.67,   nearly.     The   length  of  the  beam   in   inches 


is  8  X  12  =  96  inches.     Substituting  all  the  values  in  the  formula  for 
the  safe  working  load,  we  get 

4  X  7,500  X  42.67 


IV  = 


96 


=  13,334  lb.,  nearly.     Ans. 


Example  2. — An  I  beam  having  a  depth  of  10  inches  and  an  area  of 
section  of  7.5  square  inches  is  to  be  used  as  a  cantilever  to  bear  a  vary- 
ing load  that  is  to  be  uniformly  distributed.  The  beam  is  made  of 
steel  and  is  100  inches  long.     What  safe  load  will  it  carry  ? 

Solution. — From  Table  IX,  it  appears  that  the  proper  formula  to 
o   c  zp 
be  used  is  W  —  — -z — ■.     According  to  Table  X,  the  value  of  S  for  steel 

for  a  gradually  applied  load  is  7,500.     By  Table  XI  for  an  I  beam, 

A  /i  7  5  X  10 

J?  =  iToo-     Substituting  values  in  this  last  formula,  we  get  R  =    "        — 
6.66  6.66 

=  22.52,  nearly.     Substituting  values  in  the  formula  for  the  safe  work- 
ing load,  we  get 

2  X  7,500  X  22.52 


IV  = 


100 


3,378  lb. 


TABIiE 

XI. 

\ 

ALUES 

OF  yi'. 

Section. 

R. 

« 

J 

bh* 
6 

:t — 
-k-b'^ 

i 
1 

h 

—  6-H 

0 

8 

^DH 

8Z> 

At 

<^//' 

h^^ 

24 

Ah 

— 

— ,1 

7.2 

r 

t 

^// 

» 

i 

r 
I 

r 

6.5 

cz 

5b; 

^  h 
9.5 

c: 

8 

c 

r~ 

^  h 

c 

L_ 

3.33 

.4  /^ 

■ 

-i 

3.67 
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46.  While  the  formulas  given  in  Table  IX  will  allow 
the  safe  load  on  a  given  beam  to  be  calculated,  they 
cannot  readily  be  transformed  to  give  directly  the  size 
of  beam  required  under  given  conditions  to  carry  a  given 
load. 

In  practice,  when  it  is  required  to  determine  the  size  of 
\)eam,  the  length  between  supports  is  known.  After  the 
shape  of  cross-section  of  the  beain  has  been  chosen,  dimen- 
sions for  the  beam  may  be  assumed  and  its  safe  load  for  the 
given  dimensions  calculated.  If  the  load  thus  found  falls 
below  the  load  the  beam  is  to  carry,  larger  dimensions  must 
be  chosen.  In  case  of  rolled  sections,  such  as  angle  irons, 
T  irons,  channels,  or  I  beams,  catalogues  of  manufacturers 
should  be  consulted  and  standard  sizes  chosen.  These  cata- 
logues usually  contain  the  area  of  the  section  for  different 
weights  and  dimensions  of  rolled  sections. 

47.  The  values  of  R  given  in  Table  XI  apply  only  when 
the  diinensioji  marked  h  is  vertical.  If  the  beam  is  placed 
in  any  other  position,  R  will  have  a  different  value,  which 
can  only  be  calculated  by  the  aid  of  higher  mathematics. 
Beams  rigidly  fixed  at  both  ends  are  rarely  met  with  in 
practice,  and  it  is  safer  to  assume  that  the  beam  merely 
rests  on  two  supports. 


EXAMPLES  FOR  PRACTICE. 

1.  What  weight  will  a  yellow-pine  rectangular  beam  carry  safely 
under  a  steady  load  when  used  as  a  cantilever  and  uniformly  loaded  ? 
The  beam  is  9  feet  6  inches  long,  16  inches  deep,  and  4  inches  wide. 

Ans.  4,371  lb. 

2.  What  weight  would  the  beam  in  example  1  carry  safely  if  it 
rested  on  two  supports  ?  Ans.  17,484  lb. 

3.  What  weight  can  safely  be  carried  at  the  end  of  a  wrought-iron 
round  cantilever  3  inches  in  diameter  when  the  load  is  suddenly  applied 
4  feet  2  inches  from  the  support  of  the  cantilever  ?  Ans.  212  lb. 

4.  What  steady  load  can  be  carried  safely  by  the  same  beam  given 
in  the  preceding  example  ?  Ans.  726  lb. 
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SHEAHrKG,  OR  CUTTING,   STRENGTH 
OF  MATERIALS. 

48,  The  shearing  strength  of  an)'-  material  is  the 
resistance  offered  by  its  fibers  to  being  cut  in  two.  Thus, 
the  pressure  of  the  cutting 
edges  of  an  ordinary  shear- 
ing machine,  Fig.  (5,  causes 
a  shearing  stress  in  the  ^.„„.,.,,.,..,,.,,,,,'fA 
plane  ab.  The  unit  shear-  ^^^^'^ 
ing  force  may  be  found  by  L 
dividing  the  force  /'  by  the 
area  of  the  plane  a  b. 

Fig.  7  shows  a  piece  in 
double  shear;  here  the  cen- 
tral piece  ^  ^  is  forced  out 
while  the  ends  remain  on  their  supports  J/ and  A^. 

The  shearing  strength  of  any  body  is  directly  proportional 
lo  its  area. 


Fig.  6. 


Fig.  7. 

49,  In  Table  XII  are  given  the  greatest  and  the  safe 
shearing  strengths  per  square  inch  of  different  kinds  of 
materials. 

50.  Rules  for  Shearing. — In  general,  the  force  required 
to  shear  a  piece  of  material  in  double  shear  will  be  twice  that 
required  for  single  shear.  This  does  not  apply  to  all  cases, 
however;  a  notable  exception  are  rivets  in  double  shear. 
Experiments  have  determined  that  the  force  required  to 
shear  both  iron  and  steel  rivets  in  double  shear  averages 
about  1.85  times  that  required  for  single  shear. 
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Let        a  =  area  of  cross-section  in  square  inches; 
S  =  shearing  stress  as  given  in  table; 
^F=  load  in  pounds. 

Then,  to  find  the  safe  load  or  the  load  that  will  shear  the 
material: 

Ilule  9. — Multiply  the  area  of  the  section  by  the  shearing 
stress. 

Or,  W=aS. 

In  applying  this  rule,  it  should  be  remembered  that  when 
the  safe  load  the  material  can  bear  is  required,  the  value 
of  .S"  is  to  be  taken  from  the  column  headed  "Safe  Loads," 
selecting  the  safe  load  corresponding  to  the  nature  of  the 
load.  When  it  is  desired  to  find  the  load  at  which  the  mate- 
rial will  fail,  the  value  of  5  is  to  h<t  taken  from  the  column 
headed  "Ultimate  Shearing  Strength." 

Example. — If  the  beam  in  double  shear  shown  in  Fig.  7  is  rect- 
angular and  measures  4  in.  X  2  in.,  what  steady  safe  load  would  you 
allow  if  the  beam  were  made  of  structural  steel  ? 

Solution. — According  to  the  table,  a  safe  load  of  10,000  pounds  per 
square  inch  of  section  may  be  allowed.  Applying  rule  9  and  multi- 
plying by  2,  since  the  beam  is  in  double  shear,  we  get 

fT  =  4  X  2  X  10,000  X  2  =  160,000  lb.     Ans. 

51,  To  find  the  area  required  for  a  material  subjected 
to  a  shearing  stress: 

Ilule  10. — Divide  the  load  Oy  the  shcariiig  stress. 

Or,  a  =  3. . 

In  applying  rule  10,  it  should  be  remembered  that  for 
double  shear  the  result  is  to  be  divided  by  2  to  obtain  the 
area  of  the  beam. 

Example. — A  white  pine  beam  is  subjected  to  a  suddenly  applied 
shearing  stress  by  a  load  of  4,000  pounds,  the  beam  being  in  double 
shear  and  the  load  being  applied  across  the  grain.  What  should  be 
the  area  of  the  beam  to  bear  this  stress  safely  ? 
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Solution, — By  the  table,  5=  250.     Then,  by  rule  lO,  we  get 
4,000 


250 


16  square  inches  for  single  shear. 


Dividing  the  result  by  2  for  double  shear,  we  get  16  -4-  2  =  8  sq.   in 
area     Ans. 


EXAMPLES    FOR    PRACTICE. 


1.  A  hemlock  beam  8  in.  X  2  in.  is  in  single  shear  parallel  to  the 
grain.     What  load  will  cause  it  to  fail  by  shearing  ?  Ans.  4,000  lb. 

2.  A  wrought-iron  rivet  1  inch  in  diameter  is  in  double  shear.     At 
what  load  will  it  be  likely  to  shear  ?  Ans.  55,214  lb.,  nearly, 


torsio:n^. 

52.  When  a  force  is  applied  to  a  beam,  bar,  or  rod  in 
such  a  manner  that  it  tends  to  twist  it,  the  stress  thus  pro- 
duced is  termed  toi*sion.  Torsion  manifests  itself  in  the 
case  of  rotating  shafts,  such  as  line  shafts  and  engine  shafts. 


LINE   SHAFTING. 

53.  A  line  of  shafting  is  one  continuous  run,  or  length, 
composed  of  lengths  of  shafts  joined  together  by  couplings. 

54.  The  main  line  of  sliafting  is  that  which  receives 
the  power  from  the  engine  or  motor  and  distributes  it  to 
the  other  lines  of  shafting  or  to  the  various  machines  to  be 
driven. 

Line  shafting  is  supported  by  hangers,  which  are  brackets 
provided  with  bearings,  bolted  either  to  the  walls,  posts, 
ceilings,  or  floors  of  the  building.  Short  lengths  of  shafting, 
called  coimtersliafts,  are  provided  to  effect  changes  of 
speed  and  to  enable  the  machinery  to  be  stopped  or  started. 

55.  Shafting  is  usually  made  cylindrically  true,  either 
by  a  special  rolling  process,  when  it  is  known  as  cold-rolled 
shafting,  or  else  it  is  turned  up  in  a  machine  called  a  lathe. 
In  the   latter  case   it  is  called  hi-ight  shafting.     What  is 
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known  as  ])lafk  sliaftiny:  is  simply  bar  iron  rolled  by  the 
ordinary  process  and  turned  where  it  receives  the  coup- 
lings, pulleys,  bearings,  etc. 

5(>.  The  diameter  of  bright  turned  shafting  increases 
by  I  inch  up  to  about  3^  inches  in  diameter;  above  this 
diameter  it  increases  by  ^  inch.  The  actual  diameter  of  a 
bright  shaft  is  ^\  inch  less  than  the  commercial  diameter,  it 
being  designated  from  the  diameter  of  the  ordinary  round 
bar  iron  from  which  it  is  turned.  Thus,  a  length  of  what 
is  called  o-inch  bright  shafting  is  really  only  2\^  inches  in 
diameter. 

(.'old-rolled  shafting  is  designated  by  its  commercial  diam- 
eter; thus,  a  length  of  what  is  called  3-inch  shafting  is 
3  inches  in  diameter. 

57.  In  the  following  table  is  given  the  maximum  dis- 
tance between  the  bearings  of  some  continuous  shafts  that 
are  used  for  the  transmission  of  power: 

TAJJJ^K  XIII. 


DISTANCE   BETWEEN    HEARINGS. 


Distance  Between  Bearings. 

Diameter 
of  Shaft. 

Feet. 

Inches. 

Wrought-! 
Shaft. 

ron 

Steel  Shaft. 

2 

11 

11.50 

3 

13 

13.75 

4 

15 

15.75 

5 

17 

18.25 

6 

19 

20.00 

7 

21 

22.25 

8 

23 

24.00 

9 

25 

26.00 
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Pulleys  from  which  considerable  power  is  to  be  taken 
should  always  be  placed  as  close  to  a  bearing  as  possible. 

58.  The  diameters  of  the  different  lengths  of  shafts 
composing  a  line  of  shafting  may  be  proportional  to  the 
quantity  of  power  delivered  by  each  respective  length.  In 
this  connection  it  is  to  be  observed  that  the  positions  of  the 
various  pulleys  in  reference  to  the  bearings  must  be  taken 
into  consideration  in  deciding  upon  the  size  of  a  shaft. 
Suppose,  for  example,  that  a  piece  of  shafting  delivers  a 
certain  amount  of  power;  then,  it  is  obvious  that  the  shaft 
will  deflect  or  bend  less  if  the  pulley  transmitting  that 
power  be  placed  close  to  a  hanger  or  bearing  than  if  it  be 
placed  midway  between  the  two  hangers  or  bearings.  It  is 
impossible  to  give  any  rule  for  the  proper  distance  of  bear- 
ings that  could  be  used  imiversally,  as  in  some  cases  the 
requirements  demand  that  the  bearings  be  nearer  than  in 
others. 

Wherever  possible  it  is  advisable  to  have  the  main  line  of 
shafting  run  through  the  center  of  the  room,  or  at  least  far 
enough  from  either  wall  to  allow  countershafts  to  be  placed 
on  either  side  of  it.  When  this  is  done,  power  may  be  taken  off 
the  main  shaft  from  either  side  by  alternate  pulleys,  and  the 
deflection  caused  in  the  main  shaft  in  one  direction  by  one 
pulley  will  be  counteracted  by  the  deflection  caused  in  the 
opposite  direction  by  the  next  pulley. 

If  the  work  done  by  a  line  of  shafting  is  distributed  quite 
equally  along  its  entire  length  and  the  power  can  be  applied 
near  the  middle,  the  strength  of  the  shaft  need  be  only  half 
as  great  as  would  be  required  if  the  power  were  applied  at 
one  end. 

59.  To  compute  the  horsepower  that  can  he  transmitted 

by  a  shaft  of  any  given  diameter  : 

Let  D  =  diameter  of  shaft ; 

7?  =  revolutions  per  minute; 

//=  horsepower  transmitted; 

C  =  constant  given  in  Table  XIV. 
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CONSTANTS  FOR  LIXE  SHAFTING. 


Material  of  Shaft. 

No  Pulleys 
Between 
Bearings. 

Pulleys 
Between 
Bearings. 

Steel  or  cold-rolled  iron 

05 
70 
90 

85 

Wrought  iron 

95 

Cast  iron 

120 

In  the  above  table  the  bearings  are  supposed  to  be  spaced 
so  as  to  relieve  the  shaft  of  excessive  bending;  also,  in  the 
third  vertical  column,  an  average  number  and  weight  of 
pulleys  and  power  given  off  is  assumed. 

60.  Rules  and  Foruiiila^. — In  determining  the  above 
constants,  allowance  has  been  made  to  insure  the  stiffness  as 
well  as  strength  of  the  shaft.  Cold-rolled  iron  is  consider- 
ably stronger  than  ordinary  turned  wrought  iron;  the 
increased  strength  is  due  to  the  process  of  rolling,  which 
seems  to  compress  the  metal  and  so  make  it  denser,  not 
merely  skin  deep,  but  practically  throughout  the  whole 
diameter.     We  have,  then,  the  following 

Rule  11. —  TJie  horsepower  that  a  shaft  zui/l  trans uiit  ecjiia/s 
the  product  of  the  cube  of  the  diameter  and  the  7iumber  of 
revolutions,  divided  by  the  value  of  C  for  the  given  material. 


Or, 


H  = 


Example. — What  horsepower  will  a  3-inch  wrought-iron  shaft  trans- 
mit which  makes  100  revolutions  per  minute,  there  being  no  pulleys 
between  bearings  ? 

Solution. — Applying  rule  11  and  substituting,  we  have 


H^ 


3  X  3  X  3  X  100 
70 


=  38.57  H.  P.     Ans. 
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If  there  were  the  usual  amount  of  power  taken  off,  as  mentioned 
above,  we  should  take  C  =  95. 

Then,  ^=?1^22  =  28.42H.  P.     Ans. 

61.  To  compute  the  number  of  revolutions  a  shaft  must 
make  to  transmit  a  given  horsepower: 

Rule  12. —  The  number  of  revolutions  necessary  for  a  given 
horsepozver  equals  the  product  of  the  value  of  C  for  the  given 
material  and  the  number  of  horsepozver,  divided  by  the  cube 
of  the  diameter. 

CxH 


Or.  R 


D' 


Example. — How  many  revolutions  must  a  3-inch  wrought-iron 
shaft  make  per  minute  to  transmit  28.42  horsepower,  power  being 
taken  off  at  intervals  between  the  bearings  ? 

Solution. — Applying  the  rule  just  given  and  substituting,  we  have 

„      95  X  28.42 

R  —  Ti ?; ?r  =  100  rev.     Ans. 

3X3X3 

62,  To  compute  the  diameter  of  a  shaft  that  will  trans- 
mit a  given  horsepower,  the  number  of  revolutions  the  shaft 
makes  per  minute  being  given : 

Rule  13. —  The  diameter  of  a  shaft  equals  the  cube  root 
of  the  quotient  obtained  by  dii'iding  the  product  of  the  vahie 
of  C  for  the  given  material  and  the  nmnber  of  horsepozver  by 
the  number  of  revolutions. 


Or,  ^  =  y—R-- 

Example. — What  must  be  the  diameter  of  a  wrought-iron  shaft  to 
transmit  38.57  horsepower,  the  shaft  to  make  100  revolutions  per 
minute,  no  power  being  taken  off  between  bearings  ? 

Solution. — By  rule  13,  we  have 


^^3/70x38.57^^^-^^3.^      Ans. 

r       100  ^ 

63.  As  the  speed  of  shafting  is  used  as  a  multiplier  in 
the  calculations  of  the  horsepower  of  shafts,  it  is  readily 
seen  that  a  shaft  having  a  given  diameter  will  transmit  more 
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power  in  proportion  as  its  speed  is  increased.  Thus,  a  shaft 
that  is  capable  of  transmitting'  10  horsepower  when  makinj^ 
100  revolutions  per  minute  will  transmit  20  horsepower  when 
making  200  revolutions  per  minute.  We  may,  therefore,  say 
the  nuinbcr  of  horscpozctr  transmitted  by  a  shaft  is  directly 
proportional  to  the  number  of  revolutions. 


EXAMPLES    FOR    PRACTICE. 

1.  What  horsepower  will  a  24-inch  wrought-iron  shaft  transmit 
when  running  at  110  revolutions  per  minute,  it  being  used  for  trans- 
mission only  ?  Ans.  24.55  H.  P. 

2.  A  6-inch  cast-iron  shaft  transmits  150  horsepower.  How  many 
revolutions  per  minute  must  it  make,  no  power  being  taken  oflf  between 
bearings  ?  Ans.  62+  R.  P.  M. 

3.  What  should  be  the  diameter  of  a  wrought-iron  shaft  to  transmit 
100  horsepower  at  150  revolutions  per  minute,  power  being  taken  off 
between  bearings  ?  Ans.  4  in.,  nearly. 

4.  The  machines  driven  by  a  certain  line  of  wrought-iron  shafting 
take  their  power  from  various  points  between  the  bearings,  and  if  all 
were  working  together  at  their  full  capacity,  they  would  require 
65  horsepower  to  drive  them.  What  diameter  should  the  shaft  be  if  it 
runs  at  150  revolutions  per  minute  ?  Ans.  3^  in.,  nearly. 
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ELEMENTS  OF 
ELECTRICITY  AND  MAGNETISM. 


rN^TRODUCTIO:?^. 

1.  Electricity  is  the  name  given  to  the  cause  of  all 
electrical  phenomena.  The  word  is  derived  from  a  Greek 
word  meaning  amber,  that  substance  having  been  observed 
by  the  Greeks  to  possess  peculiar  properties  which  we  now 
understand  to  be  due  to  electricity. 

Although  electrical  science  has  advanced  sufficiently  far 
to  recognize  the  fact  that  the  exact  nature  of  electricity  is 
unknown,  yet  recent  research  tends  to  demonstrate  that  all 
electrical  phenomena  are  due  to  a  peculiar  strain  or  stress 
of  a  medium  called  ether ;  that  when  in  this  condition  the 
ether  possesses  potential  energy  or  capacity  for  doing  work, 
as  is  manifested  by  attractions  and  repulsions,  by  chemical 
decomposition,  and  by  luminous,  heating,  and  various  other 
effects. 

In  all  probability,  electricity  is  not  a  form  of  mattei 
because  it  does  not  possess  most  of  the  ordinary  properties 
of  matter.  Electricity,  itself,  is  not  a  form  of  energy, 
though  energy  may  be  necessary  to  move  it  under  certain 
conditions,  and  electricity  in  motion  is  capable  of  performing 
work. 

Note. — This  section  is  the  same  as  that  formerly  entitled  Dynamos 
and  Motors,  Part  1. 

§  8 

For  notice  of  the  copyright,  see  page  immediately  following  the  title  page. 
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Electrical  science  is  founded  upon  the  effects  produced  by 
the  action  of  certain  forces  upon  matter,  and  all  knowledge 
of  the  science  is  deduced  from  these  effects.  The  study  of 
the  fundamental  principles  of  electricity  is  an  analysis  of  a 
series  of  experiments  and  the  classification  of  the  results  in 
each  particular  case  under  general  laws  and  rules.  It  is  not 
necessary  to  keep  in  mind  any  hypothesis  of  the  exact  nature 
of  electricity;  its  effects  and  the  laws  which  govern  them 
are  quite  similar  to  those  of  well-known  mechanical  and 
natural  phenomena  and  will  be  best  understood  by  compar- 
ison. The  two  most  essential  features,  therefore,  in  acquir- 
ing a  knowledge  of  the  electrical  science  are:  first,  to  learn 
how  to  develop  electrical  action ;  and,  second,  to  determine 
the  effects  produced  by  it. 

2.  The  number  of  processes  for  developing  electrical 
action  is  almost  innumerable,  but  the  most  important  can 
be  classified  under  one  of  the  following  general  heads: 

(a)  By  the  contact  of  dissimilar  substances. 

(l?)  By  chemical  action. 

(c)  By  the  application  of  heat. 

(d)  By  magnetic  induction. 

3.  The  presence  of  electricity,  also,  can  be  detected  in 
many  different  ways;  under  certain  conditions,  it  will 

(a)  Cause  attractions  and  repulsions  of  light  particles  of 
matter,   such  as  feathers,    pith,  gold-leaf,   pieces  of  paper, 

3tC. 

(l?)  Decompose  certain  forms  of  matter  into  their  various 
elements  and  cause  other  chemical  changes. 

(c)  Produce  motion  in  a  freely  suspended  magnetic 
needle,  such  as  the  needle  of  a  compass. 

{d)  Violently  agitate  the  nervous  system  of  all  animals, 
causing  a  shock. 

(e)  Heat  the  substances  through  which  it  acts. 

These  are  the  principal  effects  produced  by  the  action  of 
electricity;  others  of  less  importance  will  appear  from  time 
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to  time  during  the  study  of  the  different  branches  <jf  the 
science. 

4.  Electricity  may  either  appear  to  reside  upon  the  sur- 
face of  bodies  as  a  cliar/>?e,  under  Jiigh  pressure  or  tension, 
or  flow  through  their  substance  as  a  current,  under  com- 
paratively low  pressure  or  tension. 

That  branch  of  the  science  which  treats  of  charges  upon 
the  surface  of  bodies  is  termed  electrostatics,  and  the 
charges  are  said  to  be  static  charges  of  electricity. 

Electrodynainics  is  that  branch  which  treats  of  the 
action  of  eleetric  eurreiits. 


STATIC  CHARGES. 

5.  When  a  glass  rod  or  a  piece  of  amber  is  rubbed  with 
silk  or  fur  the  parts  rubbed  will  have  the  property  of 
attracting  light  particles  of  matter,  such  as  pieces  of  silk, 
wool,  feathers,  gold-leaf,  pith,  etc.,  which,  after  momentary 
contact,  are  repelled.  These  attractions  and  repulsions 
are  caused  by  a  static  charge  of  electricity  residing  upon 
the  surface  of  those  bodies.  A  body  in  this  condition  is  said 
to  be  electrified. 

A  better  experiment  for  demonstrating  this  action  is  to 
suspend  a  small  pith-ball  by  a  silk  thread  from  a  support  or 
bracket,  as  shown  in  Fig.  1.  If 
a  static  charge  of  electricity  be 
developed  on  a  glass  rod,  by  rub- 
bing it  with  silk,  and  the  rod  be 
brought  near  the  pith-ball,  the 
ball  will  be  attracted  to  the  rod, 
but,  after  momentary  contact, 
will  be  repelled.  By  this  contact 
the  ball  receives  a  charge  of  the 
same  nature  as  that  on  the  glass 
rod,  and  as  long  as  the  two  bodies 
retain  their  charges,  mutual  repul- 
sion will  take  place  whenever  they  pio.  i. 
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are  brought  near  each  other.  If  a  stick  of  sealing-wax, 
electrified  by  being  rubbed  with  fur,  is  approached  to 
another  pith-ball,  the  same  results  will  be  produced,  i.  e., 
the  ball  will  fly  towards  the  sealing-wax,  and  after  contact 
will  be  repelled.  But  the  charges  respectively  developed  in 
these  two  cases  are  not  in  the  same  condition.  For  if,  after 
the  pith-ball  in  the  first  case  had  been  touched  with  the  glass 
rod  and  repelled,  the  electrified  sealing-wax  be  brought  in 
the  vicinity,  attraction  would  take  place  between  the  ball 
and  the  sealing-wax.  Conversely,  if  the  pith-ball  be  charged 
with  the  electrified  sealing-wax,  it  will  be  repelled  by  the 
wax  and  attracted  by  the  glass  rod. 

An  electric  charge  developed  upon  glass  by  rubbing  it 
with  silk  has  been  termed,  for  convenience,  a  positive  (+) 
charge,  and  that  developed  on  resinous  bodies  by  rubbing 
with  flannel  or  fur,  a  negative  (— )  charge. 

Neither  a  positive  nor  a  negative  charge  is  produced 
alone,  for  there  is  always  an  equal  quantity  of  both  charges 
produced,  one  charge  appearing  on  the  body  rubbed  and 
an  equal  amount  of  the  opposite  charge  upon  the  rubber. 

The  intensity  of  the  charge  developed  by  rubbing  the  two 
substances  together  is  independent  of  the  actual  amount  of 
friction  which  takes  place  between  the  bodies.  For,  in 
order  to  obtain  the  highest  possible  degree  of  electrification, 
it  is  only  necessary  to  bring  every  portion  of  one  surface 
into  intimate  contact  with  every  particle  or  every  portion 
of  the  other;  when  this  is  done,  no  extra  amount  of  rubbing 
can  develop  any  greater  charge  upon  either  substance. 

6,  From  the  foregoing  experiments  are  derived  the  fol- 
lowing laws: 

When  two  dissimilar  substances  are  placed  i?i  contact,  one 
of  them  always  assumes  tJie  positive  and  the  other  the  nega- 
tive condition,  although  the  amount  may  sometimes  be  so  small 
as  to  render  its  detection  very  difficult. 

Electrified  bodies  with  similar  charges  are  mutually  repel- 
lent, while  electrified  bodies  with  dissimilar  charges  are 
mutually  attractive. 
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7.  In  the  following  list,  called  the  electric  series,  the 
substances  are  arranged  in  such  order  that  each  receives 
3.  positive  charge  when  rubbed  or  placed  in  contact  with  any 
of  the  bodies  following  it,  and  a  negative  charge  when  rubbed 
with  any  of  those  which  precede  it: 


1. 

Fur. 

6. 

Cotton. 

11. 

Sealing-wax. 

2. 

Flannel. 

7. 

Silk.' 

12. 

Resins. 

3. 

Ivory. 

8. 

The  body. 

13. 

Sulphur. 

4. 

Crystals. 

9. 

Wood. 

14. 

Gutta-percha, 

5. 

Glass. 

10. 

Metals. 

15. 

Guncotton. 

For  example,  glass  when  rubbed  with/z^r  receives  a  7iega- 
tive  charge,  but  when  rubbed  with  silk  it  receives  a  positive 
charge. 


COIS^DUCTORS    AND    NOX-CONDUCTORS. 

8.  Only  that  part  of  a  dry  glass  rod  which  has  been 
rubbed  will  be  electrified;  the  other  parts  will  produce 
neither  repulsion  nor  attraction  when  brought  near  a  sus- 
pended pith-ball.  The  same  is  true  of  a  piece  of  sealing- 
wax  or  resin.  These  bodies  do  not  readily  conduct  electricity ; 
that  is,  they  oppose  or  resist  the  passage  of  electricity  through 
them.  Therefore,  it  can  only  reside  as  a  charge  upon  that 
part  of  their  surface  where  it  is  developed.  Experiments 
show  that  when  a  metal  receives  a  charge  at  any  point,  the 
electricity  immediately  passes  or  flows  through  its  substance 
to  all  parts.  Metals,  therefore,  are  said  to  be  good  con- 
ductors of  electricity.  Bodies  have  accordingly  been 
divided  into  two  classes,  i.  e.,  non-conductors,  or  Insu- 
latoi*s,  or  those  bodies  which  offer  a  very  high  resistance 
to  the  passage  of  electricity,  and  conductors,  or  those 
bodies  which  offer  a  comparatively  low  resistance  to  its 
passage.  This  distinction  is  not  absolute,  for  all  bodies 
conduct  electricity  to  some  extent,  while  there  is  no  known 
substance  which  does  not  offer  some  resistance  to  the  flow  of 
electricity. 
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In  giving  the  following  list  and  dividing  the  different 
substances  into  two  classes,  it  should  be  understood  that  it 
is  done  only  as  a  guide  for  the  student.  Between  these  two 
classes  are  many  substances  which  might  be  included  in 
either  list,  and  no  hard  or  fast  line  can  be  drav^-n. 

Silver, 


Copper, 
Other  Metals, 
Charcoal, 
Ordinary  Water, 
The  Body. 

Paper, 

Oils, 

Porcelain, 

Wood, 

Silk, 

Resins, 

Gutta-percha, 

Shellac, 

Ebonite, 

Paraffin, 

Glass, 

Dry  Air,  etc. 


[-  Conductors. 


NON-CoNDUCTOR£ 
OR 

Insulators. 


ELECTRODYNAMICS. 

9,  In  dealing  with  electric  currents^  the  word  potential 
will  be  substituted  for  the  general  and  vague  phrase  elec- 
trical condition. 

The  tQ.rva potential,  as  used  in  electrical  science,  is  analogous 
with  pressure  in  gases,  Jiead  in  liquids,  and  temperature 
in  heat. 

When  an  electrified  body  positively  charged  is  connected 
to  the  earth  by  a  conductor,  electricity  is  said  to  flow  from 
the  body  to  the  earth ;  and,  conversely,  when  an  electrified 
body   negatively   charged   is   connected   to  the   earth   in   a 
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similar  manner,  electricity  is  said  to  flow  from  the  earth  to 
that  body.  This  is  called  the  directiou  of  flow  of  an 
electric  current.  That  which  determines  the  direction  of 
floiv  is  the  relative  electrical  potential,  ox  pressure,  of  the  two 
charges  in  regard  to  the  earth. 

It  is  impossible  to  say  with  certainty  in  which  direction 
electricity  really  flows,  or,  in  other  words,  to  declare  which 
of  two  points  has  the  higher  and  which  the  lower  electrical 
potential,  or  pressure.  All  that  can  be  said  with  certainty 
is  that  when  there  is  a  difference  of  electrical  potential,  or 
pressure,  electricity  tends  to  flow  front  the  point  of  higher 
to  that  of  the  \o\\er  potential,  or  pressure. 

For  convenience,  it  has  been  arbitrarily  assumed  and  con- 
ventionally adopted  that  that  electrical  condition  called  posi- 
tive is  at  a  higher  potential,  or  pressure,  than  that  called  nega- 
tive, and  that  electricity  tends  to  ?^o\\  from  2i  positively  to 
a  negatively  electrified  body. 

The  zero  or  normal  level  of  water  is  taken  as  that  of  the 
surface  of  the  sea,  and  the  normal  pressure  of  air  and  gases 
as  that  of  the  atmosphere  at  the  sea  level ;  similarly,  there 
is  a  zero  potential,  or  pressure,  of  electricity  in  the  earth 
itself.  The  earth  may  be  regarded  as  a  reservoir  of  elec- 
tricity of  infinite  quantity,  and  its  potential,  or  pressure, 
may  therefore  be  taken  as  zero. 

The  electrical  condition  called  positive  is  assumed  to  be  at 
a  higher  potential,  or  pressure,  than  the  earth,  and  that  called 
negative  is  assumed  to  be  at  a  lower  potential,  or  pressure, 
than  the  earth. 

10.  It  must  be  understood  that  electricity  is  a  co>idition 
of  matter,  and  not  matter  itself,  for  it  possesses  neither 
tveight  nor  dimensions.  Consequently,  the  statement  that 
electricity  \s  Jhnving  through  a  conductor  must  not  be  taken 
too  literally;  it  must  not  be  supposed  that  any  material  sub- 
stance, such  as  a  liquid,  is  actually  passing  through  the  con- 
ductor in  the  same  sense  as  water  flows  through  a  pipe.  The 
statement  that  electricity  is  flowing  through  a  conductor  is 
only  another  way  of  expressing  the  fact  that  the  conductor 
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and  the  space  surrounding  it  are  in  different  conditions  than 
usual  and  that  they  possess  unusual  properties.  The  action 
of  electricity,  however,  is  quite  similar  in  many  respects  to 
the  flow  of  liquids,  and  the  study  of  electric  currents  is  much 
simplified  by  the  analogy. 

11.  In  order  to  produce  what  is  called  an  electric  cur- 
rent, it  is  first  necessary  to  cause  a  difference  of  electrical 
potential  between  two  bodies  or  between  two  parts  of  the  same 
body. 

It  was  stated  that  when  two  dissimilar  substances  are 
simply  placed  in  contact,  one  always  assumes  the  positive 
and  the  other  the  negative  condition ;  or,  in  other  words, 
a  difference  of  electrical  potential  is  developed  between  the  tzvo 
bodies. 

Placing  a  piece  of  copper  and  zinc  in  contact  will  develop 
a  difference  of  electrical  potential  which  can  easily  be 
detected.  The  same  results  will  follow  if  the  plates  are 
slightly  separated  from  each  other  and  placed  in  a  vessel 
containing  saline  or  acidulated  water,  leaving  a  small  por- 
tion of  one  end  of  each  plate  exposed.  The  exposed  ends  of 
the  zinc  and  copper  are  now  electrified  to  different  degrees, 
or,  in  other  words,  there  is  a  difference  of  electrical  potential 
between  them,  one  plate  being  at  a  higher  potential  than 
the  other. 

When  the  exposed  ends  are  connected  by  any  conducting 
material,  the  potential  between  the  plates  tends  to  equalize 
and  a  momentary  rush  or  discharge  of  electricity  passes 
between  the  exposed  ends  through  the  conductor,  and  also 
betwtjen  the  submerged  ends  through  the  liquid.  During  its 
passage  through  the  liquid,  the  electricity  causes  certain 
chemical  changes  to  take  place;  these  chemical  changes 
cause  in  their  turn  a  fresh  difference  of  potential  between 
the  plates,  which  is  followed  immediately  by  another  equal- 
izing discharge,  and  that  by  a  further  difference,  and  so  on. 
These  changes  follow  one  another  with  great  rapidity — so 
rapidly,  in  fact,  that  it  is  impossible  to  distinguish  them  apart, 
and  they  appear  absolutely  continuous.     The  equalizing  flow 


§  8  ELECTRICITY  AND  MAGNETISM.  9 

which  is  constantly  taking  place  from  one  plate  to  the  other 
is  known  as  a  eontinuoiis  current  of  electricity.  Conse- 
quently, an  electric  current  becomes  continuous  when  the 
difference  of  potential  is  constantly  maintained. 

By  the  use  of  a  very  delicate  instrument,  the  submerged 
end  of  the  copper  is  found  to  be  electrified  with  a  negative 
charge,  while  the  submerged  end  of  the  zinc  is  electrified 
with  a  positive  charge.  The  direction  of  the  current,  there- 
fore, will  be  from  the  submerged  end  of  the  zinc  through 
the  liquid  to  the  submerged  end  of  the  copper,  and  from 
the  exposed  end  of  the  copper  to  the  exposed  end  of  the 
zinc. 


13.  A  simple  Aoltaie,  or  galvanic,  cell,  Fig.  2,  is  an 
apparatus  for  developing  a  continuous  current  of  electricity. 
It  consists  essentially  of  a  vessel  containing  saline  or  acid- 
ulated water  in  which  are  submerged  two  plates  of  dissimi- 
lar metals,  or  one  metal  and  a  metalloid  (as,  for  instance, 
carbon). 

Ijlectrolyte  is  the  name  given  to  the  licjuid,  which,  as  it 
transmits  the  current,  is  decomposed  by  it. 

The  two  dissimilar  metals, 
when  spoken  of  separately,  are 
called  voltaic,  or  galvanic, 
elements;  and,  when  taken 
collectively,  are  known  as  a 
voltaic  couple. 

A  voltaic,  or  galvanic,  bat- 
tery is  a  number  of  simple  cells 
properly  joined  together. 

Electrodes,  or  poles,  of  a 
cell  or  battery  are  metallic  ter- 
minals or  connectors  attached 
to  the  exposed  ends  of  the  plates,  and  are  used  to  connect 
the  cell  or  battery  to  any  exterior  conductor  or  to  another 
cell  or  battery. 

It  should  be  remembered  that  the  polarity  of  the  sub- 
merged ends  of  the  plates  is  always  of  opposite  sign  to  that 
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of  their  electrodes.  For  example,  in  the  case  of  the  zinc- 
and-copper  couple,  the  electrode  fastened  to  the  zinc  would 
be  spoken  of  as  the  negative  electrode  of  the  cell,  while  the 
zinc  itself  would  be  the  positive  element  of  the  cell,  its  sub- 
merged end  hoAVi^  positive. 

In  any  voltaic,  or  galvanic,  couple,  the  element  which  is 
acted  upon  by  the  electrolyte  will  always  be  the  positive 
element  and  its  electrode  the  negative  electrode  of  the 
cell. 

13.  The  following  list  of  voltaic  elements  composes 
what  is  called  the  electromotive  series : 

1.  Zinc.  5.  Iron.  10.  Silver. 

2.  Cadmium.  6.  Nickel.  11.  Gold. 

3.  Tin.  7.  Bismuth.  12.  Platinum. 

4.  Lead.  8.  Antimony.  13.  Graphite. 

9,  Copper. 

Any  two  of  these  metals  form  a  voltaic  coiiple  and  pro- 
duce a  difference  of  potential  when  submerged  in  saline  or 
acidulated  water,  the  one  standing  first  on  the  list  being  the 
positive  element  or  plate,  and  the  other  the  negative.  For 
example,  if  niekel  and  graphite  are  used,  the  nickel  will  be 
acted  upon  by  the  liquid  and  will  form  the  positive  element ; 
but  if  nickel  and  zinc  are  used,  the  zinc  will  be  acted  upon 
by  the  liquid  and  hence  will  be  Xh^  positive  element. 

The  difference  of  potential  will  be  greater  in  proportion 
to  the  distance  between  the  positions  of  the  two  substances 
in  the  list.  For  example,  the  difference  of  potential  devel- 
oped between  zinc  and  graphite  is  much  greater  than  that 
developed  between  zinc  and  nickel ;  in  fact,  the  difference  of 
potential  developed  between  zinc  and  graphite  is  equal  to  the 
difference  of  potential  developed  between  zinc  and  nickel 
plus  that  developed  between  nickel  and  graphite. 

Electricity  flowing  as  a  current  differs  from  static  charges 
in  three  important  degrees — namely,  (1)  its  potential  is 
much  lower;  (2)  its  actual  quantity  is  greater;  and  (3)  it  is 
conti7iiious. 
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A  substance  charged  from  a  strong  voltaic  battery  pos- 
sesses the  property  of  attracting  light  substances  in  only 
the  slightest  degree;  in  fact,  the  attractions  can  only  be 
detected  with  the  most  delicate  instruments.  The  potential 
of  a  current  of  electricity  is  comparatively  so  small  that  a 
voltaic  battery  composed  of  a  large  number  of  cells  is  not 
sufficient  to  produce  a  spark  more  than  one  or  two  one-hun- 
dredths  of  an  inch  long  in  air,  whereas  a  small,  rapidly 
moving  leather  belt  will  sometimes  produce  static  sparks  of 
more  than  an  inch  in  length.  The  length  of  the  spark 
affords  a  means  of  estimating  potentials,  a  high  potential 
being  capable  of  producing  a  longer  spark  than  a  low  poten- 
tial ;  but  the  length  of  spark  gives  us  no  means  of  estimating 
the  ciii'rent  strength  or  quantity  of  electricity  flowing. 
The  actual  quantity  oi  electricity  is  measured  by  the  amount 
of  water  it  will  decompose.  Gauged  by  this  standard,  the 
quantity  of  electricity  produced  by  a  voltaic  cell  no  larger 
than  a  thimble  would  be  found  greater  than  that  from  a 
large,  rapidly  moving  belt  giving  static  sparks  several  inches 
in  length. 

1.4.  There  are  three  different  methods  of  connecting  or 
grouping  the  cells  in  a  voltaic  battery:  ///  scries;  in  par- 
allel, or  multiple-arc;  in  multiple-series. 

Cells  are  connected  in  series  when  the  positive  electrode 
of  the  first  cell  is  connected  to  the  negative  electrode  of  the 
second,  and  the  positive  electrode  of  the  second  is  connected 
to  the  negative  electrode  of  the  third,  and  so  on,  as  shown 
in  the  diagram.  Fig.  3.      In    . 

this    we    have    adopted    the    Vitt^,i^jt^|t^|t===^jt' 
usual  signs  tor  rcprcsentnig  "i       "'       "'       "'       "'         ' 

a  cell,  the  short,  broad  line  Fig.  3. 

representing  one  of  the  electrodes  of  the  cell,  and  the  long, 
narrow  line  the  other  electrode.  In  this  method  of  con- 
necting or  grouping  cells,  when  the  negative  electrode  of 
the  first  cell  is  connected  to  the  positive  electrode  of  the 
last  by  some  exterior  conductor,  the  total  current  produced 
will  flow  successivelv  through  each  cell.      This  method  of 
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grouping  is  used  when  there  is  available  a  large  number  of 
/^tc'-potential  cells  and  a  Jiigh  potential  is  desired,  as  in  long 
telegraph  lines  or  any  other  //z^V^-resistance  circuit. 

15.  Cells  are   connected  in  i^arallel,  or  multiple-arc, 

when  the  positive  electrodes  of  all  the  cells  are  connected  to 
one  main  positive  conductor  and  all  the  negative  electrodes 
are  connected  to  one  main  negative  conductor,  as  shown  by 

the    diagram,    Fig.    4.       In 

parallel,     or     multiple-arc, 

grouping,    only    a    part    of 

y^^'^  the  total  current  flowing  in 

main  conductors  will  pass 
through  each  cell.  This  method  of  grouping  is  used  when 
it  is  desired  to  obtain  a  strong  current  from  a  number  of 
cells  (when  the  external  re-  ^ 
sistance  is  /<?zi:'),  as  in  electro-  /_ 
plating. 

16.  Cells  are  connected 
in  multiple-series  by  ar- 
ranging    them     in    several  ^'°-  ^• 

groups,  each  group  being  composed  of  several  cells  connected 
in  series,  and  then  connecting  all  the  groups  together  in 
parallel,  or  multiple-arc,  as  shown  in  the  diagram.  Fig.  5. 
This  method  is  used  where  both  a  higher  potential  and  a 
stronger  current  are  required  than  any  one  cell  of  the  group 
will  give. 

CIRCtTITS. 

17.  A  circuit  is  a  path  composed  of  a  conductor  or  of 
several  conductors  joined  together,  through  which  an  elec- 
tric current  flows  from  a  given  point  around  the  conducting 
path  back  again  to  its  starting  point. 

A  circuit  is  broken,  or  open,  when  its  conducting  ele- 
ments are  disconnected  in  such  manner  as  to  prevent  the 
current  from  flowing. 

A  circuit  is  closed,  or  complete,  when  its  conducting 
elements  are  so  connected  as  to  allow  the  current  to  flow. 


^ 
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A  circuit  in  which  the  earth,  or  ground,  forms  part  of  the 
conducting  path  is  called  an  earth,  or  a  grounded,  circuit. 

The  external  circuit  is  that  part  of  a  circuit  which  is 
outside  or  external  to  the  electric  source. 

The  internal  circuit  is  that  part  of  a  circuit  which  is 
included  within  the  electric  source. 

In  the  case  of  the  simple  voltaic  cell,  the  internal  circuit 
consists  of  the  two  metallic  plates,  or  elements,  and  the 
electrolyte;  an  external  circuit  would  be  a  wire  or  any  con- 
ductor connecting  the  free  ends  of  the  electrodes. 

18.  Conductcjrs  are  said  to  be  connected  in  series  when 
they  are  so  joined  together  as  to  allow  the  current  t«j  pass 
consecutively  through  each. 
For  example.  Fig.  G  repre- 
sents a  closed  circuit  con- 
sisting of  a  simple  voltaic 
cell  B  and  four  'conductors 
a,  b,  c,  and  d  connected  in 
series. 

A  circuit  which  is  divided  ^ 

into  two  or  more  branches,  fig.  6. 

each  branch  transmitting  part  of  the  main  current,  is  a 
derived,  or  sliunt,  circuit,  and  the  separate  branches  are 
said  to  be  connected  in  pai*allel,  or  multiple-arc.  An 
example  of   a  derived  circuit  of    two  branches  in  parallel 

J        is  shown    in    Fig.    7.      The 

main  current  flows  first 
through  the  conductor  a, 
then  divides  between  the 
l)ranches  c  and  b,  and  final- 
ly unites  and  completes  the 
jB  circuit    through     the     con- 

^'°-  '••  ductor  </,  the  two  branches 

c  and  b  being  the  conductors  which  are  connected  in  par- 
allel, or  multiple-arc.  The  way  the  current  divides  and  how 
the  amount  which  Avill  flow  through  the  branches  b  and  c 
is  determined  wnll  be  treated  of  later. 
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MAaiSTETISM. 

19.  Magnets  are  substances  which  have  the  property 
of  attracting  pieces  of  iron  or  steel,  and  the  term  magnet- 
ism is  applied  to  the  cause  of  this  attraction.  JMagnetisin 
exists  in  a  natural  state  in  an  ore  of  iron,  which  is  known  in 
chemistry  as  magnetic  oxide  of  iron,  or  magnetite.  This 
magnetic  ore  was  first  found  by  the  ancients  in  Magnesia, 
a  city  in  Asia  Minor;  hence,  substances  pos- 
sessing this  property  have  been  called  magnets. 
It  was  also  discovered  that  when  a  small  bar 
of  this  ore  is  suspended  in  a  horizontal  position 
by  a  thread,  it  has  the  property  of  pointing  in 
a  north  and  south  direction.  From  this  fact 
the  name  lodestone^ — leading-stone — was  given 
to  the  ore. 

When  a  bar  or  needle  of  hardened  steel  is 
rubbed  with  a  piece  of  lodestone,   it  acquires 
magnetic    properties    similar   to    those    of   the 
Fig.  8.         lodestone  without  the  latter  losing  any  of  its 
own  force.     Such  bars  are  called  artiflcial  magnets. 

Artificial  magnets  which  retain  their  magnetism  for  a 
long  time  are  called  permanent  magnets. 

The  common  form  of  artificial,  or  permanent,  magnet, 
Fig.  8,  is  a  bar  of  steel  bent  into  the  shape  of  a  horseshoe 
and  then  hardened  and  magnetized.  A  piece  of  soft  iron, 
called  an  armature,  or  a  keeper,  is  placed  across  the  two 
free  ends,  which  helps  to  prevent  the  steel  from  losing  its 
magnetism. 


30.  If  a  bar  magnet  is  dipped  into  iron  filings,  the 
filings  are  attracted  toward  the  two  ends  and  adhere 
there  in  tufts,  while  toward  the  center  of  the  bar,  half  way 
between  the  two  ends,  there  is  no  such  tendency.  (See 
Fig.  9.)  That  part  of  the  magnet  where  there  is  no  appar- 
ent magnetic  attraction  is  called  the  neutral  line,  and 
the  parts  around  the  two  ends  where  the  attraction  is  great- 
est are  called   poles.     An  imaginary  line    drawn    through 
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the  center  of  the  magnet  from  end  to  end,  connecting  the 
two  poles  together,  is  called  the  axis  of  magnetism. 


Fig.  10. 


Fig.  9. 

A  compass  consists  of  a  magnetized  steel  needle,  Fig.  10, 
resting  upon  a  fine  point,  so  as  to  turn  freely  in  a  horizontal 
plane.  When  not  in  the  vicinity  of 
other  magnets  or  magnetized  iron,  the 
needle  will  always  come  to  rest  with  one 
end  pointing  towards  the  north  and  the 
other  towards  the  south.  The  end  point- 
ing northward  is  the  north-seeking 
pole,  or,  simply,  the  nortli  pole,  and  the 
opposite  end  is  the  soxitli-seeking  or 
south  pole.     This  polarity  applies  as  well  to  all  magnets. 

If  the  north  pole  of  one  magnet  is  brought  near  the  south 
pole  of  another  magnet,  attraction  takes  place ;  but  if  two 
north  poles  or  two  south  poles  are  brought  together,  they 
repel  each  other.  In  general,  like  viagnetie  poles  repel  one 
anotlier;  loilike  poles  attraet  one  another. 

The  earth  is  a  great  magnet  Avhose  magnetic  poles  coin- 
cide nearly,  but  not  quite,  with  the  true  geographical 
north  and  south  poles.  A  freely  suspended  magnet,  there- 
fore, Avill  always  point  in  an  approximately  north  and  south 
direction. 

It  is  impossible  to  produce  a  magnet  with  only  one  pole. 
If  a  long  bar  magnet  is  broken  into  any  number  of  parts, 
each  part  will  still  be  a  magnet  and  have  two  poles,  a  north 
and  a  south  one. 
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31.  Magnetic  substances  are  those  substances  which, 
although  not  in  themselves  magnets,  that  is,  not  possessing 
poles  and  neutral  lines,  are,  nevertheless,  capable  of  being 
attracted  by  a  magnet.  In  addition  to  iron  and  its  alloys, 
the  following  elements  are  magnetic  substances:  Nickel, 
cobalt,  manganese,  oxygen,  cerium,  and  chromium.  These, 
however,  possess  magnetic  properties  in  a  very  inferior 
degree  compared  with  iron  and  its  alloys.  All  other  known 
substances  are  called  non-magnetic   substances. 


//^//;/i-(///ii;\\Sy;y:^--^^.<-s^^i1ni.\\M\vViO 


32.     The   space  surrounding   a   magnet,    in   which   any 

magnetic  substance  will  be  attracted  or  repelled, is  called  its 

magnetic  field,  or,  simply,  its 
field.  Magnetic  attractions  and 
repulsions  are  assumed  to  act  in  a 
definite  direction  and  along  imag- 
inary lines  called  lines  of  mag- 
netic force,  or,  simply,  lines 
of  force,  and  every  magnetic  field 
is  assumed  to  be  traversed  by  such 
lines  of  force — in  fact,  to  exist  by 
virtue  of  them.  Their  position 
^^"^-  ^1-  in  any    plane  may  be   shown    by 

placing  a  sheet  of  paper  over  a  magnet  and  sprinkling  fine 

iron  filings  over  the  paper.     In  the  case  of  a  bar   magnet 

lying  on  its  side,   the  iron  filings 

will  arrange  themselves  in  curved 

lines  extending  from  the  north  to 

the  south  pole,  as  shown  in  Fig.  11. 

A    view    of     the    magnetic    field 

looking  towards  either   pole   of   a 

bar  magnet  would   exhibit  merely 

radial  lines,  as  shown  by  the  filings 

in  Fig.  12. 

Every  line  of   force  is  assumed 

to  pass  out  from  the  north  pole, 

make  a  complete  circuit   through 

the  surrounding  medium,  and  pass  into  the  south  pole,  thence 


Fig,  li. 
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through  the  magnet  to  the  north  pole  again,  as  shown  in 
Fig.  13.  This  is  called  the  direction  of  the  lines  of  force,  and 
the  path  which  they  take  is  called  the  magnetic  circuit. 


Fig.  13. 

23.  The  direction  of  the  lines  of  force  in  any  magnetic 
field  can  be  traced  by  a  small,  freely  suspended  magnetic 
needle,  or  a  small  compass  such  as  indicated  by  ;;/  in  Fig.  13. 
The  north  pole  of  the  needle  will  always  point  in  the  direc- 
tion of  the  lines  of  force,  the  length  of  the  needle  lying  either 
parallel  or  tangent  to  the  lines  of  force  at  that  point.  If  the 
needle  be  moved  bodily  in  the  direction  towards  which  the 
north  pole  points,  its  center  or  pivot  will  describe  a  path 
coinciding  with  the  direction  of  the  lines  of  force  in  that 
part  of  the  magnetic  field. 

Note. — In  all  diagrams,  the  direction  of  the  lines  of  force  will  be 
represented  by  arrowheads  upon  dotted  lines. 
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Lines  of  force  can  never  intersect  one  another;  when  two 
opposing  magnetic  fields  are  brought  together,  as  indi- 
cated by  the  iron  fiHngs  in  Fig.  14  and  Fig.  15,  the 
lines  of  force  from  each  will  be  crowded  and  distorted  from 
their  original  direction  until  they  coincide  in  direction  with 


Fig.  14. 


Fk;.  1.-). 


those  opposing,  and  form  a  resultant  field  in  which  the 
direction  of  the  lines  of  force  will  depend  upon  the  relative 
strengths  of  the  two  opposing  negative  fields.  The  result- 
ing poles  thus  formed  are  called  consequent  poles. 

In  every  magnetic  field  there  are  certain  stresses  which 
produce  a  tension  along  the  lines  of  force  and  a  pressure 
across  them ;  that  is,  they  tend  to  shorten  themselves  from 
end  to  end  and  to  repel  one  another  as  they  lie  side  by  side. 

24.  When  a  magnetic  substance  is  brought  into  a  mag- 
netic field,  the  lines  of  force  in  tliat  vicinity  crowd  together 
and  all  tend  to  pass  through  the  substance.  If  the  substance 
is  free  to  move  on  an  axis  (but  not  bodily)  towards  the 
magnet  pole,  it  will  always  come  to  rest  with  its  greatest 
extent  or  length  in  the  direction  of  the  lines  of  force.  The 
body  will  then  become  a  magnet,  its  south  pole  being  situ- 
ated where  the  lines  of  force  enter  it  and  its  north  pole 
where  they  pass  out.  The  production  of  magnetism  in  a 
magnetic  substance  in  this  manner  is  called  magnetic 
induction.  The  production  of  artificial  magnetism  in  a 
hardened  steel  needle  or  bar  by  contact  with  lodestone  is 
one  case  of  magnetic  induction. 


§8 


ELECTRICITY  AND  MAGNETISM. 


19 


The  amount,  or  quantity,  of  magnetism  is  expressed 
by  the  total  number  of  lines  of  force  contained  in  a  magnetic 
circuit. 

Magnetic  density  is  the  number  of  lines  of  force  passing 
through  a  unit  area  measured  perpendicularly  to  their 
direction. 


EliECTRO^IAGXETISM. 

25.  If  a  conductor  be  placed  parallel  to  the  magnetic 
axis  of  a  compass  needle  and  a  current  be  passed  through 
the  conductor  in  either  direction,  the  needle  will  tend  to  place 
itself  at  right  angles  to  the  conductor,  as  shown  by  arrows 


Fig.  1G. 

in  Fig.  IG;  or,  in  general,  an  electric  current  and  a  magnet 
exert  a  mutual  force  upon  each  other.  From  the  definition 
given  in  Art.  22,  the  space  surrounding  the  conductor  is  a 
magnetic  field.  If  the  conductor  is  threaded  up  through 
a  piece  of  cardboard,  and  iron  filings  are  sprinkled  on 
the  cardboard,  they,  will  arrange 
themselves  in  concentric  circles 
around  the  conductor,  as  repre- 
sented in  Fig.  17.  This  effect  will 
be  observed  throughout  the  entire 
length  of  the  conductor  and  is 
caused  entirely  by  the  current. 
In  fact,  every  conductor  convey- 
ing a  current  of  electricity  can  be 
imagined  as  completely  surrounded 
by  a  sort  of  magnetic  xuJiirl^  the  fig.  n. 
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magnetic  density  decreasing  as  the  distance  from  the  current 
increases.      (See  Fig.  18.) 

36,     If  the  current  in  a  horizontal  conductor  is  flowing 
towards  the  north,  and  a  compass  is  placed  under  the  con- 
I         ductor,  Fig.  10,  the  north  pole  of  the  needle  will 
*         be  deflected  towards  the  ivest ;  by  placing  the  com- 
pass over  the  wire,  Fig.  20,  the  north  pole  of  the 
needle    will    be    deflected    towards   the    east.      By 
reversing  the  direction  of  the  current  in  the  con- 
ductor, the  needle  will  point  in  the  opposite  direc- 
tion in  each  case,  respectively. 

If  the  conductor  is  placed  oi'er  the  needle  and 
then  bent  back  under  it,  forming  a  loop  as  shown 
in  Fig.  21,  the  tendency  of  the  current  in  both 
top  and  bottom  portions  of  the  wire  is  to 
deflect  the  north  pole  of  the  needle  in  the  same 
direction. 

From  these  experiments,  knowing  the  direction 
of  current  in  the  conductor,  the  following  rule  is 
deduced   for   the   direction  of   the   lines  of  force 
Fig.  18.     around  the  conductor : 

Rule. — If  the  current  is  Jloiving  in   the  conductor  atvay 
from  the  observer y  then  the  directiott  of  the  lines  of  force 


Fig.  19. 


Fig.  ao. 


Fig.  21. 


will  be  around  the  conductor  in  the  direction  of  the  hajids 
of  a  watch. 


§8 


ELECTRICITY  AND  MAGNETISM. 


21 


The  direction  of  the  Hnes  of  force  aioiind  a  conductor  is 
indicated  in  Fig.  22,  where  the  current  is  assumed  to  be 
flowing  downwards,  that 
is,  piercing  the  paper. 


21,  Two  parallel 
conductors,  both  trans- 
mitting currents  of  elec- 
tricity, are  either  mutu- 
ally attractive  or  repel- 
lent, depending  upon  the 
relative  direction  of  their 
currents.  If  the  currents 
are  flowing  in  the  same 
direction  in  both  con- 
ductors, as  represented 
in  Fig.  23,  the  lines  of 
force  will  tend  to  sur- 
round   both    conductors 


FIG.  22. 


and  contract,  thus  attracting  the  conductors.     If,  however, 
the  currents  are  flowing  in  opposite  directions,  as  in  Fig.  24, 


Fig.  23. 


Fig.  21. 


the   lines  of  force  lying  between  the  conductors  will  liavc 
the  same  direction  and  therefore  repel  the  conductors. 

28.     If  the  conductor  carrying  the  current  is  bent  into 
the  form  of  a  loop,  as  in  Fig.  25,  then   all  the  lines  of  force 
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around  the  conductor  will  thread  through  the  loop  in  the 
same  direction.  By  bending  the  conductor  into  a  long  Jiclix 
of  several  loops,  the  lines  of  force  around  each  loop  will  coin- 
cide with  those  around  the  adjacent  loops,  forming  several 
long  lines  of  force  which  thread  through  the  entire  helix, 
entering  at  one   end  and   passing   out    at   the  other.     The 


Fig.  25. 

same  conditions  now  exist  in  the  helix  as  exist  in  a  bar  mag- 
net, i.  e.,  the  lines  of  ioxco.  pass  out  from  one  end  and  enter 
the  other.  In  fact,  the  helix  possesses  a  north  and  a  south 
pole,  a  neutral  line,  and  all  the  properties  of  attraction  and 
repulsion  of  a  magnet.  If  it  is  suspended  in  a  horizontal 
position  and  free  to  turn,  it  will  come  to  rest  pointing  in  a 
north-and-south  direction. 

A  helix  made  in  this  manner,  around  which  a  current  of 
electricity  is  circulating,  is  called  a  solenoid. 

29.  The  polarity  of  a  solenoid,  that  is,  the  direction  of 
the  lines  of  force  which  thread  through  it,  depends  upon  the 
direction  in  which  the  conductor  is  coiled  and  the  direction 
of  the  current  in  the  conductor. 

To  determine  the  polarity  of  a  solenoid,  knowing  the 
direction  of  the  current: 


Kule. — In  looking  at  the  end  of  the  helix,  if  it  is  so  wound 
that  the  current  circulates  around  the  helix  in  the  direction 
of  t lie  hands  of  a  watch,  that  end  will  be  a  south  pole  ;  if  in 
the  other  direction,  it  tvill  be  a  north  pole. 
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Fig.  20  represents  a  conductor  coiled  in  a  right-handed 
helix.  If  the  current  starts  to  flow  from  the  end  where  the 
observer  stands,  that  end 
will  be  a  south  pole  and  5, 
the  observer  will  be  looking 
through  the  helix  i)i  the 
direction  of  the  lines  of 
force.  FIG.  ac. 

The  polarity  of  a  solenoid  can  be  changed  by  reversing 
the  direction  of  the  current  in  the  conductor. 

30.  It  has  been  stated  that  when  a  magnetic  substance 
is  brought  into  a  magnetic  field,  the  lines  of  force  in  that  field 
crowd  together,  and  all  try  to  pass  through  that  substance; 
in  fact,  they  will  alter  their  circular  shape  and  extend  a 
considerable  distance  from  their  original  position  in  order 
to  pass  through  it.  A  magnetic  substance,  therefore,  offers 
a  better  path  for  the  lines  of  force  than  air  or  other  non- 
magnetic substances. 

The  facility  afforded  by  any  substance  to  the  passage 
through  it  of  lines  of  force  is  called  magnetic  permea- 
bility, or,  simply,  permeability. 

The  permeability  of  all  non-magnetic  substances,  such  as 
air,  copper,  wood,  etc.  is  taken  as  1,  or  unity.  The  permea- 
bility of  soft  iron  may  be  as  high  as  2,000  times  that  of  air. 
If,  therefore,  a  piece  of  soft  iron  be  inserted  into  the  mag- 
netic circuit  of  a  solenoid,  the  number  of  lines  of  force  will 
be  greatly  increased,  and  the  iron  will  become  highly  mag- 
netized. 

31.  A  magnet  produced  by  inserting  a  magnetic  sub- 
stance into  the  magnetic  circuit  of  a  solenoid  is  an  electro- 
magnet, and  the  magnetic 
substance  around  which  the 
current  circulates  is  called 
the  core.  (See  Fig.  27.) 
The  solenoid  is  generally 
termed    the    magnetizing 

Fig.  27.  coil. 
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In  the  ordinary  form  of  electromagnet,  the  magnetizing 
coil  consists  of  a  large  number  of  turns  of  insulated  wire, 
that  is,  wire  covered  with  a  layer  or  coating  of  some  non-con- 
ducting or  insulating  material,  usually  silk  or  cotton;  other- 
wise the  current  would  take  a  shorter  and  easier  circuit  from 
one  coil  to  the  adjacent  one  or  from  the  first  to  the  last  coil 
through  the  iron  core  without  circulating  around  the  magnet. 
The  simplest  form  of  an  electromagnet  is  the  bar  magnet. 

As  usually  constructed,  it  consists 
of  a  straight  bar  of  iron  or  steel  B, 
fitted  into  a  spool,  or  bobbin,  made 
of  hard  vulcanized  rubber  or  some 
other  inflexible  insulating  ma- 
terial. The  magnetizing  coil  of 
fine  insulated  copper  wire  w  is 
wound  in  layers  in  the  bobbin,  as 
shown  by  the  cross-section  in 
Fig.  28. 

The  rule  for  determining  the 
polarity  of  a  solenoid  is  the  same  for  an  electromagnet. 
It  makes  no  difference  whether  the  wire  is  wound  in  one 
layer  or  in  any  number  of  layers,  or  whether  it  is  wound 
towards  one  end  and  then  wound  back  again  over  the  previ- 
ous layer  towards  the  other  end ;  so  long  as  the  current 
circulates  continually  in  the  same  direction  around  the  core, 
the  polarity  of  the  magnet  will  remain  unchanged. 


Fig.  28. 


32.  The  most  convenient  form  of  electromagnet  for  a 
great  variety  of  uses  is  the  horseshoe,  or  \}-shaped,  electro- 
magnet. Fig.  30.  It  consists  of  a  bar  of  iron  bent  into  the 
shape  of  a  horseshoe  with  straight  ends  and  provided  with 
two  magnetizing  coils,  one  on  each  end  of  the  magnet.  The 
two  ends  which  are  surrounded  by  the  coils  are  the  cores  of 
the  magnet,  and  the  arc-shaped  piece  of  iron  joining  them 
together  is  known  as  the  yoke  of  the  magnet.  The  ordinary 
U-shaped  electromagnet  is  made  in  three  parts,  namely, 
two  iron  cores  wound  with  the  magnetizing  coils,  and  a 
straight  bar  of  iron  joining  the  two  cores  together  for  a  yoke, 
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as  shown  in  Fig.  29.      In  looking  at  the  free  ends  of  the  two 

cores,  Fig.  30,  the  current  should  circulate  around  one  core 

in   an  opposite  direction 

to  that  around  the  other. 

If  the  current  circulates 

around  both  cores  in  the 

same  direction,  the  lines 

of  force  produced  in  the 

two   cores,    respectively, 

oppose    one    another, 

forming    two    like    poles 

at   their   free    ends    and  ^'^  ''■ 

a  consequent  pole  in  the  yoke.     The  total  number  of  lines 

of   force  produced  by  both  coils  will  be  greatly  diminished, 


Fig.  30. 


ViG.  31. 


and  the  magnet  will  exhibit  only  a  small  amount  of  mag 
netic  attraction. 

Another  common  form  of  electromagnet  is  known  as  the 
iron-clad  electromagnet.  In  its  simplest  form,  Fig.  31,  it 
contains  only  one  magnetizing  coil  and  one  core.  The  core 
is  fastened  to  a  disk-shaped  iron  yoke,  and  the  magnetic 
circuit  is  completed  through  an  iron  shell  which  rises  up 
from  the  yoke  and  completely  surrounds  and  protects  the 
coil. 
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ELECTRICAJL  Ul^ITS. 

33.  The  three  principal  units  used  in  practical  measure- 
ments of  a  current  of  electricity  are: 

TJie  ampere,  or  the  practical  unit  denoting  the  rate  of  flow 
of  an  electric  current^  or  the  strength  of  an  electric  current. 

The  oliin,  or  the  practical  unit  of  resistance. 

The  volt,  or  the  practical  unit  of  electrical  potential,  or 
pressure. 

Electi'omotive  force,  written  E.  M.  F.,  or  simply  E.,  is 
the  total  generated  difference  of  potential  in  any  electric 
source  or  in  any  circuit.  For  example,  the  total  difference 
ot  potential  developed  between  the  plates  of  a  simple  voltaic 
cell  would  be  the  electromotive  force  of  that  cell. 

Ordinarily,  the  term  electromotive  force  is  used  to  express 
any  difference  of  potential  between  two  points. 

The  relation  of  these  three  practical  units  will  be  better 
understood  by  the  analogy  of  the  flow  of  water  through  a 
pipe.  The  force  which  causes  the  water  to  flow  through  the 
pipe  is  due  to  the  Iiead,  or  pressure ;  that  which  resists  the 
flow  is  the  friction  of  the  water  against  the  inside  of  the  pipe, 
and  the  amount  will  vary  with  circumstances.  The  rate 
of  flow,  or  the  current,  may  be  expressed  in  gallons  per 
minute,  and  is  a  ratio  between  the  head,  or  pressure,  and  the 
resistance  caused  by  the  friction  of  the  water  against  the 
inside  of  the  pipe.  For,  as  the  pressure,  or  head,  increases, 
the  rate  of  flow  or  current  increases  in  proportion ;  as  the 
resistance  increases,  the  current  diminishes. 

In  the  case  of  electricity  flowing  through  a  conductor,  the 
electromotive  force,  ox  potential,  corresponds  to  the  pressure, 
or  head,  of  water,  and  the  resistance  which  a  conductor  offers 
to  the  flow  of  electricity  to  the  friction  of  the  water  against 
the  pipe.  The  strength  of  an  electric  current,  or  the  rate  of 
flow  of  electricity,  is  also  a  ratio — the  ratio  of  the  electromo- 
tive force  to  the  resistance  of  the  conductor  through  which 
the  current  is  flowing.  This  ratio  as  applied  to  electricity 
was  first  discovered  by  Dr.  G.  S.  Ohm,  and  has  since  been 
called  Oliin's  la>v. 
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34.  Ohm's  I^aAv. —  The  strength  of  an  electric  current  in 
any  circuit  is  directly  proportional  to  the  electromotive  force 
developed  in  that  circuit  and  inversely  proportional  to  the 
resistance  of  the  circuit ;  i.  e.,  //  is  equal  to  the  electromo- 
tive force  divided  by  the  resistance. 

Ohm's  law  is  usually  expressed  algebraically  thus: 

_  ,      ^  electromotive  force 

Strength  of  current  = -. . 

resistance 

If  the  electromotive  force  (Zf)  is  expressed  in  volts  and 
the    resistance     (/?)    in    ohms,    the    formula    will    give    the 

strength  of  current   {C)  directly  in  amperes;  thus,  C  = -^r 

Before  giving  examples  of  the  application  of  Ohm's  law, 
the  value  and  significance  of  each  unit  will  be  treated  sep- 
arately. 

35.  The  Anij^ere,  or  the  Unit  Strength  of  Cur- 
rent.— The  strength  of  an  electric  current  can  be  described 
as  a  quantity  of  electricity  flowing  continuously  every  sec- 
ond, or,  in  other  words,  it  is  the  rate  of  flow  of  electricity, 
just  as  the  current  expressed  in  gallons  per  minute  is  the 
rate  of  floiv  of  liquids.  "When  one  unit  quantity  of  electricity 
is  flowing  continuously  every  second,  then  the  rate  of  flow, 
or  the  strength  of  current,  is  one  ampere ;  if  two  unit  quan- 
tities are  flowing  continuously  every  second,  then  the  strength 
of  current  is  two  amperes,  and  so  on.  It  makes  no  difference 
in  the  number  of  amperes  whether  the  current  flows  for  a 
long  period  or  for  only  a  fraction  of  a  second ;  if  the  quantity 
of  electricity  that  would  flow  in  one  second  is  the  same  in 
both  cases,  then  the  strength  of  the  current  /;/  amperes  is 
the  same. 

The  international  ampere  is  defined  as  the  strength  of  an 
unvarying  current,  which,  when  passed  through  a  solution 
of  nitrate  of  silver  and  water,  deposits  silver  at  the  rate  of 
.01725  grain  per  second. 

Electricity  possesses  neither  zceight  nor  extension,  and 
therefore  an  electric  current  cannot  be  measured  by  the 
usual   methods  adopted  for  measuring    liquids    and    gases. 
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In  liquids,  the  strength  of  the  current  is  determined  by 
measuring  or  weighing  the  actual  quantity  of  the  liquid 
which  has  passed  between  two  points  in  a  certain  time  and 
dividing  the  result  by  that  time.  The  strength  of  an  elec- 
tric current,  on  the  contrary,  is  determined  indirectly  by 
•the  eflEect  it  produces,  and  the  actual  quantity  of  electricity 
which  has  passed  between  two  points  in  a  certain  time  is 
afterwards  calculated  by  multiplying  the  strength  of  the 
current  by  the  time. 


36.  The  principal  effects  produced  by  an  electric  cur- 
rent are  given  in  Art.  3 ;  of  these,  the  one  most  generally- 
used  for  measuring  is  the  action  of  the  current  upon  a 
magnetic  needle,  as  shown  in  Art.  25.  The  instrument 
commonly  used  in  laboratory  practice  for  measuring  and 
detecting  small  currents  of  electricity  is  called  the  galva- 
nometer. 

The  action  of  the  galvanometer  is  based  upon  the  princi- 
ple given  in  Art.  25,  where  a  magnetic  needle,  freely  sus- 
pended in  the  center  of  a  looped  or  coiled  conductor,  is 
deflected  by  a  current  of  electricity  passing  around  the  coil, 
or  loop.  In  ordinary  practice,  the  needle  is  suspended 
either  upon  a  pivot  projecting  into  an  agate  cup  fixed  in 
the  needle,  or  by  a  fiber  suspension,  as  shown  by  F  in 
Fig.  32.  In  the  simpler  forms  of  galvanometers,  the  mag- 
netic needle  itself  swings  over  a  dial  graduated  in  degrees ; 

in  other  forms,  a  light  index 
needle  is  rigidly  attached  to 
the  magnetic  needle  and  swings 
over  a  similar  dial,  as  indicated 
by  /  in  Fig.  32;  and  in  the 
more  sensitive  galvanometers, 
Fig.  33,  a  small  reflecting  mir- 
ror is  attached  to  the  fiber 
suspension  and  reflects  a  beam 
of  light  upon  a  horizontal  scale 
situated  several  inches  from 
Pie,  33,  the  galvanometer. 
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In  any  of  these  galvanometers,  wlien  no  current  is  flowing 
in  the  coils,  the  needle  should  ])oint  in  a  direction  parallel  to 
the  length  of  the  coil.  Fig.  34.  The  measuring  of  currents 
by  most  galvanometers  depends  upon  the  magnetic  needle 
being  held  in  this  position  by  the  magnetic  attraction  of  the 


Fig.  33. 

earth's  magnetism  or  the  attraction  of  some  adjacent  mag- 
net. When  a  current  of  electricity  passes  around  the  coil, 
its  tendency  is  to  deflect  the  magnetic  needle  at  right 
angles  to  its  original  position,  as  explained  in  Art.  25, 
while  the  tendency  of  the  earth's  magnetism  is  to  oppose  the 
movement.  The  couple 
thereby  produced  will 
cause  the  needle  to  be 
deflected  a  certain  num- 
ber of  degrees  from  its 
original  position,  de- 
pending upon  the  rela- 
tive strengths  of  the 
two  magnetic  fields. 
The  stronger  the  cur- 
rent   in    the    coil,    the 


Fig.  ai. 


greater    the    deflection.      With    a 
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galvanometer  of  standard  dimensions  and  a  magnetic  field  of 
known  strength,  such  as  the  earth's  magnetism  at  a  conve- 
nient place  on  its  surface,  a  strength  of  current  can  be  con- 
ventionally adopted  as  a  unit  Avhich  will  produce  a  certain 
deflection;  all  other  galvanometers  can  be  calibrated  from 
this  standard,  and  their  dials  graduated  to  read  the  strength 
of  current  directly  in  the  conventional  unit  adopted. 

37.  Commercial  and  portable  instruments  are  devised 
for  measuring  the  strength  of  current  directly  in  amperes, 
and  are  called  ampere  meters,  or  simply  aimneters.  The 
action  of  the  current  flowing  through  the  coils  in  these 
instruments  causes  small  magnetic  needles  or  other  coils  of 
wire  to  act  either  against  the  tension  of  springs  or  against 
gravitational  forces.  The  majority  of  animeters  are  pro- 
vided with  an  index  needle  which  travels  over  a  scale  or 
dial  graduated  in  divisions,  each  division  representing  one 
ampere  or  fractions  or  multiples  of  one  ampere. 

Fig.  35  shows  the  general  form  of  a  standard  Weston 
aniiiieter  used  for  commercial  testing  purposes.  The 
strength  of  the  current  flowing  in  a  circuit  can  be  measured 
directly  in  amperes  by  opening  the  circuit  at  any  convenient 
place  and  connecting  the  two  ends  thus  formed  to  the  bind- 
ing post  p  and  /',     The  direction  of  the  current  in  the  circuit 

should  be  determined 
beforehand,  so  that  it 
passes  into  the  instru- 
ment by  the  binding 
post  marked  with  the 
positive  (4-)  sign;  other- 
wise the  index  needle 
will  be  deflected  off  the 
scale  in  the  wrong  direc- 
tion, which  is  liable  to 
damage  the  instrument 
and  cause  error  in  read- 
ing when  the  current  passes  through  in  the  proper  direc- 
tion. 


Fig.  35. 
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38.  The  Ohm,  or  the  Unit  of  Resistance. — In  Art.  8 
it  -was  stated  that  the  resistance  varied  in  different  sub- 
stances; that  is,  one  substance  offers  a  higher  resistance  to 
a  current  of  electricity  than  another.  Electrical  resistance, 
therefore,  can  be  defined  as  a  property  of  matter,  varying 
with  different  substances,  and  in  virtue  of  which  such  mat- 
ter opposes  or  resists  the  passage  of  electricity. 

The  resistance  which  all  substances  offer  to  the  passage  oi 
an  electric  current  is  one  of  the  most  important  quantities 
in  electrical  measurements.  In  the  first  place,  it  is  that 
which  determines  the  strength  of  an  electric  current  in  any 
circuit  in  which  a  difference  of  potential  is  constantly  main- 
tained, as  shown  by  Ohm's  law;  and  in  the  second  place,  the 
unit  of  resistance,  the  ohm,  is  the  only  unit  in  electrical 
measurements  for  which  a  material  standard  can  be  adopted, 
other  quantities  being  measured  by  the  effect  they  produce. 
The  basis  of  any  system  of  physical  measurements  is  gener- 
ally some  material  standard  conventionally  adopted  as  a 
unit,  physical  measurements  in  each  system  being  made  by 
comparison  with  the  unit  of  that  system. 

The  unit  of  electrical  resistance  now  universally  adopted 
is  called  the  international  ohxn.  One  international  ohm 
is  the  resistance  offered  by  a  column  of  pure  mercury 
106.3  centimeters  in  length  and  1  square  millimeter  in  sec- 
tional area  at  32°  F.,  or  the  temperature  of  melting  ice.  The 
dimensions  of  the  column  expressed  in  inches  are  as  follows: 
length,  41.85  inches;  sectional  area,  .00155  square  inch. 
Hereafter  the  word  "international"  will  be  omitted  and 
simply  the  word  "ohm"  used;  the  inteniational  o/nn,  how- 
ever, as  defined  above,  will  always  be  implied  unless  other, 
wise  stated. 

39.  If  a  given  conductor  offers  a  resistance  of  2  ohms  to 
a  current  of  1  ampere,  it  offers  the  same  amount,  no  more 
nor  less,  to  a  current  of  10  amperes.  Hence,  the  resistance 
of  a  given  conductor  at  equal  temperatures  is  always  constant, 
irrespective  of  the  strength  of  current  floiving  through  it  or 
the  electromotive  force  of  the  current. 
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40,  If  the  length  of  a  conductor  be  doubled,  its  resist- 
ance will  be  doubled ;  that  is,  the  resistance  of  a  given  con- 
ductor increases  as  the  length  of  the  conductor  increases, 
the  resistance  being  directly  proportional  to  the  length  of 
the  conductor. 

When  it  is  required  to  find  the  resistance  of  a  conductor 
of  which  the  length  is  varied,  and  other  conditions  remain 
unchanged,  the  following  formula  may  be  used: 

r.  =  ^.  (1.) 

In  this  formula 

r,  =  the  original  resistance; 

r,  =  the  required  or  changed  resistance ; 

/,  =  the  original  length ; 

/,  =  the  changed  length. 

As  in  all  examples  of  proportion,  the  tAvo  lengths  must  be 
reduced  to  the  same  unit. 

By  this  formula,  we  see  that  t/ie  resistance  of  a  conductor 
after  its  lengtJi  is  cJianged  is  equal  to  the  original  resistance 
multiplied  by  the  changed  length,  and  the  product  divided  by 
the  original  length. 

Example. — Find  the  resistance  of  1  mile  of  copper  wire,  if  the 
resistance  of  10  feet  of  the  same  wire  be  .013  ohm. 

Solution. —  ri  =  .013  ohm;  A  =  10  feet;  4  =  1  mile  =  5,280  feet. 
Then,  by  formula  1,  the  required  resistance 

.013  X  5,280      .  «. .    ,  . 

rj  = tt; =r  6.864  ohms.     Ans. 

Iv) 

41.  If  the  sectional  area  of  a  conductor  is  doubled  and 
other  conditions  remain  unchanged,  the  resistance  will  be 
halved.  We  may,  then,  obtain  the  value  of  the  resistance 
of  a  conductor  for  any  change  in  sectional  area  by  the  fol- 
lowing formula: 
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in  which    r,  =  the  original  resistance  of  the  conductor; 
r^  =  the  changed  resistance ; 
a^  =  the  original  sectional  area; 
a^  =  the  changed  sectional  area. 

From  the  relations  here  expressed,  it  will  be  seen  that  the 
resistance  varies  inversely  as  the  sectional  area;  that  is,  //ic 
resistance  of  a  given  conductor  dimi}iishes  as  its  sectional 
area  increases. 

The  resistance  of  a  conductor  is  independent  of  the  shape 
of  its  cross-section.  For  example,  this  shape  may  be  circu- 
lar, square,  rectangular,  or  irregular;  if  the  sectional  area 
be  the  same  in  all  cases,  the  resistances  will  be  the  same, 
other  conditions  being  similar. 

Example. — The  resistance  of  a  conductor  whose  sectional  area 
is  .025  sq.  in.  is  .32  ohm;  what  would  be  the  resistance  of  the  con- 
ductor if  its  sectional  area  were  increased  to  .125  sq.  in.  and  other 
conditions  remain  unchanged  ? 

Solution. —  ri  =  .32  ohm;  a,  =  .025  sq.  in. ;  and  a^  —  .125  sq.  in. 
Then,  by  formula  2,  the  required  resistance 

r,n,       .32X.025 

ra  = = TK^ =  -064  ohm.     Ans. 

rtj  .125 

Example. — The  sectional  area  of  a  certain  conductor  is  .01  sq.  in. 
and  its  resistance  is  1  ohm;  if  its  sectional  area  be  decreased  to. 001  sq.  in. 
and  other  conditions  remain  unchanged,  what  will  be  the  resistance  ? 

Solution. —  ri  =  1  ohm;  «,  =  .01  sq.  in.,  and  a-t  —  .001  sq.  in.  By 
formula  2,  the  resistance 

ra  =  — rnr^ —  =  10  ohms.     Ans. 

42.  When  comparing  resistances  of  round  copper  wires 
the  following  formula  is  used : 

r^V 

in  which     r,  =  the  original  or  known  resistance; 
r,  =  the  required  resistance; 
D  =  the  original  diameter; 
d  =  the  changed  diameter. 
This  formula  is  based  on  the  rule  that,  since  the  sectional 
area  of  a  round  conductor  is  proportional  to  the  square  of 
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its  diameter  (sectional  area  =  diameter'  X  .7854),  the  resist- 
ance of  a  round  conductor  is  inversely  proportional  to  the 
square  of  its  diameter. 

Example. — The  resistance  of  a  round  copper  wire  .2  in.  in  diameter 
is  45  ohms ;  from  this  calculate  the  resistance  of  a  round  copper  wire 
.3  in.  in  diameter,  other  conditions  remaining  the  same  in  both  cases. 

Solution. — In  this  example,  rj  =  45  ohms;  Z>  =  .2  inch;  and  rt'  = 
.3  inch.     Hence,  by  formula  3,  the  required  resistance 

45  X  •2'^      45  X  .04 


.3'2       ~       .09 


=  20  ohms.     Ans. 


Example. — If  the  resistance  of  a  round  German-silver  wire  \  in. 
in  diameter  is  12.6  ohms,  what  is  the  resistance  of  a  round  German- 
silver  wire  yV  i^-  i^  diameter,  other  conditions  being  equal  in  the 
two  cases  ? 

Solution. — In  this  example,  rx  =  12.6  ohms;  D  —  ^  =  .125  inch;  and 
d=  -^^  =  .0625  inch.     Hence,  by  formula  3, 

12.6  X  .1252 

r^  = tttth^t; =  50.4  ohms.     Ans. 

.0d2o'' 

43.  The  resistance  of  tAVO  or  more  conductors  connected 
in  series  (Art.  14)  is  equal  to  the  sum  of  their  separate 
resistances.  For  example,  if  four  conductors  having  separate 
resistances  of  8,  12,  22,  and  34  ohms,  respectively,  are  con- 
nected in  series,  their  total  or  joint  resistance  would  be 
8  -f  12  -f  22  +  34  =  76  ohms. 

44.  The  Tnicrolim  is  a  unit  of  resistance  devised  to 
facilitate    calculations    and    measurements    of    exceedingly 

small  resistances,  and  is  equal  to  one  millionth  I  T~7T7T7r7T7^  I  o^ 

an  oJim.  Hence,  to  express  the  resistance  in  microhms, 
multiply  the  resistance  in  oJims  by  1,000,000;  and,  con- 
versely, to  express  the  resistance  in  ohins,  divide  the  resist- 
ance in  microhms  by  1,000,000.  For  example,  .75  ohm 
=  .75  X  1,000,000  =  750,000 microhms;  or,  750,000 microhms 
=  750,000  -^  ], 000,000  =  .75  ohm. 

45.  The  megoliiii  is  a  unit  of  resistance  devised  to 
facilitate  calculations  and  measurements  of  exceedingly 
large  resistances,  and  is  equal  to  1,000,000  ohms.  There- 
fore,   to    express    the    resistance    in    megohms,    divide    the 
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resistance  in  ohms  by  1,000,000;   and,  conversely,  to  express 
the  resistance  in  ohms,  multiply  the  resistance  in  megohms  by 

1,000,000.    For  example,  850,000  ohms  =  ,       '^^^^=  .85meg- 
^     '        '  1,000,000  ^ 

ohm;    or,    .85    megohm  =  .85  X  1,000,000  =  850,000  ohms. 

The  megohm  is  used  chiefly  to  measure  the  resistance  of 

bad  conductors  and  insulators. 

46,  In  order  to  compare  the  resistances  of  different  sub- 
stances, the  dimensions  of  the  pieces  to  be  measured  must 
be  equal;  for,  by  changing  its  dimensions,  a  good  conductor 
may  be  made  to  offer  the  same  resistance  as  an  inferior  one. 
Under  like  conditions,  annealed  silver  offers  the  least  resist- 
ance of  all  known  substances.  Soft,  annealed  copper  comes 
next  on  the  list,  and  then  follow  all  other  metals  and 
conductors. 

The  resistance  of  a  given  conductor,  however,  is  not  always 
constant;  it  changes  with  the  temperature  of  the  conductor. 
In  all  metals,  the  resistance  increases  as  the  temperature 
rises ;  in  liquids  and  carbons,  the  resistance  decreases  as  the 
temperature  rises.  The  amount  of  variations  in  the  resist- 
ance caused  by  a  change  in  temperature  of  one  degree  is 
called  the  tempei*ature  coefficient.  The  temperature 
coefficients  for  the  common  metals  are  given  in  Table  I  for 
degrees  Fahrenheit.  These  coefficients,  however,  only  hold 
true  for  a  limited  change  of  temperature,  and  should  not  be 
used  with  extreme  changes.  The  rules  given  below,  making 
use  of  these  coefficients,  are  not  absolutely  accurate,  but 
enough  so  for  practical  purposes.  To  be  strictly  correct,  the 
quantity  r,  in  formula  4  below  should,  in  each  case,  repre- 
sent the  resistance  at  the  freezing  point. 

To  find  the  resistance  of  a  conductor  after  its  temperature 
has  risen,  knowing  its  original  resistance  and  the  number  of 
degrees  rise,  other  conditions  remaining  unchanged: 

Let  r,  =  the  original  resistance ; 

r^  =  the  resistance  after  a  change  in  temperature; 

/'  =  the  temperature  coefficient ; 

/   =  rise  or  fall  in  temperature,  degrees  Fahrenheit. 
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Then,  for  a  rise  in  temperature, 

r,  =  r^{l-\-tk).  (4.) 

That  is,  the  resistance  of  a  conductor  after  its  temperature 
has  risen  may  be  obtained  by  multiplying  the  original  resist- 
ance by  1  plus  the  product  of  the  number  of  degrees  rise  and 
the  temperature  coefficient. 

Example. — The  resistance  of  a  piece  of  copper  wire  at  33°  F.  is 
40  ohms;  determine  its  resistance  when  its  temperature  is  52°  F. 

Solution. —  r^  —  40  ohms; 

k  =  .002155  (from  Table  I); 
/  =  52  -  33  =  20  degrees. 

By  formula  4,  the  required  resistance 
r^  =  ri  (1  +  t^)  =40(1  +20X  .002155)  =40  X  1.0431  =41.724  ohms.     Ans. 

47.  To  find  the  resistance  of  a  conductor  after  its  tem- 
perature has  fallen,  knowing  its  original  resistance  and 
the  number  of  degrees  fall,  other  conditions  remaining 
unchanged; 

r 
For  a.  fall  in  temperature,  r^  =         '    .;.  (5.) 

That  is,  the  resistance  of  a  conductor  after  its  temperature 
has  fallen  may  be  obtained  by  dividing  the  original  resistance 
by  one  plus  the  product  of  the  ninnber  of  degrees  fall  and  the 
temperature  coefficient. 

Example. — The  original  resistance  of  a  piece  of  German-silver  wire 
is  16  ohms ;   find  its  resistance  after  its  temperature  has  fallen  22*  F. 

Solution. —  r,  =  16  ohms; 

k  =  .000244  (from  Table  I); 
/  =  22°  F. 

By  formula  5,  the  required  resistance 

^'  =  rrVi  =^1  +  22  X  .000244  =  \^m  =  ^^-^^^  ^^"^"-  ^^"- 

48.  Specific  resistance  is  the  term  given  to  the  resist- 
ance of  substances  of  unit  length  and  unit  sectional  area 
at  some  standard  temperature.  In  what  follows,  the  specific 
resistance  of  a  substance  is  the  resistance  of  a  piece  of  that 
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substance  1  inch  in  length  and  1  square  inch  in  sectional 
area  at  32°  F. ,  that  is,  at  the  temperature  of  melting  ice ; 
this  may  also  be  expressed  as  the  resistance  of  a  cube  of  that 
substance  taken  between  two  opposing  faces. 

A  list  of  the  common  metals  is  given  in,  Table  I,  in  the 
order  of  their  relative  resistances,  beginning  with  silver, 
which  oflfers  the  least  resistance.  The  first  column  of  figures 
gives  the  specific  resistance,  in  microhms,  of  1  cubic  inch  of 
the  corresponding  metal  at  32°  F.  By  applying  formula  1, 
the  resistance  of  any  conductor  of  known  dimensions  which 
is  made  of  one  of  the  metals  in  the  table  can  be  determined. 
The  second  column  of  figures  gives  the  relative  resistance 
of  the  different  metals  compared  with  silver.     For  example, 

TABI.E  I. 


Name  of  Metal. 

Resistance, 

Microhms  per 

Cu.  In. 

Relative 
Resistance. 

Temperature 
Coefficient. 

Silver,  annealed 

.5921 

1.000 

.002094 

Copper,  annealed 

.6292 

1.063 

.002155 

Silver,  hard-drawn  .... 

.6433 

1.086 

.002094 

Copper,  hard-drawn  .  .  . 

.6433 

1.086 

.002155 

Gold,  annealed 

.8102 

1.369 

.002028 

Gold,  hard-drawn 

.8247 

1.393 

.002028 

Aluminum,  annealed.. 

1.1470 

L935 

Zinc,  pressed •.  .  .  . 

2.2150 

3.741 

.002028 

Platinum,  annealed. .  .  . 

3.5650 

6.022 

Iron,  annealed 

3.8250 

6.460 

Nickel,  annealed 

4.9070 

8.285 

Tin    pressed 

5.2020 
7.7280 
8.2400 

8.784 

13.050 

-     13.920 

.002028 

Lead    pressed 

.002150 

German  Silver 

.000244 

Antimony,  pressed .... 

13.9800 

23.600 

.002161 

Mercury 

37.1500 
51.6500 

62.730 
87.230 

.000400 

Bismuth,  pressed 

.001967 
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the  resistance  of  mercury  is  62.73  times  the  resistance  of 
silver,  or  the  resistance  of  iron  is  6.46  times  the  resistance  of 
silver,  and  so  on. 

Example. — Find  the  resistance  in  ohms  of  a  round  column  of  mer- 
cury 70"  high  and  .05"  in  diameter.  Ans.  1.3244  ohms. 

Example. — Find  the  resistance  in  ohms  of  1  mile  of  square  iron 
wire  (annealed)  .1"  on  a  side.  Ans.  24.2352  ohms. 

49.  In  a  simple  voltaic  cell,  the  internal  resistance — that 
is,  the  resistance  of  the  two  plates  and  the  electrolyte — is  of 
great  importance,  for  it  determines  the  maximum  strength 
of  current  that  can  possibly  be  obtained  from  the  cell.  In 
the  common  forms  of  cells,  the  internal  resistance  may  be 
excessively  large,  owing  to  the  resistance  of  the  electrolyte, 
the  specific  resistance  of  ordinary  liquids  used  as  electro- 
lytes being  from  1  to  20  million  times  that  of  the  common 
metals.  In  liquids,  as  in  all  conductors,  the  resistance 
increases  as  the  length  of  the  circuit  increases,  and  dimin- 
ishes as  its  sectional  area  increases.  Hence,  the  internal 
resistance  of  a  simple  voltaic  cell  is  reduced  by  decreasing 
the  distance  between  the  plates  or  elements  and  by  increas- 
ing their  active  surfaces.  The  infernal  resistance  of  the 
ordinary  forms  of  cells  varies  from  about  .2  to  20  ohms. 

50.  For  practical  and  commercial  testing,  the  standard 
column  of  mercury,   representing  the  resistance  of  1  ohm, 

has  been  replaced  by  a  coil  of 
wire,  usually  a  platinum-silver 
alloy.  The  coil  is  carefully 
calibrated  to  offer  a  resistance 
of  exactly  1  ohm  at  some 
convenient  temperature,  and 
is  enclosed  in  a  metallic  case, 
the  connections  to  the  tAvo 
ends  of  the  coils  being  made 
by  two  heavy  terminals  of  cop- 
per wire  passing  up  through 
the  hard-rubber  cover.  Such 
Fig.  36.  coils   are  known  as  standard 
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ohm  coils.      The  commercial   form   of  standard  ohm  coils  is 
shown  in  Fig.  3(j. 


51,     A   device   called   a  resistance  box   or  rheostat    is 

largely  used  for  reducing  or  controlling  the  strength  of 
currents  in  various  circuits.  Such 
rheostats  are  connected  directly 
in  series  or  shunt  with  the  cir- 
cuit, and  are  termed  dead  resisf- 
ances.  The  resistance  in  these 
rheostats  is  usually  made  adjust- 
able; that  is,  the  amount  of  resist- 
ance which  they  offer  may  be 
varied  at  the  will  of  the  operator 
by  the  use  of  a  sliding  contact 
or  by  removable  plugs.  Rheo- 
stats in  which  the  amount  of 
resistance  is  varied  by  sliding 
contacts  are  used  mostly  where 
accuracy  is  of  less  importance 
and  where  the  currents  are  com- 
paratively large. 

Fig.  37  shows  a  typical  form  of  sliding-contact  rheostat. 
In  this  particular  rheostat,  the  coils  of  resistance  wire  are 

connected  to  a  row  of  contact 
pieces  D,  as  shown  in  the  dia- 
gram, Fig.  38.  The  current 
enters  the  rheostat  through 
\j  the  terminal.-:!,  passes  through 
the  movable  arm  C,  and  then 
through  all  the  resistance 
coils  between  the  contact 
piece  on  which  the  arm  rests 
and  the  terminal  B.  When 
the  arm  rests  upon  the  first 
contact  piece,  as  shown  by 
the  full  lines  in  this  diagram,  all  the  resistance  is  said  to 
be  ///  circuit ;   that  is,   the  current  passes    through  all  the 


Fig.  37. 


Fig.  38. 
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coils.  By  moving  the  arm  to  the  left,  towards  the  termi- 
nal B,  as  shown  by  the  dotted  lines,  the  coils  connected  to 
the  contact  pieces  which  have  been  passed  over  by  the  arm 
are  said  to  be  cut  out  of  circuit,  and  the  current  passes 
through  the  remaining  coils  only. 

52,  Rheostats  in  which  the  resistance  is  adjusted  by 
means  of  removable  plugs  are  employed  in  laboratory  prac- 
tice, where  small  currents  are  used  and  where  great  ac<^uracy 
is  required.  The  resistance  coils  in  these  rheostats  are 
enclosed  in  a  wooden  box,  and  the  actual  resistance  of  each 
coil  is  carefully  determined.  A  resistance  box  offering' 
10,000  ohms  resistance  is  shown  in  Fig.  39,  the  separate  coils 
offering   resistances   from    1   ohm  up  to  5,000  ohms.     The 


Fig.  39. 


operation  of  adjusting  the  resistance  by  means  of  the  remov- 
able plugs  can  be  seen  from  the  diagram  in  Fig.  40.  The 
contact  pieces  «,  b,  c,  etc.  are  arranged  side  by  side  on  the 
top  of  the  case  and  are  separated  from  one  another  by  a  small 
air  space.  The  ends  of  each  contact  piece  are  provided  with 
a  tapered  recess  in  such  a  manner  as  to  allow  a  metallic 
plug  to  be  inserted  between  them  and  thereby  connect  the 
two  together  electrically.  The  current  passes  into  the 
rheostat   by   the  terminal  A^  and  when  all   the  plugs  are 
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removed  flows  consecutively  through  all  the  coils  1,  2,  3,  4,  5, 
and  6  to  the  terminal  />.  The  total  resistance  of  the  rheo- 
stat can  be  lowered  by  inserting  the  plug  P  between  the 
contact  pieces;  this  operation  short-circuits,  or  cuts  out,  the 


W    '^   s  4  '^  2  'j     yii 

Fig.  40. 
particular  coil  connected  to  the  two  contact  pieces,  or,  in 
other  words,  the  current,  instead  of  flowing  through  the  coils, 
passes  directly  from  one  contact  piece  to  the  other  through 
the  metallic  plug. 

53.  Electrical  resistance  may  be  measured  by  an  appa- 
ratus called  a  IVheatstone  bridge.  A  bridge,  when  com- 
pleted, ready  for  taking  measurements,  consists  of  three 
main  parts:  (1)  an  adjustable  resistance  box  containing  a 
number  of  coils,  the  exact  resistance  of  each  coil  being 
known ;  (2)  a  galvanometer  for  detecting  small  currents ;  and 
(3)  a  battery  of  several  cells.  The  coils  of  the  resistance 
box  are  divided  into  three  groups,  two  of  which  are  called 
proportional  or  balance  amis,  and  the  third  is  known 
as  the  adjustable  arm.  Each  proportional  arm  is  com- 
posed of  three  and  sometimes  four  coils  of  1,  10,  100,  and 
1,000  ohms  resistance,  respectively.  The  adjustable  arm 
contains  a  large  number  of  coils  ranging  from  .1  ohm  up  to 
10,000  ohms. 

The  operation  of  the  bridge  depends  upon  the  principle  of 
the  relative  difference  of  potential  between  two  points  in  a 
divided  circuit  of  two  branches.  The  electrical  connections 
of  the  bridge  are  shown  in  the  diagram.  Fig.  41.  Af  repre- 
sents the  resistance  of  one  of  the  balance  arms,  which  will  be 
termed  for  convenience  the  upper  balance  arm ;  N  represents 
the  resistance  of  the  other  balance  arm,  which  will  be  termed 
t\\^  lower  balance  arm;   /*  represents  the  resistance  of  the 
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adjustable  arm,  and  X  represents  an  unknown  resistance, 
the  value  of  which  is  to  be  determined.  One  terminal  of  the 
detecting  galvanometer  G  is  connected  at  ^,  the  junction  of 
the  upper  balance  arm  and  the  unknown  resistance;  the 
other  terminal  is  connected  at  d^  the  junction  of  the  lower 
balance  arm  and  the  adjustable  arm.  One  pole  of  the  bat- 
tery is  connected  at «,  the  junction  of  the  two  balance  arms; 
the  other  pole  at  b^  the  junction  of  the  adjustable  resistance 
and  the  vmknown  resistance.  The  current  from  the  battery 
divides  at  a,  part  of  it  flowing  through  resistances  M  and  X^ 
and  the  rest  through  iV'and  P.     When  the  resistances  M,  N, 

P,  and  X  fulfil  the  proportion  -^  =  -p,  then  the  two  points  c 

and  d  will  have  the  same  potential,  and  no  current  will  flow 


through  the  galvanometer  G.  Since  the  resistances  of  M,  JV, 
and  P  are  known,  the  resistance  of  X  will  be  given  by  the 

Jlf 
fundamental   equation  X  =^  X  P,   when  the  arms   are  so 

adjusted  as  to  cause  no  deflection  of  the  galvanometer.  For 
example,  suppose  that  the  tAvo  ends  of  a  copper  wire  are 
connected  to  the  terminals  d  and  c,  and  after  adjusting  the 
resistance  in  the  arm  so  that  the  galvanometer  shows  no 
deflection,  the  resistances  of  the  different  arms  read  as  fol- 
lows :  M=l  ohm,  N  =  100  ohms,  and  P  =  112  ohms.  Then, 
substituting  these  values  in  the  fundamental  equation  gives 

X=—xP=^X  112  =  1.12  ohms. 
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54,  The  actual  various  forms  of  resistance  boxes  used 
with  the  bridges  differ  widely  from  the  diagram,  but  all  are 
based  upon  this  same  principle  and  fundamental  equation. 
A  common  pattern  of  resistance  box  for  this  purpose  is  con- 
structed similar  to  the  adjustable  rheostat,  as  previously 
described,  where  the  adjustments  are  made  with  removable 
plugs.  Ordinarily,  the  contact  pieces  are  arranged  in  the 
shape  of  a  letter  S,  and  the  galvanometer  and  battery  cir- 
cuits are  connected  as  shown  in  Fig.  42.  The  position  of 
the  two  balance  arms  and  the  adjustable  arm  can  be  readily 
seen  by  comparing  the  connections  of  the  battery  and 
galvanometer  circuits  with  those  in  the  original  diagram. 
K  and  K'  represent  keys  for  opening  the  circuits  Avhen  the 
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Fig.  42. 
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plugs  are  withdrawn  or  inserted  in  varying  the  resistance  or 
when  the  bridge  is  not  in  use.  In  this  particular  case,  the 
1,000-ohm  plug  in  the  upper  balance  arm  is  supposed  to  be 
drawn,  and  therefore  M  =  1,000  ohms.  In  the  lower  bal- 
ance arm  the  10-ohm  plug  is  supposed  to  be  drawn,  and 
therefore  A^=:  10  ohms.  In  the  adjustable  arm  the  follow- 
ing plugs  are  supposed  to  be  drawn:  1,  2,  5,  10,  20,  100,  200, 
500,  2,000,  and  3,000  ohms;  therefore,  the  resistance  P  is 
the  sum  of  these  resistances,  or  5,838  ohms.  If,  under  these 
conditions,  there  is  no  deflection  of  the  galvanometer  when 
the  two  keys  K  and  K'  are  pressed  and  both  circuits  are 
closed,  the  resistance  of  X  will  be  583,800  ohms;  for,  sub- 
stituting the   values  of  M,   A^,   and  P  in  the  fundamental 

equation  gives  A' =  ^  x  /^=  -'^77-  X  5,838  =  583,800  ohms. 
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Fig.   43  shows  a   special   pattern  of  resistance  box  for  a 
Wheatstone  bridge,  in  which  the  coils  of  the  adjustable  arm 


Fig.  43. 


are  arranged  in  the  form  of  four  dials.  This  pattern  is  known 
as  the  dial  pattern,  and  is  widely  used  in  making  resistance 
measurements. 

Example.— The  diagram  in  Fig.  44  represents  a  particular  type  of 
Wheatstone's  bridge  to  which  a  battery  and  galvanometer  are  properly 
connected  for  measuring  unknown  resistances.  An  unknown  resist- 
ance X  is  connected  to  the  terminals  A  and  H\  when  the  plugs  a,  e,f. 


Fig.  44. 

g,  t\  k,  m,  q,  and  t  are  drawn,  and  when  both  the  contact  keys  ^and  IC 
are  pressed,  the  galvanometer  shows  no  deflection.  Determine  the 
resistance  of  x. 

Solution. — From  the  connections  of  the  galvanometer  and  battery 
circuits,  it  will  be  seen  that  the  resistance  coils  in  line  G  H  represent 
the  upper  balance  arm  M  of  the  bridge ;  that  the  coils  in  the  line  E  F 


§  8  ELECTRICITY  AND  MAGNETISM.  45 

represent  the  lower  balance  arm  N\  and  that  the  coils  in  the  lines 

A  B  and  CD  represent  the  adjustable  arm  P.    From  the  fundamental 

equation  of   the   Wheatstone  bridge,  X  (the  unknown  resistance)  = 

M 

-Tjy.  P-     Iri  this  particular  case,  the  plug  /  in  the  upper  arm  is  drawn; 

hence,  #/=  10  ohms;  in  the  lower  arm  q  is  drawn;  hence,  N  =.  1,000 
ohms;  and  in  the  adjustable  arm,  the  plugs  a,  e,f,  g,  t,  k,  and  m  are 
drawn ;   hence,  P  =  1,000  +  100  +  50  +  20  +  10  +  2  +  1  =  1,183  ohms. 

Substituting  these  values  in  the  fundamental  equation  gives  X  = -.y 
X  P  =  YW)  ^  ^'^^^  "  ^^'^^  "''"'''■    ^"''■ 

55.  The  Volt,  <»r  tlie  Practical  Unit  of  Electro- 
motive Force. — In  mechanics,  pressures  of  all  kinds  are 
measured  by  the  effects  they  produce ;  similarly,  in  electro- 
technics,  pote7ttial  is  measured  by  the  effect  it  produces. 

It  has  been  shown  that  electrical  potential  will  cause  an 
electric  current  to  flow  against  the  resistance  of  a  conductor, 
and  also  how  the  units  of  resistance  and  current  are  obtained. 
It  follows  that  a  unit  potential  yvou\6.  be  that  electromotive 
force  which  would  maintain  a  current  of  unit  strength  in  a 
circuit  whose  resistance  is  unity.  By  definition,  therefore, 
the  volt,  or  the  practical  unit  of  potential,  is  that  electro- 
motive force  which  will  maintain  a  current  of  one  ampere  in 
a  circuit  whose  resistance  is  one  olun.  With  a  known  resist- 
ance in  ohms  and  a  known  strength  of  current  in  amperes, 
the  electromotive  force  in  volts  is  determined  by  Ohm's  law. 
Art.  34,  for,  by  transposing,  E  ^^  C  R. 

This  method  of  determining  the  potential  of  a  circuit  can 
be  readily  shown  by  the  following  illustration:  Suppose,  for 
example,  it  is  desired  to  determine  the  electromotive  force 
in  volts  required  to  drive  a  current  of  2  amperes  through  a 
certain  copper  wire.  In  the  first  place,  the  resistance  of  the 
copper  wire  is  found  by  Wheatstone's  bridge  as  previously 
described.  For  convenience,  it  is  assumed  that  its  resist- 
ance is  found  to  be  1.2  ohms.  Then  the  electromotive 
force  E  required  to  drive  2  amperes  through  the  wire  will 
be  2.4  volts,  for,  by  substituting,  E^^CR^^ZX  1.2 
=  2.4  volts. 
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The  maximum  difference  of  potential  developed  by  any 
single  voltaic  couple  placed  in  any  electrolyte  is  about 
2.25  volts;  in  the  common  forms  of  cells,  the  difference  of 
potential  developed  averages  from  .75  to  1.75  volts. 

oG,  When  several  cells  are  connected  in  series,  the  total 
electromotive  force  developed  will  be  equal  to  the  sum  of 
the  electromotive  forces  developed  by  the  separate  cells;  or, 
if  the  cells  are  composed  of  the  same  voltaic  elements,  the 
total  electromotive  force  developed  will  be  equal  to  the 
electromotive  force  of  one  cell  multiplied  by  the  number  of 
cells  in  series.  For  example,  a  battery  is  composed  of 
12  cells  connected  in  series,  and  the  electromotive  force  in 
each  cell  is  1.5  volts;  the  total  electromotive  force  of  the 
battery  is,  therefore,  1.5  X  12  =  18  volts* 

Connecting  cells  in  parallel,  or  multiple-arc,  does  not 
increase  the  electromotive  force  of  a  battery;  the  electro- 
motive force  will  always  be  equal  to  the  electromotive  force 
of  one  cell,  no  matter  how  many  cells  are 
connected  to  the  main  conductors,  provided, 
W  -IIS^  '^^  course,  that  all  cells  develop  equal  electro- 
motive forces. 


57.  Measuring  instruments  called  volt- 
meters have  been  devised  for  indicating  elec- 
tromotive forces  and  differences  of  potential 
directly  in  volts. 

The  Cardew  voltmeter.  Fig.  45,  depends 
for  its  operation  upon  the  linear  expansion  of 
a  metallic  wire  when  heated  by  an  electric 
current.  The  expansion,  wire  w  is  enclosed 
in  a  long  cylindrical  case  a,  and  is  attached 
in  such  a  way  that  its  expansion  causes  a 
small  grooved  wheel  on  the  axis  of  the  index 
needle  to  revolve  in  one  direction  when  the 
wire  expands,  or  lengthens,  and  in  the  oppo- 
site direction  when  the  wire  contracts,  or 
shortens.  The  movements  of  this  wheel  cause 
the  mdex  b  to  move  aver  the  scale.     Since  the  resistance 


Fig.  45. 
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is  nearly  constant,  the  current  that  will  flow  is  proportional 
to  the  E.  M.  F. ;  the  greater  the  E.  M.  F.  the  more  the 
wire  Avill  be  expanded,  and  the  greater  will  be  the  conse- 
quent deflection.  The  resistance  of  the  wire,  however,  is 
so  large  as  to  permit  only  a  Aveak  current  to  pass  through 
it  when  the  needle  is  deflected  over  the  entire  scale.  A 
Cardew  voltmeter  which  indicates  up  to  100  volts  has  a 
resistance  of  about  500  ohms.  The  circular  scale  is  divided 
into  small  divisions,  each  representing  one  volt  or  fractions 
or  multiples  of  one  volt. 


58.  The  ■\Veston  voltmeter,  Fig.  40,  is  based  upon  the 
same  principles  as  the  Weston  ammeter,  and  in  appearance 
is  quite  similar  to  it.  Its  internal  resistance,  as  in  all  volt- 
meters, is  exceedingly  large;  the  resistance  of  a  Weston  volt- 
meter for  indicating  up  to  150  volts  is  about  19,000  ohms, 
while  the  resistance  of  a  Weston  ammeter,  measuring 
strengths  of  currents  up  to  15  amperes,  is  only  .0022  ohm. 
It  will  be  seen  that,  owing  to  the  great  resistance,  the  cur- 
rent passing  through  a  voltmeter  is  exceedingly  small.  For 
example,  in  the  instru- 
ment described  above, 
when  indicating  150 
volts,  the  current,  by 
Ohm's  law,  is  only  150 
^  19,000  =  .0079  am- 
pere. All  voltmeters 
are  provided  with  at 
least  two  terminals,  or 
binding  posts,  such  as/ 
and  /',  Fig.  4G.  Con- 
nections are  made  by 
two  separate  conductors,  called  voltmeter  leads,  from  these 
binding  posts  to  two  points  between  which  the  differ- 
ence of  potential,  or  the  electromotive  force,  is  to  be 
measured. 

The    Weston    voltmeters    usually    have    a    third    binding 
post  /',  which  when  used  with  />'  corresponds  with  a  second 


Fig.  46. 
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graduated  scale  situated  directly  under  the  main  scale,  one 
division  of  the  upper  scale  having  the  value  of  two  lower 
divisions.  The  majority  of  voltmeters  are  also  provided 
with  a  contact  button  b,  which  when  pressed  closes  the 
circuit  and  allows  the  index  needle  to  be  deflected  by  the 
current.  When  the  pressure  upon  the  button  is  relaxed, 
the  circuit  is  opened,  and  the  index  needle  returns  to  the 
zero  mark. 


59.     The  methods  of  connecting  voltmeters  and  ammeters 
for  measuring  electromotive  forces  and  currents  of  various 
circuits  should   be  thoroughly  under- 
stood.    Suppose,  for  example,  that  the 
terminals  of   a   battery  composed    of 
I  .       four  cells  connected  in  series  are  con- 

I  '-.  nected  to  an  unknown  resistance,  and 

it  is  desired  to  know  the  strength 
of  current  flowing  through  the  circuit, 
and  also  the  difference  of  potential 
required  to  drive  that  current  through 
the  tuiknown  resistance  when  the  only  instruments  avail- 
able are  an  ammeter  and  a  voltmeter.  In  Fig.  47  let  B  rep- 
resent the  battery  and  R  the  unknown  resistance;  C,  C\ 
and  C"  are  three  large  conductors  for  making  necessary 
connections.  With  the  connections  as  shown,  there  is 
practically  a  continuous  current 
flowing  through  the  closed  cir- 
cuit, that  is,  from  the  battery 
through  the  conductors  and  the 
unknown  resistance.  The  first 
step  is  to  determine  the  strength 
of  this  current  by  the  use  of  an 
ammeter.  Assuming  that  the 
battery  is  constant,  that  is,  that  the  electromotive  force 
developed  in  it  does  not  vary,  then,  so  long  as  the  resistance 
of  the  circuit  is  not  altered,  the  strength  of  the  current  will 
remain  unchanged  and  will  be  the  same  in  all  parts  of  the  cir-, 
cuit.     Hence,  if  an  ammeter  be  inserted  in  any  part  of  the 
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circuit,  as  between  C  and  C,  Fig.  48,  it  will  measure  the  total 
strength  of  current  flowing  through  the  entire  circuit.  As 
has  been  stated,  the  internal  resistance  of  the  ammeter  is  so 
small  that  its  insertion  makes  no  appreciable  change  in  the 
total  resistance  of  the  circuit,  and  therefore  does  not  to 
any  extent  affect  the  current  flowing.  For  convenience, 
assume  that  the  strength  of  the  current  flowing  in  the  cir- 
cuit is  found  to  be  1.2  amperes.  The  next  operation  is  to 
find  the  electromotive  force  required  to  drive  a  current  of 
1.2  amperes  through  the  resistance  R;  or,  in  other  words, 
to  find  the  difference  of  potential  between  the  terminals  / 
and  /'  when  a  current  of  1.2  amperes  is  flowing  in  the  cir- 
cuit. This  is  accomplished  by  connecting  the  two  terminals  / 
and  /',  Fig.  49,  of  the  unknown  resistance  R,  to  the  two  bind- 
ing posts  p  and  /'  of  the  voltmeter  V  M  by  two  voltmeter 
leads  /  and  /'.  Any  small  wires  of  reasonable  length  can  be 
used  for  voltmeter  leads,  as  the  current  they  transmit  is 
exceedingly  weak,  owing  to  the  extremely  high  resistance  of 
the  voltmeter.  After  pressing  the  contact  button,  assume 
the  needle  indicates  a  potential  of  6  volts;  this,  then,  is 
the  electromotive  force  required  to  force  a  current  of 
1.2  amperes  through  the  unknown  resistance  A^;  or,  in  other 
words,    the   difference    of    potential  .      b 

between    the   terminals    /   and    /'    is     ^ — — 'I'l'l'l '\G' 

6    volts.     From    these    readings    of  ^ 
the    current    and    voltage,    and    by   I 
the   application  of   Ohm's   law,   the 
resistance  R  of  the  circuit  between 
/   and   /'   can   be    determined.       By 
algebra,    Ohm's   law   can   be   trans- 

E 
posed  from  the  equation   C  =  >>  to 


t' 


R 


E 


3^ 


P' 


C 


V 


V.M. 

FIG.  49. 


R  =  -^  and  be  equally  true;  this  sig- 
nifies that  the  resistance  R  of  any 
conductor,  or  circuit,  is  equal  to  the  electromotive  force, 
or  the  difference  of  potential  E  in  volts,  divided  by  the 
strength    of  current   C  in  amperes   flowing   through    that 
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circuit    or    conductor.      In   the   previous   case,    it    has   been 

found  that  it  requires  an  electromotive  force  of  6  volts  to 

drive  a  current  of  1.2  amperes  through   the  resistance  R; 

E        6 
hence,  from  Ohm's  law,  i?  =  -^^  =  —  =  5  ohms. 


APPIiICATIO:N^S    OF    OHM'S    LAW. 


TO  CLOSED  CIRCUITS. 

60.  The  following  facts  are  to  be  carefully  noted  regard- 
ing the  application  of  Ohm's  law  to  closed  circuits: 

Tlw  strength  of  current  {C)  is  the  same  in  all  parts  of  a 
closed  circuit,  except  in  the  cases  of  derived  circuits,  where 
the  sum  of  the  currents  in  the  separate  brandies  is  ahuays 
equal  to  the  current  in  the  main  or  undivided  circuit. 

The  resistance  (R)  is  the  resistance  of  the  internal  circuit 
plus  the  resistance  of  the  external  circuit. 

The  electromotive  force  (E)  in  a  closed  circuit  is  the  total 
generated  difference  of  potential  in  that  circuit. 

61.  The  following  formula  may  be  used  to  determine 
the  strength  of  current  in  amperes  flowing  in  a  closed  circuit 
when  the  electromotive  force  and  the  total  resistance  are 
known : 

where  C  =  current  in  amperes; 

E  =  electromotive  force  in   volts; 
R  =  resistance  in  ohms. 

That  is  to  say,  the  strengtli  of  current  in  amperes  is  found 
by  dividing  the  electromotive  force  in  volts  by  the  total  resist- 
ance in  ohms. 

Example. — The  two  electrodes  of  a  simple  voltaic  cell  are  connected 
by  a  conductor  whose  resistance  is  1.6  ohms.  If  the  internal  resistance 
of  the  cell  is  5  ohms  and  the  total  electromotive  force  developed  is 
1.75  volts,  what  is  the  strength  of  current  flowing  in  the  circuit  ? 
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Solution. — Let  ri  —  the  internal  resistance  and  re  =  the  resistance 
of  the  copper  wire.  Then,  R  =  ri  -f  r^  =  1.6  -i-  5  =  6.6  ohms,  the  total 
resistance  oi  the  circuit.     Then,  by  formula  6,  the  current 

C  =  ^  =  -^-s-  =  .265  ampere.     Ans. 
A        o.o 

63.  The  following  formula  may  be  used  to  find  the  total 
resistance  in  ohms  of  a  closed  circuit  when  the  electromotive 
force  and  the  strength  of  current  are  known: 

J^  =  §,  W 

the  letters  having  the  same  significance  as  in  formula  6. 
By  formula  7  it  will  be  seen  that  //le  resistance  in  ohms  of  a 
closed  circjiit  is  found  by  dividing  the  electromotive  force  i)i 
volts  by  the  current  in  amperes. 

Example. — The  total  electromotive  force  developed  in  a  closed 
circuit  is  1.8  volts  and  the  strength  of  the  current  flowing  is  .6  ampere ; 
find  the  resistance  in  ohms. 

Solution. — By  formula  7,  the  resistance 

R  =  —  =  — —  =  3  ohms.     Ans. 
L        .o 

63.  The  following  formula  may  be  used  to  find  the  total 
electromotive  force  in  volts  developed  in  a  closed  circuit 
when  the  strength  of  current  and  the  total  resistance  are 
known : 

E=  C  R.  (8.) 

The  letters  have  the  same  meaning  as  in  formulas  6 
and  7.  We  find  here  that  the  electromotive  force  in  volts 
developed  in  a  closed  circuit  is  obtained  by  multiplying  together 
the  current  in  amperes  and  the  resistance  in  ohms. 

Example. — The  internal  resistance  of  a  closed  circuit  is  2  ohms  and 
the  external  resistance  is  3  ohms;  if  the  current  flowing  is  .4  ampere, 
what  is  the  electromotive  force  developed  ? 

Solution. — Let  r,-  =  the  internal  resistance  and  re  =  the  external 
resistance.  Then,  /?  =  r/  +  re  =  2  +  3  =  5  ohms.  By  formula  8,  the 
electromotive  force 

£■=  C/?  =  .4x5  =  2.0  volts.     Ans. 
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TO  DROP,   OR  LOSS,   OF  POTENTIAIi. 

64,  Referring  again  to  water  flowing  in  a  pipe,  it  is 
evident  that  although  the  quantity  of  water  which  passes 
is  the  same  at  any  cross-section  of  the  pipe,  the  pres- 
sure per  square  inch  is  not  the  same.  Even  in  the  case 
of  a  horizontal  pipe  of  the  same  diameter  throughout, 
the  water  when  flowing  suffers  a  loss  of  head,  or  pres- 
sure. It  is  this  difference  of  pressure  that  causes  the 
water  to  flow  between  two  points  against  the  friction  of 
the  pipe. 

This  is  precisely  similar  to  a  current  of  electricity  flowing 
through  a  conductor.  Though  the  quantity  of  electricity 
that  flows  is  equal  at  all  cross-sections,  the  electromotive 
force  is  by  no  means  the  same  at  all  points  along  the  con- 
ductor. It  suffers  a  loss,  or  drop,  of  electrical  potential  in 
the  direction  in  which  the  current  is  flowing,  and  it  is  this 
difference  of  electrical  potential  that  causes  the  electricity 
to  flow  against  the  resistance  of  the  conductor.  Ohm's  law 
not  only  gives  the  strength  of  the  current  in  a  closed  cir- 
cuit, but  also  the  difference  of  potential  in  volts  along  that 
circuit.  The  difference  of  potential  (£')  in  volts  between 
any  two  points  along  a  circuit  is  equal  to  the  product  of  the 
strength  of  the  current  ((T)  in  amperes  and  the  resistance 
(/?')  in  ohms  of  that  part  of  the  circuit  between  those  two 
points,  or  E'  =  C R',  which  is  an  example  of  the  use  of 
formula  8.  E'  also  represents  the  loss,  or  drop,  of  poten- 
tial in  volts  between  the  two  points.  If  any  two  of  these 
quantities  are  known,  the  third  can  be  readily  found;  for, 

E'  E' 

by  transposing,  6^  = -™  and  7?' =  yr ,    as    already    given    in 

formulas  6  and  7. 

Example. — Fig.  50  represents  part  of  a  circuit  in  which  a  current  of 
a  b  c  d  ^  amperes  is  flowing.     The  re- 

'  "^    ^•^^■"  '" ' ^  sistance  from  «  to  <^  is  1.5  ohms, 

FiG-  50.  from  btocis2.Z  ohms,  and  from 

^  to  d?  is  3.6  ohms.     Find  the  difference  of  potential  between  a  and  b, 
b  and  c,  c  and  d,  and  a  and  d. 

Solution. — Since,  by  formula  8,  .£'  =  C  R\  then. 
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the  difference  of  potential  between  a  and  /J  =  3  X  1-5  =  4.5  volts. 

<J  and  r  =  3  X  2.3  =  6.9     " 
"         t-and</=3  X  3.6  =  10.8    " 

a  and  ^  =  4.5  +  6.9  +  10.8  = 
22.2  volts;  or.  in  other  words,  the  loss,  or  drop,  of  potential  caused  by 
a  current  of  3  amperes  flowing  between  a  and  d  is  22.2  volts. 

65.  In  a  great  many  cases  it  is  desirable  to  have  the 
current  flow  from  the  source  a  long  distance  to  some  elec- 
trical receptive  device  and  return  without  causing  an  exces- 
sive drop,  or  loss,  of  potential  in  the  conductors  leading  to 
and  from  the  two  places.  In  such  circuits,  the  greater  part 
of  the  total  generated  electromotive  force  is  expended  in  the 
receptive  device  itself,  and  only  a  small  fraction  of  it  is  lost 
in  the  rest  of  the  circuit.  Under  these  conditions,  it  is  cus- 
tomary to  decide  upon  a  certain  drop^  or  loss,  of  potential 
beforehand,  and  from  that  and  the  current  calculate  the 
resistance  of  the  two  conductors. 

Example. — It  is  desired  to  transmit  a  current  of  5  amperes  to  an 
electrical  device  situated  500  feet  from  the  source;  the  total  generated 
E.  M.  F.  is  120  volts,  and  only  -^^  of  this  potential  is  to  be  lost  in  the 
conductors  leading  to  and  from  the  receptive  device,  {a)  Find  the 
resistance  of  the  two  conductors,  and  {b)  find  the  resistance  per  foot  of 
the  conductors,  assuming  each  to  be  500  feet  long. 

Solution. — {a)  ^jj  of  120  volts  =  12  volts,  which  represents  the 
drop,  or  loss,  of  potential  on  the  two  conductors.  Let  E'  —  12  volts; 
C  =  5  amperes ;  and  R'  =  the  total  resistance  of  the  two  conductors. 
Then,  by  formula  7, 

R'  =  -^  =  -=-  =  2.4  ohms.     Ans. 
C         0 

{d)  The  resistance  per  foot  of  the  conductor  is  found  by  formula  1 . 
In  this  case,  r,=  2.4  ohms;  /,  =  1,000  feet;  /,  =  1  foot.  Then  the 
resistance  per  foot 

2  4  V  1 


TO  VOLTAIC  <:EL,L,S. 

66.  The  difference  of  potential  between  the  two  elec- 
trodes of  a  simple  voltaic  cell  when  no  current  is  flowing — 
that  is,  when  the  circuit  is  open — is  always  equal  to  the  total 
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electromotive  force  developed  within  the  cell ;  but  when  a 
current  is  flowing — that  is,  when  the  circuit  is  closed — a  cer- 
tain amount  of  potential  is  expended  in  forcing  the  current 
through  the  internal  resistance  of  the  cell  itself.  Hence, 
the  difference  of  potential  between  the  two  electrodes  when 
the  circuit  is  closed  is  always  smaller  than  when  the  circuit 
is  open.  This  difference  of  potential  between  the  two  elec- 
trodes when  the  circuit  is  closed  is  sometimes  called  the 
available  or  external  eloctromotive  force,  to  distinguish  it 
from  the  internal  ox  total  £-enerated  electromotive  force. 

67.     To  find  the  available  electromotive  force  of  a  cell, 

let    E  =  the  total  generated  E.  M.  F. ; 

E'  =  available  E.  M.  F.  when  the  circuit  is  closed ; 
C   =  the  current  flowing  when  the  circuit  is  closed ; 
r,-   =  the  internal  resistance  of  the  cell. 

Then,  the  drop,  or  loss,  of  potential  in  the  cell  =  Cr,,  and 
the  available  electromotive  force 

E'  =  E-Cr,.  (9.) 

T/ie  available  electromotive  force  of  a  cell  is  equal  to  the  dif- 
ference betiveen  the  total  generated  electromotive  force  and  the 
potential  expended  in  forciyig  the  current  through  the  internal 
resistance  of  the  cell  tvhen  the  circuit  is  closed.  From  Ohm"s 
law,  this  loss,  or  drop,  of  potential  in  the  cell  itself  is  equal 
to  the  product  of  the  internal  resistance  in  ohms  and  the 
strength  of  the  current  in  amperes  flowing  through  the  cir- 
cuit. 

Example. — In  a  voltaic  cell,  the  total  generated  E.  M.  F.  is  2.2  volts 
and  the  internal  resistance  is  .8  ohm.  If  a  current  of  1.2  amperes  flows 
through  the  cell  when  the  circuit  is  closed,  what  is  the  available 
E.  M.  F. ,  or,  in  other  words,  the  difference  of  potential  between  the  two 
electrodes  ? 

Solution. — Let  E'  =  the  available  E.  M.  F. ;  E  =  the  total  gener- 
ated electromotive  force;  C=the  current  in  amperes;  and  r,- =  the 
internal  resistance. 

Then,  by  formula  9, 

£'  =  £-  Cn  -  2.2  -  (1.2  X  .8)  =  1.24  volts.     Ans. 
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as.  In  treating  upon  derived  circuits,  only  that  part 
of  the  circuit  will  be  considered  which  is  divided  into 
branches  and  each  branch  transmitting  part  of  the  total 
current;  the  rest  of  the  circuit  is  assumed  to  be  closed 
through  some  electric  source,  as,  for  instance,  a  voltaic 
battery. 

Before  applying  Ohm's  law  to  derived  circuits,  the  word 
conductivity  should  be  thoroughly  understood.  Conductivity 
can  be  defined  as  the  facility  with  which  a  body  transmits 
electricity,  and  is  the  opposite  of  resistance.  For  example, 
copper  is  of  low  resistance  and  high  conductivity ;  mercury 
is  of  high  resistance  and  low  conductivity.  In  other  words, 
conductivity  is  the  inverse  or  reciprocal  of  resistance.  Thei  e 
is  no  established  unit  of  conductivity;  it  is  used  merely  as  a 
convenience  in  calculations.  For  example,  if  the  resistance 
of  a  circuit  is  '2  ohms,  its  conductivity  is  represented  by 
one-half;  if  the  resistance  is  increased  to  4  ohms,  "^he  con- 
ductivity would  only  be  one-half  as  much  as  in  the  former 
case  and  would  be  represented  by  one-quarter. 

The  conductivity  of  any  conductor  is,  therefore,  unity 
divided  by  the  resistance  of  that  conductor;  and,  convcsely, 
the  resistance  of  any  conductor  is  unity  divided  by  its  con- 
ductivity. 

69.     Fig.  51  represents  a  derived  circuit  of  tw^  branches. 

Let  r,  and  r^  —  the  separate  resistances  of  the  two 
branches;  r,  and  ^^  =  the  separate  currents  in  each  branch, 
respectively;  and  (7=  the  sum  of  the  currents  in  the  two 
branches;  that  is,  the  current  in  the  main  or  undivided 
branch.     Then,  c^-\-  c^  —  C,  and  C  —  c^  =  c^. 

When  the  current  flows  from  a  to   h,   if   the   resistances 

r,  and  r„  are  equal,  the  current  will  divide  equally  between 

the  two  branches;    thus,    if 

It 

a    current   of   3   amperes    is      _( 

flowing  in  the  main  circuit, 

1  ampere  will  flow  through  -^ 

each  branch.  Fig.  51. 


<zy 
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When  the  resistances  of  the  two  branches  are  unequal,  the 
current  will  divide  between  them  in  inverse  proportion  to 
their  respective  resistances.  In  Fig.  51  the  resistances  of 
the  two  branches  are  r,  and  r^.     Therefore,  c^:c^: :  r^ :  r,. 

By  algebra,  this  proportion  gives  the  two  following 
formulas : 

Cr 

For  the  first  branch,  c^  = -^— .  (lO.) 

'    '       r,  +  r. 

That  is,  of  tivo  branches  in  parallel,  dividing  from  a  main 

circuit,  the  current  in  the  first  branch  is  equal  to  the  current 

in  the  main  multiplied  by  the  resistance  of  the  second  branch, 

and  the  product  divided  by  the  sum  of  the  resistances  of  the 

tzvo  branches. 

Cr 

For  the  second  branch,  c^  = i— .  (11.) 

^'j  +  ^ 

Of  tivo  branches  in  parallel,  dividing  from  a  main  circuit, 
the  current  in  the  second  branch  is  equal  to  the  current  in  the 
main  multiplied  by  the  resistance  of  the  first  branch,  and  the 
product  divided  by  the  sum  of  the  resistances  of  the  two 
branches. 

Example. — Suppose  the  resistance  rj  of  the  first  branch  is  2  ohms, 
and  the  resistance  Vi  of  the  second  branch  is  3  ohms,  find  the  separate 
currents  d  and  d  in  the  two  branches,  respectively,  when  the  current  C 
in  the  main  or  undivided  branch  is  60  amperes. 

Solution. —  r,  =  2  ohms,  ra  =  3  ohms,  and  C  =  60  amperes.  To  find 
the  current  Cx  in  the  first  branch,  substitute  these  values  in  formula  10, 
which  will  give 

C  rj         60  X  3      180       „ .  . 

Cx  — =  -F. rr  =  —^  =  36  amperes.     Ans. 

^1  +  ra        2  +  3  5  ^ 

To  find  the  current  Cn  in  the  second  branch,  substitute  these  values 
in  formula  11,  which  will  give 

Cri         60x2      120      „, 

c%  = =  -X H-  =  -1^  —  24  amperes.     Ans, 

^1  +  ra       2  -i-  3         5  ' 

70,  It  is  clear  that  two  conductors  in  parallel  will  con- 
duct an  electric  current  more  readily  than  one  alone;  that 
is,  their  joint  conductivity  is  greater  than  either  of  their 
separate  conductivities  taken  alone.     This  being  the  case, 


§  8  ELECTRICITY  AND  MAGNETISM.  57 

their  resistances  must  follow  the  inverse  law — viz.,  the  joint 
resistance  of  two  conductors  in  parallel  must  be  less  than 
either  of  their  separate  resistances  taken  alone. 

Rule. — If  the  separate  resistances  of  two  cotiductors  are 
equal,  their  Joint  resistance  when  connected  in  parallel  is  one- 
half  of  the  resistance  of  either  conductor. 

For  example,  take  two  conductors,  the  separate  resistance 
of  each  being  2  ohms,  and  connect  them  in  parallel;  their 
joint  resistance  will  then  be  one-half  their  separate  resist- 
ance, or  1  ohm. 

71.  When  the  separate  resistances  of  two  conductors  in 
parallel  are  unequal,  the  determination  of  their  joint  resist- 
ance when  connected  in  parallel  involves  some  calculation. 

In  Fig.  51,  the  conductivities  of  the  branches  are  —  and 

— .      Hence,    their    joint    conductivity    when    connected    in 

1         1        r  4-  r 

parallel  is \ — -  =  — ^-\    now,    since   the    resistance    of 

r       r  r  r 

any   conductor   is  the   reciprocal  of  its   conductivity,  then 

the  joint   resistance   of   the   two   branches    in    parallel    is 

T  -\-  r 
the  reciprocal  of  their  joint  conductivity;  or,  1  -. — ^— ' — -'  = 

T  r 

r  r 
— ' — ^— .      Hence,  loint  resistance 
r,  +  r, 

r,  +  r. 

That  is,  the  joint  resistance  of  two  conductors  connected  in 
parallel  is  eqiial  to  the  product  of  their  separate  resistances 
divided  by  the  sum  of  their  separate  resistances. 

E.XAMPLE. — In  Fig.  51,  given  r,  =  2  ohms  and  ra  =  3ohms;  find 
their  joint  resistance  in  parallel. 

Solution. — From  formula  12,  their  joint  resistance 

R   = =  s s  =  =  =  li  ohms.     Ans. 

r,  -f  r,      2  +  3      5        "^ 
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12.     Fig.     52    represents    a    divided     circuit    of     three 
Tj  branches.      Let  r,,  7\,  and  r, 

be  the  separate  resistances 
of  those  branches,  respect- 
ively.    Then,   — ,  — ,   and   — 

12  J 

represent  the  separate   con- 
ductivities of  the  three  branches,  respectively.     Their  joint 

conductivity  =  -  +  i  +  i  =  ^^  +  ^^  +  ^^,      since  the 

joint  resistance  is  the  reciprocal  of  their  joint  conductivity, 
then  it  is  equal  to 

ttA-ttA-tt  t  t  t 

Hence,  the  joint  resistance  of  three  branches  in  parallel 

T     T     Y 

R'"  = r^'-^, .  (13.) 

^  ^  +  ^.  ^  +  ^,  ^2 

That  is,  t/ie  joint  resistance  of  three  or  more  conductors 
connected  in  parallel  is  equal  to  the  reciprocal  of  their  joint 
conductivity . 

Example. — In  Fig.  53,  given  ri  =  5  ohms;  r-x  =  10  ohms;  and  ;-3 
=  20  ohms;  find  their  joint  resistance  from  a  to  b. 

Solution. — By  formula  13,  their  joint  resistance 

_  r,  ra  rs  _  5  X  10  X  20  _  1.000  _  ^ 

~  r,  r3  +  r,  ra  +  ^-1  r,  "  10  X  20  -t-  5  X  20  -t-  5  X  10  ""    350  ""    7 
=  2f  ohms.     Ans. 

73.  In  a  derived  circuit  of  any  number  of  branches,  the 
difference  of  potential  between  where  the  branches  divide 
and  where  they  unite  is  equal  to  the  product  of  the  sum  of 
the  currents  in  the  separate  branches  and  their  joint  resist- 
ance in  parallel,  as  will  be  apparent  from  consideration  of 
Ohm's  law,  Art.  34. 

For  example,  if  the  currents  in  the  three  branches.  Fig.  52, 
are  16,  8,  and  4  amperes,  respectively,  and  the  joint  resist- 
ance from  «  to  ^  is  2f  ohms,  then  the  difference  of  potential 
between  a  and  /;  =  (16  -f-  8  +  4)  X  2f  =  28  X  ^-  =  80  volts. 
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74.  The  separate  currents  in  the  branches  of  a  derived 
circuit  can  be  determined  by  finding  the  difference  of  poten- 
tial between  where  the  branches  divide  and  where  they 
unite,  and  dividing  the  result  by  the  separate  resistance  of 
each  branch. 

For  example,  in  Fig.  52,  assume  that  the  separate  resist- 
ances of  the  three  branches  are  5,  10,  and  20  ohms,  respect- 
ively, and  that  the  difference  of  potential  between  a  and  b 
is  80  volts.  Then,  the  current  in  the  first  branch  is  -\''- 
=  16  amperes;  in  the  second,  t{J- =  8  amperes;  and  in  the 
third,  4^  —  4  amperes. 

"75.  The  separate  resistances  of  the  branches  of  a  derived 
circuit  can  be  determined  by  finding  the  difference  of  poten- 
tial between  where  the  branches  divide  and  where  they 
unite,  and  dividing  the  result  by  the  separate  currents  in 
each  branch. 

For  example,  in  Fig.  52,  assume  the  difference  of  poten- 
tial between  a  and  b  to  be  80  volts  and  the  currents  in  the 
separate  branches  to  be  16,  8,  and  4  amperes,  respectively; 
then,  the  resistance  of  the  first  branch  is  ^f  =  5  ohms;  of 
the  second,  -**§"-  =  10  ohms;   and  of  the  third,  -'y  =  20  ohms. 

Example. — Fig.  53  represents  a  closed  circuit,  part  of  which,  from 
a  to  b,  forms  a  derived,  or  shunt,  circuit  of  three  separate  branches 
A,  B,  and  C  in  parallel;  r,,  r^, 
and  rs  represent  the  separate 
resistance  of  the  branches,  re- 
spectively, from  a  to  b;  and  R' 
represents  the  resistance  of  the 
rest  of  the  closed  circuit  from 
/'  to  a  in  the  direction  in  which 
the  current  is  supposed  to  be 
flowing,  including  the  internal 
resistance  of  the  battery  A'. 
Let  r,  =2  ohms;  rj  =  3.2ohms; 
r,  =  4.4  ohms;  and  y?'  =  .8  ohm.  ^"^   ''* 

If  a  current  of  2  amperes  is  flowing  in  the  main,  or  undivided,  circuit, 
find  the  total  electromotive  force  developed  in  the  battery  A'. 

Solution. — From  the  application  of  Ohm's  law  to  closed  circuits, 
formula  8,  E=C  R,  where  E  is  the  total  electromotive  force  devel- 
oped within  the  electric  source;  6"  the  strength  of  current  flowing;  and 
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J?  the  total  resistance  of  the  circuit  through  which  the  current  passes. 
In  this  particular  problem,  the  total  resistance  of  the  closed  circuit 
will  be  the  joint  resistance  of  the  three  branches  in  parallel,  plus  the 
resistance  R  of  the  rest  of  the  circuit.  Hence,  first  find  the  joint 
resistance  of  the  three  branches  A,  B,  and  C  in  parallel  from 
a  to  b.     By  formula  13,  the  joint  resistance  of  three  conductors  in 

parallel   is  ^ — ^ — ^ ,  where   r,,  r^,  and   rs  represent  the 

r-ir,  +  Vi  rz  +  ri  r^ 

separate  resistances  of    the    three    conductors.      Substituting  gives 

2x3.2x^-4  _  28.16  _  28^  _ 

3.2x4.4  +  2x4.4  + 2  X  3.2  "14.08  +  8.8 +  6.4  "29.28  "^• 

the  joint  resistance  of  the  three  branches  A,  B,  and  C  in  parallel 
from  a  to  b.  The  total  resistance  of  the  closed  circuit  is,  there- 
fore, .9617  +  .8  =  1.7617  ohms,  and£"=Cx^  =  2x  1.7617  =  3.5284 
volts.     Ans. 


ELECTRICAL  QUANTITY. 

76.  The  rate  of  flow  of  liquids  is  expressed  in  units  of 
quantity  per  second  or  minute,  and  similarly  the  strength 
of  an  electric  current  can  be  defined  as  a  quantity  of  elec- 
tricity flowing  per  second.  The  practical  unit  of  electrical 
quantity  is. called  the  coulomb. 

The  coulomb  is  such  a  quantity  of  electricity  as  will  pass 
in  one  second  through  a  circuit  i^t  which  the  strength  of  cur- 
rejit  is  one  ampere. 

As  stated  previously,  the  quantity  of  electricity  is  calcu- 
lated from  the  strength  of  current;  it  cannot  be  actually 
measured.  For  example,  suppose  the  strength  of  current 
in  a  closed  circuit  to  be  10  amperes,  as  measured  by  an  am- 
meter; if  such  a  current  flows  for  only  one  second,  the 
quantity  of  electricity  which  has  passed  around  the  circuit 
is  10  coulombs;  but  if  the  current  flows  for  two  seconds,  the 
quantity  of  electricity  would  be  20  coulombs. 

Hence,  to  calculate  the  quantity  of  electricity  which  has 
passed  in  a  circuit  in  a  certain  time  when  the  strength  of 
the  current  in  amperes  is  known : 

Let  Q  =  the  quantity  of  electricity  in  coulombs,  C  the 
strength  of  current  in  amperes,  and  /  the  time  in  seconds. 

Then,  Q-Ct.  (14.) 
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If  any  two  of  these  quantities  are  known,  the  third  can  be 

readily  found.      By  transposition,  C  =  ^^  and  /  =  ^, 

Therefore,  to  obtain  the  quantity  of  current  which  has 
passed  through  a  circuit  in  a  given  time,  multiply  the 
strength  of  current  in  amperes  by  the  time  in  seconds. 

Example. — Find  the  quantity  of  electricity  in  coulombs  that  flows 
around  in  a  closed  circuit  in  \\  hours  when  the  strength  of  current  is 
13  amperes. 

Solution. — Reducing  the  time  to  seconds  gives  1.5  X  60  X  60 
=  5,400  seconds;  hence,  /  =  5,400  seconds  and  C  =  12  amperes.  Then 
from  formula  14, 

(2  =  CV  =  12  X  5,400  =  64,800  coulombs.     Ans. 


EliECTRICAXi  WORK. 

77.  When  an  electric  current  flows  from  a  higher  to  a 
lower  potential,  electrical  energy  is  expended  and  luork  is 
done  by  the  current.  The  principle  of  the  conservation  of 
energy  teaches  that  energy  can  never  be  destroyed ;  it  follows, 
therefore,  that  if  energy  has  to  be  expended  in  forcing 
a  quantity  of  electricity  against  a  certain  amount  of  resist- 
ance, the  equivalent  of  that  energy  must  be  transformed 
into  some  other  form.  This  other  form  is  usually  heat; 
that  is,  when  a  quantity  of  electricity  flows  against  the 
resistance  of  a  conductor,  a  certain  amount  of  electrical 
energy  is  transformed  into  heat  energy. 

The  actual  amount  of  heat  developed  is  an  exact  equiva- 
lent of  the  ivork  done  in  overcoming  the  resistance  of  the 
conductor,  and  varies  directly  as  that  resistance.  For 
example,  take  two  wires,  the  resistance  of  one  being  twice 
that  of  the  other,  and  send  currents  of  equal  strengths 
through  each.  The  amount  of  heat  developed  in  the  wire 
of  higher  resistance  will  be  twice  that  developed  in  the  wire 
offering  the  lower  resistance. 

The  unit  used  to  express  the  amount  of  mechanical  work 
done  is  known  as  the  foot-pound.  The  work  done  in  rais- 
ing any  mass  through  any  height  is  found  by  multiplying 
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the  weight  of  the  body  lifted  by  the  vertical  height  through 
which  it  is  raised ;  similarly,  the  practical  unit  of  electrical 
zvork  is  that  amount  accomplished  when  a  unit  quantity  of 
electricity,  one  coulomb,  flows  between  potentials  differing 
by  one  volt. 

The  unit  of  electrical  work  is,  therefore,  the  volt-coulomb, 
and  is  called  the  joule. 

\  joule  =  .7373  foot-pound. 

78.  By  means  of  the  following  formulas,  we  may  find 
directly  the  amount  of  electrical  work  accomplished  \n  Joules 
during  a  given  time  in  any  circuit: 

Let  y  =  electrical  work  in  joules; 
6"=  current  in  amperes; 

/  =  time  in  seconds  during  which  the  current  flows ; 
E=  potential,  or  E.  M.  F.,  of  circuit; 
R  =  resistance  of  circuit. 

"When  the  current  and  electromotive  force  are  known, 

/=CEt.  (15.) 

When  the  current  and  resistance  are  known, 

J=C'Rt.  (16.) 

When  the  resistance  and  electromotive  force  are  known, 

E^  t 
J=^.  (17.) 

To  determine,  therefore,  the  electrical  work  done  in  a 
given  time,  multiply  the  quantity  of  electricity  in  coulombs 
which  has  passed  in  the  circuit  during  that  time  by  the  loss, 
or  drop,  of  potential  as  measured  directly,  or  as  computed 
from  the  values  of  the  current  and  resistance. 

Example. — Find  the  amount  of  work  done  in  joules  when  a  current 
of  15  amperes  flows  for  \  an  hour  against  a  resistance  of  2  ohms. 

Solution. — Reducing  the  time  to  seconds  gives  30  X  60  =  1,800 
seconds  =  /.  The  current  =  C  =  15  amperes,  and  the  resistance  = 
2  ohms  =  R.     Then,  by  formula  16,  the  electrical  work  done 

/=  15  X  15  X  2  X  1,800  =  810,000  joules.     Ans. 
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79.  When  the  work  in  joules  is  known,  the  work  in 
foot-pounds 

F.  P.  =  .7373/.  (18.) 

That  is,  the  equivalent  work  done  in  foot-pounds  is  obtained 
by  multiplying  the  number  of  joules  by  .7373. 

Example. — Express  the  work  done  in  foot-pounds  in  a  circuit  when 
a  current  of  8  amperes  flows  for  2  hours  between  potentials  differing 
by  10  volts. 

Solution. — Reducing  the  time  to  seconds  gives  2  x  CO  x  60  —  7,2O0 
seconds  =  /.  The  current  =  8  amperes  =  C,  and  the  electromotive 
force  =  10  volts  =  E.  Then,  by  formula  15,  tha  electrical  work  done 
=  /=  8  X  10  X  7,200  =  576,000  joules.  Expressed  in  foot-pounds,  this 
will  be,  by  formula  18, 

F.  P.  =  .7373  X  576,000  =  424,684.8  foot-pounds.     Ans. 


EtiECTRTCAIi  l>OT\TER. 

80.  Power,  or  rate  of  doing  work,  is  found  by  dividing 
the  amount  of  work  done  by  the  time  required  to  do  it. 
In  mechanics,  the  unit  of  power  is  called  the  horsepo^ve^ ; 
in  electrotechnics,  the  unit  of  power  is  the  watt.  It  is 
found  by  dividing  the  amount  of  electrical  work  done  by  the 
time  required  to  do  it. 

Let  E  =  the  electromotive  force  in  volts;  Q,  the  quantity 
of  electricity  in  coulombs ;  C^  the  current  in  amperes ;  and 
W,  the  power  in  watts. 

By  formula  15,  the  amount  of  electrical  work  J  =.  C Et 

Then,  W^  ^^  =  C  E.  (19.) 

The  power  in  watts  is  equal  to  the  strength  of  current  in 
amperes  multiplied  by  the  electromotive  force  in  volts. 

Example. — What  is  the  power  in  watts  developed  in  a  closed  circuit 
in  which  a  current  of  12  amperes  is  flowing  between  potentials  differ- 
ing by  25  volts  ? 

Solution. —  .£"=25  volts  and  C  —  12  amperes.  Hence,  by  for- 
mula 19, 

fF  =  C  £■  =  12  X  25  =  300  watts.     Ans. 
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By  taking  into  consideration  the  resistance  of  the  circuit, 
the  equation  for  determining  the  power  in  watts  may  be 
expressed  in  two  other  ways : 

By  derivation  from  formula  16, 

W=^-^  =  C'  R.  (20.) 

That  is,  the  power  in  zvatts  is  equal  to  the  strength  of  cur- 
rent in  amperes  squared,  multiplied  by  the  resistance  in  ohms. 

Example. — Find  the  power  in  watts  in  a  closed  circuit  in  which  a 
current  of  30  amperes  is  flowing  against  a  resistance  of  3  ohms. 

Solution. —    C  =  30  and  R  =  Z.     Hence,  by  formula  20, 

W  =  C^  R  =  W^  y.%  =  2,700  watts.     Ans. 
By  derivation  from  formula  1*7, 

That  is,  the  power  in  watts  is  the  quotient  arising  from 
dividing  the  electromotive  force  in  volts  squared  by  the 
resistance  in  ohms. 

Example. — The  drop  of  potential  in  a  closed  circuit  when  a  current 
is  flowing  is  20  volts  and  the  resistance  is  10  ohms ;  what  is  the  power 
in  watts  expended  ? 

Solution.—  jE"  =  20  volts  and  7?  =  10  ohms.  Hence,  by  for- 
mula 31, 

pt      20^ 
tr  =  —  =  ^  =  40  watts.     Ans. 
/t        10 

81,     One  watt  equals  -^  oi  a  horsepower;  or,  1  horse 
power  equals  746  watts. 
If  H.  P.  =  horsepower, 

H.P.=^g.  (28.) 

That  is,  to  express  the  rate  of  doing  electrical  work  in 
horsepoxver  unitSy  find  the  number  of  watts  atid  divide  the 
result  by  7^6. 
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The  horsepower  may  also  be  expressed  by  three  other 
equations,  by  expressing  the  watts  in  terms  of  electromo- 
tive force,  current,  and  resistance,  as  obtained  from  for- 
mulas 19,  30,  21,  viz. : 

F  C  C  R  E^ 

H.  P.  =  ^:  H.  P.  =  -^^r  and  H.  P.  =- 


746  '  "•  ^  •        746  '  ■     ■      746  R 

Example. — Given,  current  =  50  amperes  and  electromotive  force  = 
250  volts;  express  the  power  directly  in  horsepower  units. 

Solution. —    Ez=  250  volts;   C  =  50  amperes;  hence, 

,,   „        EC      250  X50      ,^^^^  .  . 

H.  P.  =  -=j^  =       „^„ —  =  16.756  horsepower.     Ans. 

Example. — Given,  strengtk  of  current  =  25  amperes  and  resist- 
ance =  14.92  ohms;  express  the  power  directly  in  horsepower  units. 

Solution. —    C  =  25  amperes;  7?  =  14.92  ohms;  hence, 

^^  ^       C^H      25«  X  14.92      ,„^. 
H.  P.  =  -=7777-  =      -  «./.     ~  =  12.5  horsepower.     Ans. 
746  746 

Example. — Given,  electromotive  force  =  110  volts  and  resistance 
=  4  ohms;  express  the  power  directly  in  horsepower  units. 

Solution. —    .£"=110  volts;  7?  =  4  ohms;  hence, 

£i  110' 

H.  P.  =  -,.-.  „  =  ^^7^ -.  =  4.055  horsepower.     Ans. 

746  i?      746  X  4  ^ 

82.  To  express  the  power  in  watts  when  the  horsepower 
is  known,  use  the  following  formula : 

W=  U.F.  X  746.  (23.) 

That  is  to  say,  tJie  power  in  tvatts  is  found  by  multiplying 
the  horsepower  by  7J^6. 

Example. — tiixpress  the  equivalent  of  4.35  horsepower  in  watts. 

Solution. —    H.  P.  =4.35;  by  formula  33,  the  electrical   power 
ff  =  4.35  X  746  =  3,245. 1  watts.     Ans. 

83.  The  watt  is  too  small  a  unit  for  convenient  use  in 
expressing  the  output  of  large  dynamos,  so  the  kiloAvatt  is 
generally  used.  One  kilowatt  is  equal  to  1,000  watts  or 
about  1^  horsepower.  For  example,  if  a  dynamo  were  rated 
at  75  kilowatts,  it  would  have  an  output  of  75,000  watts  or 
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roughly  about  100  horsepower.  The  kilo\vatt-hour  is  a 
unit  of  ivork  commonly  used  in  electrical  work.  It  is  the 
amount  of  work  done  when  1  kilowatt  is  expended  for 
1  hour,  or  \  kilowatt  for  2  hours,  etc.  The  kilowatt-hours 
are,  therefore,  found  by  multiplying  the  average  number  of 
kilowatts  by  the  average  number  of  hours  during  which  the 
kilowatts  were  expended.  Since  1  kilowatt  =  1,000  watts, 
1  kilowatt-hour  =  1,000  watt-hours.  Now  1  watt  expended 
for  1  second  is  equal  to  1  joule;  hence,  1  kilowatt-hour 
=  1,000  X  3,600  =  3,600,000  joules,  or  3,600,000  X  .7373 
=  2,654,280  foot-pounds.  The  kilowatt-hour  represents  a 
definite  amount  of  work,  whereas  the  kilowatt  expresses  the 
rate  at  which  work  is  done,  and  is,  therefore,  a  unit  of  power. 


HEAT  AND  STEAM. 


HEAT. 


NATURE    OF  HEAT. 

1.  All  modern  scientists  and  investigators  agree  that 
heat  is  [x  form  of  oicrgy.  It  is  conceived  to  be  a  motion  of 
the  molecules  composing  matter.  All  matter  is  composed  of 
molecules,  which,  according  to  the  generally  accepted  theory, 
are  not  in  a  state  of  rest,  but  are  moving  or  vibrating  back 
and  forth  with  a  greater  or  less  velocity.  It  is  this  move- 
ment of  the  molecules  that  is  generally  believed  to  cause  the 
sensations  of  warmth  and  cold;  if  the  motion  is  slow,  the 
body  feels  cold;  whereas,  if  the  motion  is  rapid,  the  body 
feels  warm.  Since  a  body  in  motion  has  kinetic  energy 
and  since  the  molecules  composing  matter  are  supposed  to 
be  in  motion,  each  molecule  possesses  kinetic  energy; 
hence,  we  can  conceive  heat  to  be  a  form  of  energy. 

Ji.  Temperature  is  a  term  used  to  indicate  how  hot  or 
cold  a  body  is;  i.  e.,  to  indicate  the  velocity  of  the  vibra- 
tion of  the  molecules  of  a  body.  A  body  having  a  high 
temperature  is  said  to  be  hot;  a  body  having  a  low  tem- 
perature is  said  to  be  cold.  When  a  body,  as,  for  example, 
an  iron  bar,  receives  heat  from  any  source,  its  temperature 
rises;  on  the  other  hand,  when  a  body  loses  heat,  its  tem- 
perature falls. 

§11 
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The  temperature  is  not  a  measure  of  the  quantity  of  heat 
a  body  possesses.  Temperature  may  be  considered  to  be  a 
measure  of  the  velocity  with  which  the  molecules  of  a  body 
vibrate  to  and  fro,  while  the  quantity  of  heat  may  be  con- 
sidered to  be  the  total  energy  of  the  molecules  composing 
the  body.  A  small  iron  rod  may  be  heated  to  whiteness 
and  yet  possess  a  very  small  quantity  of  heat.  Its  tempera- 
ture is  very  high,  but  this  simply  indicates  that  the  molecules 
of  the  rod  are  vibrating  with  an  extremely  high  velocity. 
An  iron  ball  1  foot  in  diameter  and  an  iron  ball  1  inch  in 
diameter  may  have  exactly  the  same  temperature,  but  the 
larger  ball  would  have  by  far  the  greater  quantity  of  heat. 

3,  The  Tliermonietei*. — Temperature  is  measured  by 
an  instrument  called  the  tlienaometer,  which  is  so  famil- 
iar as  to  scarcely  need  description.  It  consists  of  a  thin 
glass  tube,  at  one  end  of  which  is  a  bulb  filled  with  mercury. 
Upon  being  heated,  the  mercury  expands  in  proportion  to 
the  rise  of  temperature.  Thermometers  are  graduated  in 
different  ways.  In  the  Fahrenheit  thermometer,  which  is 
the  one  generally  used  in  this  country,  the  point  Avhere  the 
mercury  stands  when  the  instrument  is  placed  in  melting 
ice  is  marked  32°.  The  point  indicated  by  the  mercury 
when  the  thermometer  is  placed  in  water  boiling  in  the  open 
air  at  the  level  of  the  sea  is  marked  212°.  The  tube  between 
these  two  points  is  divided  into  180  equal  parts,  called 
degrees. 

4.  Effects  of  Heat. — Suppose  we  take  a  vessel  filled 
with  some  substance,  say  water.  Let  the  vessel  be  a  cylinder 
fitted  with  a  piston,  as  shown  in  Fig.  1.  The  water  is, 
say,  at  the  freezing  point,  and  the  millions  of  molecules 
composing  the  water  are  moving  to  and  fro  with  a  com- 
paratively small  velocity.  Place  the  vessel  over  a  fire  or 
furnace.  Heat  is  communicated  to  the  molecules  of  water, 
and  they  begin  to  move  faster  and  faster.  That  is,  their 
kinetic  energy  increases,  and  if  a  thermometer  is  inserted 
in  the  vessel,  it  will  be  found  that  the  temperature  of  the 
water  rises.     Consequently,  one  effect  of  heat  is  to  raise  the 
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temperature  of  the  body  to  which  it  is  applied.     But,  after 

reaching  a  certain  temperature,  the  molecules  of  the  water 

not  only  move  faster,   but   they  move  farther  from  each 

other,   and  their  paths   are   longer.     It  is 

plain    that   if    the    molecules    are    farther 

apart  than  they  were  originally,  the  whole 

body  of    them   must  take  up  more   space. 

In   other  words,  after   reaching   a   certain 

temperature,  the  water  expands  as  heat  is 

added.     Hence,  another  effect  of  heat  is  to 

cause  bodies  to  expand.     Common  examples 

of  the  expansion  of  bodies  by  heat  are  seen 

in  the  setting  of  tires,  the  expansion  of  the 

rails  of  a  railway  in  summer,  etc. 


Fig.  1. 


5.  The  heat  supplied  to  the  vessel  of 
water  has  so  far  done  three  things:  (1)  It 
has  raised  the  temperature  of  the  water 
and  thus  has  increased  the  kinetic  energy 
of  the  molecules.  Let  the  amount  of  heat 
expended  for  this  purpose  be  denoted  by  5.  (2)  A  certain 
quantity  of  heat  has  been  used  in  expanding  the  water, 
that  is,  in  pushing  the  molecules  farther  apart  against  the 
force  of  cohesion.  Denote  the  amount  of  heat  so  expended 
by  /.  (3)  Since  the  water  expands,  it  must  raise  the  pis- 
ton P  against  the  pressure  of  the  atmosphere,  and  conse- 
quently more  heat  must  be  used  to  expand  the  water  than 
would  be  required  if  there  were  no  pressure  on  the  upper 
side  of  the  piston.     Call  this  extra  quantity  of  heat  Jl\ 

If  Ave  denote  by  Q  the  total  quantity  of  heat  given  to  the 
vessel  of  water,  we  have 

Q  =  S+/-i-  IV. 

Ordinarily,  the  greater  part  of  the  heat  given  to  a  body 
is  spent  in  raising  its  temperature,  and  but  little  is  used  in 
expanding  the  body.  That  is,  the  quantity  .S"  is  nearly  equal 
to  the  quantity  Q,  while  the  quantities  /  and  W  are  extremely 
5mall. 
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6.  Suppose  that  the  piston  in  Fig.  1  is  removed  from  the 
cylinder,  so  that  the  water  will  be  in  contact  with  the  atmos- 
phere, and  that  a  thermometer  is  inserted.  As  the  water 
becomes  more  and  more  heated,  the  temperature  indicated 
by  the  thermometer  will  rise  until  it  reaches  212°.  So  far, 
most  of  the  heat  has  been  used  to  raise  the  temperature  of 
the  water.  But  now,  no  matter  how  much  heat  is  added  to 
the  water,  the  mercury  stands  at  212°,  and  cannot  be  made 
to  rise  higher.  This  is  the  reason:  When  the  temperature 
reaches  212°  the  molecules  of  water  have  been  set  into  such 
rapid  motion  that  the  force  of  cohesion  is  no  longer  able  to 
hold  them  and  they  tend  to  separate.  In  other  words,  the 
water  changes  to  a  gas  (steam),  and  all  the  heat  is  being 
used  to  effect  this  change.  The  temperature  of  the  steam 
will  remain  at  212°  until  all  water  is  changed  to  steam;  then, 
if  more  heat  is  applied,  the  temperature  of  the  steam  will 
begin  to  rise. 

T.  Again,  suppose  we  take  a  block  of  ice  at  a  tempera- 
ture of,  say,  14°  and  heat  it.  If  a  thermometer  is  placed 
in  contact  with  the  ice,  the  mercury  will  rise  until  it  reaches 
32°  and  will  then  remain  stationary.  As  soon  as  this  tem- 
perature is  reached,  the  ice  begins  to  melt  or  change  to 
Avater,  and  the  heat,  instead  of  raising  the  temperature 
farther,  is  all  used  to  effect  this  change  of  state.  Here, 
then,  is  another  effect  produced  by  heat.  It  will  change  a 
solid  to  a  liquid  or  a  liquid  to  a  gas. 

8.  Siitamary. — By  a  study  of  the  results  of  applying 
heat  to  the  substances  that  have  just  been  considered,  we 
see  that  the  effects  of  heat  most  commonly  observed  are: 
(1)  It  increases  the  rate  of  motion  of  the  molecules,  an  effect 
that  is  indicated  by  an  increase  in  temperature.  (2)  It 
increases  the  lengths  of  the  paths  of,  and  the  distance 
between,  the  molecules,  thus  causing  the  body  to  expand  and 
fill-  a  greater  space.  (3)  It  overcomes  the  attractive  forces 
that  tend  to  hold  the  molecules  of  a  substance  together, 
and    thus    changes  it  from  a  solid  to  a  liquid   or   from   a 
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liquid  to  a  gas,  according  to  the  state  it  was  in  when  the 
heat  was  applied. 

The  second  statement  of  the  summary,  while  generally 
true,  is  subject  to  exceptions,  the  most  notable  one  of 
which  is  water,  which  in  rising  from  a  temperature  of  3"2° 
Fahrenheit  to  a  temperature  of  39.  "1°  contracts  instead  of 
expands. 

9.  Tjiitent  Heat. — The  heat  that  is  expended  in  chan- 
ging a  l)()dy  from  the  solid  to  the  liquid  state  or  from  the 
liquid  to  the  gaseous  state  is  called  latent  heat.  The  por- 
tion of  the  heat  applied  that  raises  temperature  and  that, 
therefore,  affects  the  thermometer  is  sometimes  called  sen- 
sible heat. 

10.  Measurement  of  Heat. — Since  heat  is  not  a  sub- 
stance, it  cannot  be  measured  directly  in  pounds  or  quarts, 
but,  like  force,  it  may  be  measured  by  the  effects  it  pro- 
duces. Suppose  that  a  certain  quantity  of  heat  raises  the 
temperature  of  1  pound  of  water  from  52°  to  53°  Fahrenheit. 
It  will  take  the  same  quantity  of  heat  to  raise  that  pound 
from  53°  to  54°,  and  therefore  it  will  take  nearly  double 
that  quantity  to  raise  the  temperature  of  1  pound  of 
water  from  52°  to  54°.  The  unit  quantity  of  heat  is  the 
quantity  required  to  raise  the  temperature  of  a  pound  of 
water  from  63°  to  63°.  This  unit  is  called  the  British 
tliermal  unit,  and  is  commonly  abbreviated  to  B.  T.  U. 

11.  For  temperatures  above  03°,  it  takes  slightly  more 
than  1  B.  T.  U.  to  produce  a  change  of  1  degree  in  1  pound 
of  water — the  difference  increasing  the  farther  the  tempera- 
ture is  from  63°.  For  temperatures  below  62°,  it  takes 
slightly  less  than  1  B.  T.  U.  to  produce  a  change  of  1  degree 
in  1  pound  of  water;  and,  as  before,  the  difference  is  greater 
the  farther  the  temperature  is  from  62°.  Thus  it  will  take 
more  heat  to  raise  the  temperature  of  1  pound  of  water 
from  75°  to  76°  than  it  will  to  raise  it  from  74°  to  75°.  Like- 
wise, it  will  take  less  heat  to  raise  the  temperature  of 
1  pound  of  water  from  42°  to  43°  than  to  raise  it  from  43°  to 
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44°.  However,  the  difference  between  the  actual  B.  T.  U., 
as  defined  above,  and  the  quantity  of  heat  required  to  change 
the  temperature  of  1  pound  of  water  1  degree  for  any  other 
temperature  is  so  small  that,  for  all  ordinary  purposes,  it 
may  be  assumed  that  it  takes  1  B.  T.  U.  to  produce  a  change 
of  1  degree  in  the  temperature  of  1  pound  of  water  for  all 
temperatures  that  we  are  likely  to  meet  in  practice. 

13.  Relation  Between  Heat  and  Work. — Suppose  that, 
in  the  experiment  shown  in  Fig.  1,  the  piston  had  been 
allowed  to  remain  in  the  cylinder  while  the  water  was  being- 
changed  to  steam.  Steam  at  212°  occupies  nearly  1,700  times 
the  space  that  the  water  originally  occupied.  Hence,  the 
piston  would  be  lifted  in  the  cylinder  to  give  room  for  the 
steam  that  was  being  formed.  But  to  raise  the  piston 
requires  work.  Here,  then,  is  an  example  of  work  being  per- 
formed by  heat.  On  the  other  hand,  work  will  produce  heat. 
If  two  blocks  of  wood  are  rubbed  briskly  together,  they  will 
become  warm,  and  may  even  ignite.  The  work  done  in  over- 
coming friction  causes  the  journals  and  bearings  of  fast- 
running  machines  to  heat.  A  small  iron  rod  may  be  heated 
to  redness  by  pounding  it  on  an  anvil. 

13.  Since  work  may  be  changed  into  heat  and  heat  into 
work,  it  seems  probable  that  there  is  some  fixed  ratio  between 
the  unit  of  heat  (B.  T.  U.)  and  the  unit  of  work,  the  foot- 
pound. By  a  series  of  careful  experiments,  Dr.  Joule,  of 
England,  discovered  this  ratio. 

He  found  that  1  B.  T.  U.  is  equivalent  to  772  foot-pounds; 
later  and  more  careful  experiments  show  that  778  foot- 
pounds is  more  nearly  correct.  This  number,  778  foot- 
pounds, is  called  the  mechanical  equivalent  of  1  B.  T.  U. 

We  have,  then,  the  following  important  law:  Heat  may 
be  changed  to  work  or  zvork  to  heat;  778  foot-pounds  of  work 
are  required  to  produce  1  B.  T.  U.;  and,  conversely,  the 
expenditure  of  1  B.   T.  U.  produces  778  foot-pounds  of  work. 

Example  1. — The  burning  of  1  pound  of  coal  gives  out  sufficient 
heat  to  raise  14,000  pounds  of  water  from  62°  to  63°.  If  all  this  heat  is 
utilized,  how  high  will  it  lift  a  weight  of  700  pounds  ? 
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Solution. — Since  1  B.  T.  U.  raises  the  temperature  of  1  pound  of 
water  from  62^  to  63%  it  requires  14,000  B.  T.  U.  to  raise  14,000  pounds 
of  water  from  62°  to  63';  hence,  the  burning  of  1  pound  of  coal  gives 
out  14,000  B.  T.  U.  One  B.  T.  U.  is  equivalent  to  778  foot-pounds; 
hence,  14,000  B.  T.  U.  are  equivalent  to  14,000  X  778  =  10,892,000  foot- 
pounds. Then,  the  height  to  which  the  weight  can  be  raised  is 
10,892,000  -f-  700  =  15,560  ft.     Ans. 

Example  2. — A  cannon  ball  weighing  60  pounds  moves  with  a 
velocity  of  1,300  feet  per  seCond.  Suppose  the  ball  were  suddenly- 
stopped  and  all  its  kinetic  energy  changed  into  heat,  how  many  B.  T.  U. 
would  be  developed  ?  If  all  this  heat  were  applied  to  100  pounds  of 
water  at  a  temperature  of  60°,  to  what  temperature  would  the  water  be 
raised  ? 

Solution.  —  The    kinetic    energy    of    the    cannon    ball    is 

=  ^^  ^32*^^'  =  1.5'^6,492  foot-pounds.    But  778  foot-pounds  =  1  B.T.U. 

Therefore,  the  number  of  B.  T.  U.  developed  is  1,576,492  -=-  778 
=  2,026.3  B.  T.  U.  Since  1  B.  T.  U.  raises  the  temperature  of  1  pound 
of  water  1  degree,  it  will  take  100  B.  T.  U.  to  raise  100  pounds  of 
water  1  degree.  Hence,  2,026.3  B.  T.  U.  will  raise  100  pounds  of  water 
2,026.3  -4-  100  =  20.26  degrees,  and  the  final  temperature  of  the  water 
will  be  60°  +  20.26°  =  80.26°.     Ans. 


14.  Specific  Heat. — One  B.  T.  U.  raises  the  tempera- 
ture of  1  pound  of  water  1  degree;  will  it  have  the  same 
effect  on  a  pound  of  mercury  ?  Heat  two  1-pound  iron  balls 
to  the  temperature  of  boiling  water,  212° ;  having  now  the 
same  weights  and  temperatures,  each  ball  has  the  same 
quantity  of  heat.  Place  one  of  these  balls  in  a  vessel,  into 
which  slowly  pour,  enough  water  having  a  temperature  of 
60°  so  that  the  iron  will  be  cooled  to  70°  while  the  Avater  is 
heated  to  the  same  temperature.  Now  place  the  other  hot 
ball  in  another  vessel,  into  which  pour  mercury  having 
a  temperature  of  60°,  until  the  iron  and  mercury  reach  a 
common  temperature  of  70°.  In  each  case  the  hot  ball  will 
have  been  cooled  from  212°  to  70°,  and  therefore  each  will 
have  given  up  the  same  quantity  of  heat.  When,  however, 
we  consider  the  effects  produced  by  the  heat,  we  find  that 
what  has  been  given  off  by  one  ball  has  raised  nearly  1.62 
pounds  of  water  10  degrees ;  that  given  off  by  the  other  ball, 
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which,  it  will  be  remembered,  is  the  same  amount  as  in 
the  first  case,  has  raised  48.5  pounds  of  mercury  (or  nearly 
30  times  more  mercury  than  water)  the  same  number  of 
degrees.  It  is  plain,  therefore,  that  to  raise  1  pound  of  mer- 
cury from  62°  to  63°  requires  gV  the  heat  necessary  to  raise 
1  pound  of  water  from  62°  to  63°.  Hence,  we  say  the 
specific  heat  of  the  mercury  is  -gL  or  .0333. 

15,  The  specific  heat  of  a  body  is  the  ratio  betzveen  the 
quantity  of  Jieat  required  to  ivarm  that  body  1  degree  and  the 
quantity  of  heat  required  to  %varin  an  equal  weight  of  water 
1  degree. 

Example  1. — It  is  found  that  to  raise  the  temperature  of  20  pounds 
of  iron  from  62°  to  63°  requires  2.276  B.  T.  U.  What  is  the  specific 
heat  of  iron  ? 

Solution. — To  raise  20  pounds  of  water  from  62°  to  63°  requires 
20  B.  T.  U.  The  specific  heat  of  the  iron  is,  according  to  the  above 
definition,  the  ratio  between  the  quantities  of  heat  required  to  raise 
the  temperature  of  the  iron  and  the  water,  respectively,  through 
1  degree,  that  is,  it  is  the  ratio  2.276  :  20  =  2.276  -h  20  =  .1138.     Ans. 

Example  2. — The  specific  heat  of  silver  is  .0-57.  How  many  B.  T.  U. 
are  required  to  raise  22  pounds  of  silver  from  50°  to  60°  ? 

Solution. — To  raise  the  temperature  of  1  pound  of  water  1  degree 
requires  1  B.  T.  U.  Since  the  specific  heat  of  silver  is  .Q57,  only 
.057  B.  T.  U.  is  required  to  raise  1  pound  of  silver  1  degree.  Hence, 
to  raise  22  pounds  of  silver  10  degrees  must  require  .057  X  22  X  10 
=  12.54  B.  T.  U.     Ans. 

Eule  1. —  To  find  the  number  of  B.  T.  U.  required  to  raise 
the  temperature  of  a  body  a  giveji  number  of  degrees,  multi- 
ply the  specific  heat  of  the  body  by  its  weight  in  pounds  and 
by  the  number  of  degrees. 

Denote  the  number  of  B.  T.  U.  required  hyU\  the  specific 
heat  by  c\  the  weight  by  IV;  and  let  /  and  /,,  respectively, 
be  the  temperatures  before  and  after  the  heat  is  applied. 

Then,  U^c  W{t~t). 

The  specific  heat  of  some  of  the  more  common  substances 
is  given  in  the  following  table  : 
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SPECIFIC  HEAT  OF  SUBSTANCES. 


Substance. 

Specific 
Heat. 

Substance. 

Specific 
Heat. 

Water 

1.0000 
.2026 
.1138 
.0951 
.0570 
.0562 
.0333 
.0314 

Ice 

5040 

Sulphur 

Steam  (superheated) . 
Air 

4805 

Iron 

2375 

Copper 

Oxvs'en 

2175 

Silver 

Hydrogen 

3  4090 

Tin ,   

Mercury 

Carbon  monoxide  ., .  . 

Carbon  dioxide 

Nitrogen 

.2479 
2170 

Lead 

'^438 

16.  tiatent  Heat  of  Fusion. — This  term  is  applied  to 
the  quantity  of  heat  required  to  change  a  pound  of  a  given 
substance  from  the  solid  to  the  liquid  state.  The  only  case 
of  interest  to  the  engineer  is  the  heat  required  to  change 
1  pound  of  ice  to  water.  Careful  experiments  have  shown 
that  about  144  B.  T.  U.  are  required  to  change  1  pound  of 
ice  at  32°  to  water  at  32°.  Hence,  the  latent  heat  of 
water  is  144  B.  T.  U. 

17.  The  latent  heat  of  steam  is  the  quantity  of  heat 
required  to  change  1  pound  of  water  at  a  given  temperature 
into  steam  at  the  same  temperature.  Experiment  has  shown 
that  at  a  temperature  of  212°  this  quantity  of  heat  is  about 
966  B.  T.  U.  This  means  that  the  heat  required  to  change 
1  pound  of  water  at  212°  to  steam  is  9GG  times  as  great  as 
the  heat  required  to  raise  the  temperature  of  a  pound  of 
water  from  G2°  to  63°.  The  latent  heat  of  steam  is  different 
for  different  temperatures,  as  will  be  seen  by  referring  to 
the  Steam  Tables. 

Example. — How  many  B.  T.  U.  are  required  to  change  5  pounds  of 
ice  at  15°  into  steam  at  212°  ? 

Solution. — To  raise  the  temperature  of  the  ice  from  15°  to  32°  (the 
melting  temperature)  requires,  according  to  rule  1, 

.504  X  5  X  (32  -  15)  =  42.84  B.  T.  U. 
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To  change  the  ice  to  water  requires  144  B.  T.  U.  for  each  pound,  or 
144  X  5  =  720  B.  T.  U.  To  raise  the  water  from  32°  to  212°  requires, 
from  rule  1, 

1  X  5  X  (212  -  32)  =  5  X  180  =  900  B.  T.  U. 

Finally,  to  change  the  water  to  steam  requires  966  B.  T.  U.  per 
pound,  or  966  X  5  =  4,830  B.  T.  U.  Therefore,  in  all,  42.84  +  720  +  900 
+  4,830  =  6,492.84  B.  T.  U.  are  required.     Ans. 

Expressed  in  foot-pounds,  the  work  required  to  effect  the 
above  change  would  be  6,492.84x778  =  5,051,429.5  foot- 
pounds, or  work  enough  to  lift  a  weight  of  1,000  pounds 
nearly  a  mile. 

18.  Since  a  pound  of  ice  requires  144  B.  T.  U.  to  change 
it  to  water,  it  follows  that  when  a  pound  of  water  at  32° 
changes  to  ice  (freezes),  144  B.  T.  U.  are  given  out  in  the 
process.  Similarly,  the  condensation  of  a  pound  of  steam 
into  water  at  212°  liberates  966  B.  T.  U.  This  principle  is 
applied  in  heating  buildings  by  steam.  The  steam  passes 
through  the  radiators  and  condenses.  The  latent  heat  thus 
set  free  warms  the  building. 

19.  Temperatures  of  INIixtures. — It  is  often  desirable 
to  calculate  the  final  temperature  of  a  mixture  of  different 
substances  at  different  temperatures.  The  following  law  is 
to  be  observed  in  such  cases:  TJie  quantity  of  Jieat  in  a  mix- 
ture is  the  same  as  the  quantity  of  heat  contained  in  the  sub- 
stances before  being  combined.  If  two  substances  of  different 
temperatures  are  placed  together,  they  both  finally  attain 
the  same  temperature;  the  heat  lost  by  one  in  coming  from 
a  higher  to  a  lower  temperature  is  gained  by  the  other  in 
passing  from  a  lower  to  a  higher  temperature. 

Rule  S. —  To  find  the  temperature  of  a  mixture  of  several 
substances^  multiply  together  the  weighty  specific  heat,  and 
temperature  of  each  substance  separately  and  add  the  prod- 
ucts. Next  multiply  together  the  weight  and  specific  heat 
of  each  of  the  substances  separately  and  add  these  products. 
Divide  the  former  sum  by  the  latter'.  The  result  will  be  tki 
temperature  of  the  mixture. 
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Example. —  15  pounds  of  water  at  42°  and  '60  pounds  of  mercury  at 
70°  are  placed  in  the  same  vessel,  and  a  ball  of  lead  weighing  19  pounds 
and  having  a  temperature  of  110^  is  immersed  in  the  mixture.  What 
is  the  final  temperature  of  the  contents  ? 

Solution. — Applying  rule  3,  the  product  of  the  weight,  specific 
heat,  and  temperature  of  the  water  is  15  X  1  X  42  =  630;  of  the  mer- 
cury. 30  X  .0333  X  TO  =r  69.93;  of  the  lead,  19  X  .0314  X  HO  =  05.626; 
and  the  sum  is  630  +  69.93  +  65.626  =  765.5.56. 

The  product  of  the  weight  and  specific  heat  of  the  water  is  15  X  1 
=  15;  of  the  mercury,  30  X  .0333  =  .999;  of  the  lead,  19  X  .0314  =  .5966; 
and  the  sum  is  15  +  .999  +  .5966  =  16.5956.  Then,  the  temperature  of 
the  mixture  is  765.5.56  --  16.5956  =  46.13°.     Ans. 

^O,  A  particularly  impcjrtant  case  is  the  mixture  of 
steam  and  water.  Let  JV  and  /,  represent  the  weight  and 
temperature  of  the  steam  and  let  za  and  /  represent  the 
weight  and  temperature  of  the  water.  Let  T  represent  the 
final  temperature  of  the  mixture  and  L  the  latent  heat  of 
the  steam  at  the  given  temperature.  Then,  the  tempera- 
ture of  a  mixture  of  steam  and  water  may  be  found  by 
means  of  the  following  rule  : 

Rule  3. —  When  steam  and  water  are  mixed,  the  steam  con- 
denses. To  find  the  final  temperature  of  the  mixture^  add 
the  latent  heat  and  the  temperature  of  the  steam  and  multi- 
ply this  sum  by  the  iveight  of  the  steam.  To  this  product 
add  the  product  of  the  weight  and  temperature  of  the  zvater 
and  divide  the  sum  so  obtained  by  the  sum  of  the  weights  of 
the  steam  and  ivater.  The  quotient  ivill  be  the  temperature 
of  the  mixture. 

-  ]V-\-w 

In  the  case  of  a  mixture  of  water  and  steam,  it  is  to  be 
obs'^rved  that  the  temperature  of  the  mixture  can  never  be 
more  than  the  temperature  of  the  steam,  no  matter  whether 
the  mixture  takes  place  in  an  open  or  a  closed  vessel.  The 
reason  for  this  is  to  be  found  in  the  fact  that  after  the 
steam  has  heated  the  water  to  its  own  temperature,  there 
can  be  no  further  giving  up  of  heat,  since  in  order  that  heat 
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may  pass  from  one  body  to  another,  there  must  be  a  differ- 
ence in  the  temperature  of  the  two  bodies,  the  heat  passing 
from  the  hotter  body  to  the  colder  one.  The  only  way  in 
Avhich  heat  can  be  made  to  pass  from  a  colder  to  a  hotter 
body  or  from  one  body  to  another  one  at  an  equal  tempera- 
ature  is  by  the  expenditure  of  work;  but  as  this  condition 
does  not  ordinarily  exist  in  the  case  of  steam  and  water 
being  mixed,  it  follows  that  the  temperature  of  the  mixture 
can  never  exceed  that  of  the  steam. 

Whenever  rule  3  gives  a  temperature  in  excess  of  that  of 
the  steam,  it  is  an  indication  that  the  quantity  of  water  mixed 
with  the  steam  is  not  sufficient  to  condense  all  the  steam, 
and  consequently  the  given  temperature  of  the  steam  (in 
case  of  a  closed  vessel)  or  the  temperature  of  the  steam  cor- 
responding to  the  existing  atmospheric  pressure  (in  case  of 
an  open  vessel)  should  be  substituted  for  the  temperature 
given  by  rule  3. 

Example. ^If  8  pounds  of  steam  at  212'  are  run  into  a  barrel  con- 
taining 300  pounds  of  water  at  43°,  what  will  be  the  final  temperature  ? 

Solution. — The  weight  of  the  steam  TF  =  8  pounds;  the  latent 
heat  L  —  966  B.  T.  U. ;  the  temperature  /i  =  212°.  The  weight  of  the 
water  iu  =  300  pounds;  the  temperature  /  =  43°.  Hence,  from  rule  3, 
the  final  temperature  is 

8  X  (966  +  212)  +  300  X  43 


8  +  300 


=  72^°.     Ans. 


EXAMPLES   FOR  PRACTICE. 

1.  A  body  weighing  143  pounds  falls  62  feet.  If  the  energy  of  the 
body  at  the  end  of  the  fall  is  changed  into  heat,  how  many  B.  T.  U. 
will  be  developed  ?  Ans.  11.39  B.  T.  U. 

2.  An  expenditure  of  210  B.  T.  U.  per  minute  will  develop  how 
many  horsepower  ?  Ans.  4.95  H.  P. 

3.  If  \  the  total  heat  in  the  coal  is  used  in  doing  work,  how  many 
pounds  of  coal  must  be  burned  per  hour  to  run  a  40-horsepower 
engine  ?    Each  pound  of  the  coal  gives  out  13,500  B.  T.  U. 

Ans.   52.8  lb. 

4.  A  bar  of  iron  weighing  20  pounds  and  having  a  temperature  of 
350°  is  plunged  into  a  tank  containing  130  pounds  of  water  at  55°.  To 
what  temperature  will  the  water  be  raised  ?  Ans.  60°. 
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5.  How  many  pounds  of  ice  at  32^  can  be  melted  by  3  pounds  of 
steam  at  212'  ?  Ans.  23.875  lb. 

Suggestion. — Each  pound  of  ice  requires  144  B.  T.  U.  to  melt  it; 
each  pound  of  steam  in  changing  to  water  at  32'  gives  up  966  + 
(212  -  32)  =  1.140  B.  T.  U. 

6.  How  many  B.  T.  U.  are  required  to  raise  the  temperature  of 
26  pounds  of  copper  from  5T  to  93'  ?  Ans.  ft9.01  B.  T.  U. 

7.  Four  pounds  of  a  certain  substance  at  a  temperature  of  212'  are 
mixed  with  1  pound  of  water  at  50° ;  the  specific  heat  of  the  substance 
being  .03125,  what  is  the  resulting  temperature  of  the  mi.xture  ? 

Ans.  68'. 

8.  How  many  B.  T.  U.  are  required  to  change  13  pounds  of  water 
at  59'  into  steam  at  212'  ?  Ans.  14,547  B.  T.  U. 

9.  Twenty  pounds  of  steam  at  212'  are  run  into  a  tank  containing 
340  pounds  of  water  at  42'.  What  will  be  the  final  temperature  of  the 
mixture?  Ans.  105.11'. 


STEAM. 


PROPERTIES  OF  STEAM. 

21.  Steam  is  zvater  vapor ;  that  is,  it  is  ivatcr  changed 
into  a  gaseous  state  by  the  application  of  heat. 

The  process  of  changing  water  (or  other  liquid)  into  vapor 
by  means  of  heat  is  called  evapoi-ation  or  vaporization. 

When  an  open  vessel  containing  water  is  placed  in  con- 
tact with  fire,  the  air  contained  in  the  water  is  first  driven 
off  and  escapes  from  the  surface.  The  Avater  in  contact  with 
the  part  of  the  vessel  nearest  the  fire  first  receives  the  heat 
and  expands.  Its  specific  gravity  is  reduced;  that  is,  it 
becomes  lighter  than  the  cooler  water  above  it,  and  it  rises 
to  the  surface,  cooler  water  taking  its  place.  In  this  manner 
the  water  keeps  up  a  circulation  until  it  reaches  a  tempera- 
ture of  212°.  At  this  stage  the  molecules  nearest  the  fire 
attain  such  a  velocity  of  vibration  that  they  rise  through 
the  water  above  them,  overcome  the  pressure  of  the  air,  and 
escape  in  the  form  of  a  gas.  When  this  occurs  the  water 
boils. 
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22,  Pressure  and  Temperatxii*e. — It  is  plain  that  if 
the  pressure  on  the  surface  of  the  water  is  increased,  it  will 
take  more  work  to  force  the  molecules  to  the  surface;  that 
is,  more  heat  must  be  given  to  the  water  to  make  it  boil, 
and  therefore  the  boiling  point  will  be  raised.  We  have 
seen  that  water  exposed  to  the  atmospheric  pressure  of 
14.7  pounds  per  square  inch  boils  at  a  temperature  of  212°. 
If  the  pressure  is  increased  to,  say,  32  pounds  per  square 
inch,  the  water  will  not  boil  until  it  reaches  a  temperature 
of  254°.  On  the  other  hand,  if  the  pressure  is  lowered  to 
6  pounds  per  square  inch,  the  water  boils  at  170°.  Hence,  we 
have  the  following  law: 

An  increase  of  pressure  on  the  surface  of  a  liquid  raises 
the  boiling  point;  a  decrease  of  pressure  lowers  the  boiling 
point. 

33.  Satxiratecl  Steam. — Steam  in  contact  with  water  is 
called  saturated  steam.  This  is  the  condition  of  steam  in 
a  boiler.  Steam  at  a  given  pressure  is  also  said  to  be 
saturated  when  its  temperature  is  the  same  as  the  tempera- 
ture at  which  water  boils  when  subjected  to  the  same  pressure ; 
this  is  true  even  though  the  steam  is  entirely  separated  from 
water.  According  to  the  law  just  given,  the  temperature  of 
saturated  steam  depends  only  on  the  pressure.  When  the 
steam  in  a  boiler  shows  a  gauge  pressure  of  60  pounds,  its 
temperature  must  be  307°.  A  thermometer  placed  in  a  boiler 
could  be  used  to  tell  the  pressure  of  the  steam.  It  would  be 
as  accurate,  though  not  as  convenient,  as  a  steam  gauge. 

The  reader  is  cautioned  against  the  idea  that  saturated 
steam  necessarily  implies  "wet  "  steam.  It  may  be  perfectly 
free  from  water  particles,  but  it  is  saturated  if  it  is  in  any  way 
in  contact  with  water,  so  that  the  pressure  and  temperature 
are  mutually  dependent.  In  the  steam  boiler,  for  example, 
the  space  above  the  water,  if  viewed  through  a  glass-covered 
opening,  appears  to  be  perfectly  transparent,  as  though 
filled  with  air,  provided  the  boiler  is  not  working.  This 
shows  that  the  steam  that  fills  this  space  is  perfectly  "dry." 
When,  however,  the  boiler  is  steaming  rapidly,  the  violent 
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ebullition  may  throw  up  a  certain  amount  of  water  in  the 
form  of  a  spray,  that  mingles  with  the  steam,  giving  it  the 
misty  appearance  shown  in  the  exhaust  from  an  engine. 
Steam  in  this  condition  is  "  wet  "  saturated  steam. 

134,  In  physics  the  word  saturation,  whence  the  term 
saturated  steam  has  been  derived,  has  a  meaning  somewhat 
different  from  that  commonly  assigned  to  it.  It  there  means 
the  filling  of  a  space  with  vapor  to  that  point  where  condensa- 
tion begins.  Then,  we  may  say  that  saturated  steam  is 
steam  subjected  to  a  pressure  at  which  condensation  is  about 
to  begin;  that  is,  the  slightest  abstraction  of  heat  or  the 
slightest  increase  in  pressure  will  cause  part  of  it  to  condense, 
and  if  the  steam  be  separated  from  the  water,  the  slightest 
addition  of  heat  will  cause  it  to  become  superheated. 

25.  Superheated  Steam. — Steam  separated  from  water 
may  be  heated  like  air  or  any  other  gas  until  its  temperature 
is  higher  than  the  boiling  point  corresponding  to  its  pressure. 


-1469  lbs. 
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Fig.  2. 


To  illustrate,  put  a  little   water  in  a  cylinder  open  to  the 
atmosphere,  as  shown  in  Fig.  2  at  a.     Suppose  that  the  area 
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of  the  cylinder  is  100  square  inches;  then,  the  pressure  of 
the  atmosphere  upon  the  piston  is  14. 69  X  100  =  1,469  pounds. 
The  number  14.69  is  a  little  more  exact  than  14.7. 

When  a  part  of  the  water  is  changed  to  steam,  as  at  b. 
Fig.  2,  the  steam  is  in  a  saturated  state,  and  at  this  pressure 
its  temperature  cannot  be  higher  than  212°.  When,  how- 
ever, the  water  is  all  changed  to  steam,  as  at  r,  Fig.  2,  any 
farther  addition  of  heat  raises  its  temperature,  while  the 
pressure  remains  at  14.69  pounds  per  square  inch.  Steam 
in  this  latter  condition  is  known  as  superheated  steam. 

The  specific  heat  of  superheated  steam  at  constant  pres- 
sure is  .4805,  or,  say,  .48  for  ordinary  purposes;  that  is,  .48 
of  1  B.  T.  U.  will  raise  the  temperature  of  1  pound  of  super- 
heated steam  1  degree.  The  temperature  of  saturated  steam 
cannot  be  raised  if  the  pressure  remains  constant.  All  the 
heat  is  expended  in  changing  water  to  steam,  and  until  all 
the  water  is  vaporized  the  temperature  remains  constant. 

36.  If  the  steam  in  the  cylinder  has  been  subjected  to 
a  uniform  pressure  greater  than  that  of  the  atmosphere,  its 
temperature  will  be  correspondingly  higher;  but  as  long  as 
any  water  remains,  any  addition  of  heat  will  merely  change 
more  of  the  water  to  steam  without  increasing  the  tempera- 
ture. As  soon,  however,  as  the  last  drop  of  water  is  gone,  the 
effect  of  adding  more  heat  will  be  to  increase  the  temperature. 
We  may,  therefore,  define  superheated  steam  as  steam 
separated  from  water  and  heated  so  as  to  give  it  a  tempera- 
ture higher  than  the  boiling  point  corresponding  to  its 
pressure.  

STEAM    TABLES. 


PROPERTIES  OF  SATURATED  STEAM- 

S'y.  Whenever  the  pressure  of  saturated  steam  is  changed, 
there  are  other  properties  that  change  with  it.  These  prop- 
erties are  the  following : 

1.  The  temperature  of  the  steam,  or,  what  is  the  same 
thing,  the  boiling  point. 
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2.  The  number  of  H.  T.  U.  required  to  raise  1  pouiul  of 
water  from  IVi''  (freezing)  to  tlie  boiling-  point  corresjjonding 
to  the  given  pressure.      'IMiis  is  cailecl  tlie  lu'at  oCl  lu-  Ii<iiii»l. 

3.  The  number  of  ]>.  T.  U.  required  to  ehange  1  pound 
of  water  at  the  boiling  temperature  into  steam  at  the  same 
temperature.  This  is  called  the  latent  heat  of  vaporiza- 
tion, or  simply  latent  heat. 

4.  The  number  of  heat  imits  required  to  ehange  1  pound 
of  water  at  'S'i°  to  steam  of  the  required  temperature  and 
pressure.  This  is  called  the  total  heat  of  vai)orization, 
or  simpl}^  total  heat. 

It  is  plain  that  the  total  heat  is  the  sum  of  t'uo  heat  of  the 
liquid  and  the  latent  heat.  That  is,  total  heat  =  heat  oi 
licpiid  -\-  latent  heat. 

5.  The  speeifle  volume  of  the  steam  at  the  given  pres- 
sure; that  is,  the  number  of  cubic  feet  oc^cupied  by  1  pound 
of  steam  of  the  given  pressure, 

G.  The  density  of  the  steam;  that  is,  the  weight  of 
1  cubic  foot  of  the  steam  at  the  given  pressure. 

28.  All  the  above  properties  vary  with  tlie  pressure  of 
the  steam.  For  example,  if  steam  is  at  atmospheric  pres- 
sure, the  temperature  is  at  212°;  the  heat  of  the  liquid 
is  180.531  B.  T.  U. ;  the  latent  heat,  9GG.0G9  B.  T.  U. ;  the 
total  heat,  1,14().G  B.  T.  U.  A  pound  of  steam  at  this  pres- 
sure occupies  ^G.S?  cubic  feet  and  1  cubic  foot  of  the 
steam  weighs  about  .037S28  pound.  When  the  pressure  is 
70  pounds  per  square  inch  above  vacuum,  the  temperature 
is  302.774°;  the  heat  of  the  liquid  is  272.  G57  B.  T.  U. ; 
the  latent  heat  is  901. G29  B.  T.  U. ;  the  total  heat, 
1,174.286  B.  T.  U.  A  pound  of  the  steam  occupies 
6.076  cubic  feet,  and  1  cubic  foot  of  the  steam  weighs 
.164584  pound. 

These  properties  have  been  determined  by  direct  experi- 
ment for  all  ordinary  steam  pressures.  They  are  given  in 
the  Table  of  the  Properties  of  Saturated  Steam. 
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39.  Explanation  of  Table. — Column  1  gives  the  pres- 
sures from  1  to  300  pounds.  These  pressures  are  above 
vacuum.  The  steam  gauges  fitted  on  steam  boilers  register 
the  pressure  above  the  atmosphere.  That  is,  if  the  steam  is 
at  atmospheric  pressure,  14.7  pounds  per  square  inch,  the 
gauge  registers  0.  Consequently,  the  atmospheric  pressure 
must  be  added  to  the  reading  of  the  gauge  to  obtain  the 
pressure  above  vacuum.  In  using  the  table,  care  must  be 
taken  not  to  use  the  gauge  pressures  without  first  adding 
14.7  pounds  per  square  inch  for  places  at  sea  level.  As  the 
pressure  of  the  atmosphere  varies  with  the  altitude,  the  true 
atmospheric  pressure  can  always  be  obtained  by  consulting 
the  barometer.  The  barometric  reading  should  be  reduced 
to  pounds  pressure  per  square  inch  and  added  to  thfe  gauge 
pressure  in  order  to  obtain  the  correct  absolute  pressure  for 
the  time  and  place.  However,  in  nearly  all  engineering 
calculations,  it  is  customary  to  take  the  pressure  of  the 
atmosphere  as  14.7  pounds  per  square  inch,  which  value  will 
hereafter  be  used  unless  stated  otherwise. 

Pressures  registered  above  vacuum  are  called  absolute 
pressures.     The  pressures  given  in  column  1  are  absolute. 

Column  2  gives  the  temperature  of  the  steam  when  at  the 
pressure  shown  in  column  1, 

Column  3  gives  the  beat  of  the  liquid.  It  will  be  noticed 
that  the  values  in  column  3  may  be  obtained,  approximately, 
by  subtracting  32°  from  the  temperature  in  column  2.  If 
the  specific  heat  of  water  were  exactly  1.00,  it  would,  of 
course,  take  exactly  212  —  32  =  180  B.  T.  U.  to  raise  1  pound 
of  water  from  32°  to  212°.  But  experiment  shows  that  the 
specific  heat  of  water  is  slightly  greater  than  1.00  when  the 
temperature  of  the  water  is  above  62°,  and  it  therefore  takes 
180.531  B.  T.  U.  to  raise  1  pound  of  water  from  32°  to  212°. 

Column  4  gives  the  latent  beat  of  vaporization,  which 
is  seen  to  decrease  slightly  as  the  pressure  increases. 

Column  5  gives  the  total  beat  of  vaporization.  The 
values  in  column  5  may  be  obtained  by  adding  together  the 
corresponding  values  in  columns  3  and  4. 

Column  6  gives  the  weight  of    1  cubic  foot  of  steam  in 
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pounds.  As  would  be  expected,  as  the  pressure  increases, 
the  steam  becomes  denser  and  weighs  more  per  cubic  foot. 

Column  7  gives  the  number  of  cubic  feet  occupied  by 
1  pound  of  steam  at  the  given  pressure.  It  will  be  noticed 
that  the  corresponding  values  of  columns  G  and  7  multiplied 
together  always  produce  1.  That  is,  for  31.3  pounds  pres- 
sure gauge,  .11088  X  9.018  =  1.000,  nearly. 

Column  8  gives  the  ratio  of  the  volume  of  1  pound  of 
steam  at  the  given  pressure  and  the  volume  of  1  pound  of 
water  at  39.1°.  The  values  in  column  8  may  be  obtained  by 
dividing  62.425,  the  weight  of  1  cubic  foot  of  water  at  39.1°, 
by  the  numbers  in  column  6. 

30.  Directions  foi*  Using  Steam  Table. — Manifestly  it 
would  be  impossible  to  compile  Steam  Tables  that  would 
include  the  values  corresponding  to  all  pressures.  The  table 
here  given  covers  the  range  of  pressures  likely  to  be  met 
in  practice.  For  values  that  are  not  given  in  the  table, 
though  within  its  range,  a  method  of  calculation,  known  as 
intei'polation,  may  be  used.  In  finding  the  values  of 
/,  q^  L,  etc.  for  an  absolute  pressure  of,  say,  76.35  pounds 
per  square  inch,  we  must  make  use  of  the  two  values  of 
/,  g,  L,  etc.,  and  also  of  the  two  values  oi p  given  in  the  table 
that  are  nearest  to  76.35  pounds;  that  is,  the  nearest  given 
value  of  /  that  is  less  than  76.35  pounds  and  that  which  is 
greater  than  76.35  pounds.  In  the  present  case,  these  two 
values  are  76  pounds  and  78  pounds.  In  like  manner,  for 
any  other  given  value  of  /  that,  though  within  the  range  of 
the  table,  is  not  given,  we  must  make  use  of  the  two  values 
of/  between  which  it  is  included. 

31.  The  method  of  using  the  tables  is  illustrated  by  the 
following  examples  and  their  accompanying  solutions. 

What  are  the  values  of  t,  q,  Z,  //,  F,  and  W  for  steam 
whose  gauge  pressure  is  61.65  pounds  per  square  inch  ? 

The  pressures  in  the  Steam  Table  are  absolute  pressures; 
hence,  when  the  gauge  pressure  of  steam  is  given,  14.7 
must  be  added  to  it  in  order  to  use  it  in  connection  with 
the  table. 
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Therefore, 

p  =  61.  G5  +  14.7  =  76.35  pounds  per  square  inch. 

Turning  to  the  tables,  we  find  that  this  pressure  lies 
between  the  tAvo  given  values  76  and  78. 

(a)     To  find  /  (temperature) : 

For/  =  78  pounds,  t  =  310.123° 

For/  =  76  pounds,  /  =  308.344° 

Difference,     2  pounds,  1.779° 

For  a  difference  in  pressure  of  2  pounds,  Ave  have  a  differ- 
ence in  temperature  of  1.779°.  A  difference  in  pressure  of 
1  pound  would,  therefore,  give  a  difference  in  temperature 

1  779 
of  -^- — =  .8895°.     The  actual  difference  in  pressure  for  this 
2 

case  is  7<')..')5  —  7<'i  =  .35  lb.      Hence,  the  actual  difference  in 

temperature  would    be   .35  X  .8895  =  .311325°,    say,    .311°. 

This    means    that    if   the    pressure    of    saturated    steam    is 

changed  from  76  pounds  per  square  inch  to  76. 35  pounds  per 

square  inch,  its  temperature  is  raised  through  .311°.     Its 

temperature  at  76  pounds  pressure  is  308.344°,  consequently, 

its  temperature  at  76.35  pounds  pressure  is  308.344  + -311 

=  308.655°.     Ans. 

(d)     To  find  (J  (sensible  heat) : 

For/  =  78  pounds,  q  =  280.170  B.  T.  U. 

For  /  =  76  pounds,  q  =  278.350  B.  T.  U. 

Difference,     2  pounds,  1.820  B.  T.  U. 

For  a  difference  in  1  pound  pressure  there  will  be  a  dif- 
ference in  q  of    ^-^ —  =  .91  B.  T.  U. ;    for  a  difference   in 

2 

.35  pound  pressure  there  is  a  difference  in  ^  of  .91  X  .35 
=  .3185  B.  T.  U.  Hence,  the  sensible  heat  g,  corresponding 
to  a  pressure  of  76.35  pounds  per  square  inch,  is  278.350 
+  .3185  =  278.6685  B.  T.  U.     Ans. 
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{c)     To  find  L  (latent  heat) : 

For/  =  70  pounds,  L  =  897. ♦335  B.  T.  U. 

For/  =  78  pounds,  L  -  89(3.359  B.  T.  U. 

Difference,    2  pounds,  1.270  B.  T.  U. 

For  a   difference  of   1   pound  pressure,   the  difference  in 

latent  heat  is  -|^'  =  .(338  B.  T.  U. 

At 

.638  X  .35  =.2233  B.  T.  U. 

By  comparing/*  and  L  in  the  table,  it  will  be  seen  that  as 
p  increases  L  decreases.  In  the  present  case,  therefore,  we 
must  subtract  from  the  value  of  L  corresponding  to  a  pres- 
sure of  7<3  pounds  the  difference  due  to  the  actual  difference 
in  pressures. 

That  is, 

For/  =  76.35  pounds,  L  =  897.635  -  .2233 
=  897.4117  B.  T.  U.     Ans. 

(d)  To  find  //  (total  heat) : 

For/  =  78  pounds,  //=  1,176.529  B.  T.  U. 

For/  =  76  pounds,  //=  1,175.985  B.  T.  U. 

Difference,     2  pounds,  .544  B.  T.  U. 

544 
As  above,  ■^=  .272  ;  .272  X  .35  =  .0952  B.  T.  U. 

Hence, 

For/  =  76.35  pounds,  //  =  1,175.985  +  .0953 
=  1,176.0802  B.  T.  U.     Ans. 

(e)  To  find  IV  (weight  per  cubic  foot) : 

For/ =  78  pounds  (pressure),  IV=  .182229  pound  (weight). 
For/ =  76  pounds  (pressure),  ]V=  .177825  pound  (weight). 
Difference,  2  pounds  (pressure),  .004404  pound  (weight). 

Proceeding  as  before, 

•^^t^^"^  =  .002202;    .002202  X  .35  =  .0007707. 
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Hence, 

For/  =  76.35  pounds,  1V=  .177825  +  .0007707 
=  .1785957  pound.     Ans. 

{/)     To  find  V  (volume  of  1  pound) : 

For/  =  76  pounds,  V=  5.624  cubic  feet. 

For/  =  78  pounds,  V=  5.488  cubic  feet. 

Difference,    2  pounds,  .136  cubic  foot. 

As  before, 
.136 


2 


=  .068;  .068  X  .35  =  .0238  cubic  foot. 


Here  F" decreases  as/  increases.  Hence,  asin(<:),  the  dif- 
ference must  be  subtracted  from  the  value  of  V  correspond- 
ing to  76  pounds,  and  we  have 

For/  =  76.35  pounds,  F=:  5.624  -  .0238 
=  5.6002  cubic  feet.     Ans. 

Example  1. — Calculate  the  heat  required  to  change  5  pounds  of 
water  at  32'  into  steam  at  92  pounds  pressure  above  vacuum. 

Solution. — From  column  5,  the  total  heat  of  1  pound  at  92  pounds 
pressure  is  1,180.045  B.  T.  U. 

1,180.045  X  5  =  5,900.225  B.  T.  U.     Ans. 

Example  2. — How  many  heat  units  are  required  to  raise  8^  pounds 
of  water  from  32°  to  250'  F.  ? 

Solution. — Looking  in  column  3,  the  heat  of  the  liquid  of  1  pound 
at  250.293°  is  219.261  B.  T.  U.  219.261  -  .293  =  218.968  B.  T.  U.  =  heat 
of  liquid  for  250°.  Then,  for  8^  pounds  it  is  218.968  X  8^  =  1,861.228 
B.  T.  U.     Ans. 

Example  3. — How  many  foot-pounds  of  work  will  it  require  to 
change  60  pounds  of  boiling  water  at  80  pounds  pressure,  absolute, 
into  steam  of  the  same  pressure  ? 

Solution. — Looking  under  column  4,  the  latent  heat  of  vaporization 
is  895.108;  that  is,  it  takes  895.108  B.  T.  U.  to  change  1  pound  of  water 
at  80  pounds  pressure  into  steam  of  the  same  pressure.  Therefore,  it 
takes  895.108  X  60  =  53,706.48  B.  T.  U.  to  perform  the  same  operation 
upon  60  pounds  of  water. 

53,706.48  X  778  =  41,783,641.44  ft.-lb.     Ans. 
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Example  4. — Find  the  volume  occupied  by  14  pounds  of  steam  at 
30  pounds  gauge  pressure. 

Solution. —  30  pounds  gauge  pressure  =  30  +  14.7  =  44.7  absolute 
pressure.  The  nearest  pressure  in  the  table  is  44  pounds,  and  the  vol- 
ume of  a  pound  of  steam  at  that  pressure  is  9.403  cubic  feet.  The 
volume  of  a  pound  at  46  pounds  pressure  is  9.018  cubic  feet.  9.403 
—  9.018  =  .385  cubic  foot,  the  difference  in  volume  for  a  difference  in 

385 
pressure  of  2  pounds.     '-^~  =  .1925  cubic  foot,  the  difference  in  volume 

for  a  difference  in  pressure  of  1  pound.  .1925  X  -7  =  .135  cubic  foot, 
the  difference  in  volume  for  a  difference  in  pressure  of  .7  pound. 
Therefore,  9.403  —  .135  =  9.268  cubic  feet  is  the  volume  of  1  pound  of 
steam  at  44.7  pounds  pressure.  The  .135  cubic  foot  is  subtracted  from 
9.403  cubic  feet,  since  the  volume  is  less  for  a  pressure  of  44.7  pounds 
than  for  44  pounds. 

9.268  X  14  =  129.752  cu.  ft.     Ans. 

Example  5. — Find  the  weight  of  40  cubic  feet  of  steam  at  a  tempera- 
ture of  254'  F. 

Solution. — The  weight  of  1  cubic  foot  of  steam  at  254.002',  from 
the  table,  is  .078839  pound.  Neglecting  the  .002',  the  weight  of  40  cubic 
feet  is,  therefore, 

.078839  X  40  =  3.1 535(51  b.     Ans. 

Example  6. — How  many  pounds  of  steam  at  64  pounds  pressure, 
absolute,  are  required  to  raise  the  temperature  of  300  pounds  of  water 
from  40'  to  130°  F.,  the  water  and  steam  being  mixed  together  ? 

Solution. — The  number  of  heat  units  required  to  raise  1  pound 
from  40'  to  130"  is  130  -  40  =  90  B.  T.  U.  (Actually  a  little  more  than 
90  would  be  required,  but  the  above  is  near  enough  for  all  practical 
ourposes.)  Then,  to  raise  300  pounds  from  40'  to  130'  requires 
'JO  X  300  =  27,000  B.  T..U.  This  quantity  of  heat  must  necessarily  come 
from  the  steam.  Now,  1  pound  of  steam  at  64  pounds  pressure  gives 
up,  in  condensing,  its  latent  heat  of  vaporization,  or  905.9  B.  T.  U. 
But  in  addition  to  its  latent  heat,  each  pound  of  steam  on  condens- 
ing must  give  up  an  additional  amount  of  heat  in  falling  to  130'. 
Since  the  original  temperature  of  the  steam  was  296.805°  F.  (see  table), 
each  pound  gives  up  by  its  fall  of  temperature  296.805  —  130  =  166.805 
B.  T.  U.     Therefore,  each  pound  of  the  steam  gives  up  a  total  of 

905.9  +  166.805  =  1,072.705  B.  T.  U. 

It  will,  therefore,  take  ^  ~  J,  -,77^  =  25.17  lb.  of  steam  to  accomplish 
1,0<2. (05 

the  desired  result.     Ans. 
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EXAMPI^ES  FOR  PRACTICE. 

1.  How  many  foot-pounds  of  work  are  required  to  change  42  pounds 
of  water  at  the  temperature  corresponding  to  a  pressure  of  88  pounds, 
absolute,  into  steam  at  a  temperature  corresponding  to  a  pressure  of 
105  pounds,  absolute  ?  Ans.  29,208,194.15  1b. 

2.  How  many  B.  T.  U.  are  required  to  convert  25  pounds  of  water 
at  32°  into  109.6  cubic  feet  of  steam  ?  Ans.  29,541.1  B.  T.  U. 

3.  Find  the  number  of  heat  units  required  to  change  11  pounds  of 
water  at  32°  into  steam  at  100  pounds  absolute  pressure. 

Ans.  13,000.526  B.  T.  U. 

4.  Find  the  weight  of  712  cubic  feet  of  steam  at  a  pressure  of 
88  pounds,  gauge.  Ans.  81.689  lb. 

5.  How  many  pounds  of  steam  at  47.3  pounds  pressure,  gauge,  are 
required  to  raise  120  pounds  of  water  from  55°  to  160°  at  atmospheric 
pressure  ?  Ans.  12.091  lb. 

6.  Find  the  volume  of  19  pounds  of  steam  at  a  pressure  of  62  pounds, 
gauge.  Ans.  105.953  cu.  ft. 
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1.825 

1 14.0 

260 

404.370 

377-377 

827.896 

1205.273 

.568626 

1-759 

109.8 

270 

407-755 

380.905 

825.401 

1206.306 

-589390 

1.697 

105.9 

280 

41 1.048 

384-337 

822.973 

1207.310 

.610124 

1.639 

102.3 

290 

414.250 

387.677 

820.609 

1208.286 

.630829 

1-585 

99.0 

300 

417-371 

390.933 

818.305 

1209.  238 

.651506 

1-535 

95-8 

A  SERIES 

OF 

QUESTIONS  AND  EXAMPLES 

Relating  to  the  Subjects 
Treated  of  in  this  Volume. 


It  will  be  noticed  that  the  Examination  Questions  con- 
tained in  the  following-  pages  are  divided  into  sections  corre- 
sponding to  the  sections  of  the  text  of  the  preceding  pages, 
and  that  each  section  has  a  headline  which  is  the  same  as 
the  headline  of  the  section  to  which  the  questions  refer.  No 
attempt  should  be  made  to  answer  any  questions  or  to  work 
any  examples  imtil  the  corresponding  part  of  the  text  has 
been  carefully  studied. 


ARITHMETIC. 

(PART  1.) 


EXAMIKA  riON  QITESTTON^S. 

(1)  What  is  arithmetic  ? 

(2)  What  is  a  number  ? 

(3)  What  is  the  difference  between  a  concrete  number 
and  an  abstract  number  ? 

(4)  Define  notation  and  numeration.    . 

(5)  Write  each  of  the  following  numbers  in  words:  98'^; 
605;  28,284;  9,006,042;  850,317,002;  700,004. 

(6)  Represent  in  figures  the  following  expressions: 
Seven  thousand  six  hundred.      Eighty-one  thousand  four 

hundred  two.  Five  million  four  thousand  seven.  One 
hundred  eight  million  ten  thousand  one.  Eighteen  million 
six.     Thirty  thousand  ten. 

(7)  What  is  the  sum  of  3,290,  504,  865,403,  2,074,  81, 
and  7?  Ans.  871,359. 

(8)  709  +  8,304,725  +  391  +  100,302  +  300  +  909 
=  what?  Ans.   8,407,336. 

(9)  During  a  12-hour  test  of  a  steam  engine  the  counter 
showed  the  number  of  revolutions  per  hour  to  have  been  as 
follows  :  12,600,  12,444,  12,467,  12,528,  12,468,  12,590, 
12,610,  12,589,  12,576,  12,558,  12,546,  12,532.  How  many 
revolutions  were  made  during  the  test  ?      Ans.   150,508  rev. 

§1 
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(10)  Find  the  difference  between  the  following:  (a) 
50,962  and  3,338;  (d)  10,001  and  15,339. 

^  ^-  i  (^)     5,338. 

(11)  (a)    70,968  -  32,975  =  ?  {I?)    100,000  -  98,735  =  ? 

.    j  [a)     37,993. 
^""^•iib)     1,265. 

(12)  On  a  certain  morning  7,240  gallons  of  water  were 
drawn  from  an  engine-room  tank  and  4,780  gallons  were 
pumped  in.  In  the  aft&rnoon  7,633  gallons  were  drawn  out 
and  8,675  gallons  pumped  in.  How  many  gallons  remained 
in  the  tank  at  night,  if  it  contained  3,040  gallons  at  the  begin- 
ning of  the  day  ?  Ans.   1,622  gal. 

(13)  Find  the  product  of  the  following:  (^?)  526,387  X  7; 
{/?)  700,298  X  17;  (c)  217  X  103  X  67. 

r  (a)     3,684,709, 
Ans.  -j  (d)      11,905,066. 
(  (r)      1,497,517. 

(14)  If  your  watch  ticks  once  every  second,  how  many 
times  will  it  tick  in  one  week  ?  Ans.   604,800. 

(15)  An  engine  and  boiler  in  a  manufactory  are  worth 
$3,246.  The  building  is  worth  three  times  as  much,  plus 
$1,200,  and  the  tools  are  worth  twice  as  much  as  the  build- 
ing, plus  $1,875.  (a)  What  is  the  value  of  the  building  and 
tools  ?     [d)  What  is  the  value  of  the  whole  plant  ? 

Ua)     $34,689. 
^     ■  (  {d)     $37,935. 

(16)  Divide  the  following: 

(a)  962,842  by  84;  (^)  39,728. by  63;  (c)  29,714  by  108; 


{(/)  406,089  by  135. 


(a)  11,462.4047. 

J   (^)  630.603. 

^     •  ^   (c)  275.1296. 

(d)  3,008.0666. 


(17)     Suppose    that    in    1    hour    10    pounds   of    coal    are 
burned  per  square  foot  of  grate  area  in  a  certain   boiler, 
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and  that  9  pounds  of  water  are  evaporated  per  pound  of 
coal  burned.  If  the  grate  area  is  30  square  feet,  how  many 
pounds  of  water  would  be  evaporated  in  a  day  of  10  hours  ? 

Ans.   27,000  lb. 

(18)  If  a  mechanic  receives  $1,500  a  year  for  his  labor 
and  his  expenses  are  $908  per  year,  in  what  time  can  he 
save  enough  to  buy  28  acres  of  land  at  $133  an  acre  ? 

Ans.   7  years. 

(19)  Solve  the  following  by  cancelation  : 
(a)   (72  X  48  X28  X  5)  h-  (84  X  15  X  7  X  0). 

(d)   (80  X  GO  X  50  X  16  X  14)  ---  (70  X  50  X  24  X  20). 

Ans    i  (^^     ^^• 
^'''-   I  (/;)      32. 

(20)  A  freight  train  ran  305  miles  in  one  week,  and 
3  times  as  far,  lacking  246  miles,  the  next  week;  how  far 
did  it  run  the  second  week  ?  Ans.   849  miles. 

(21)  If  the  driving  wheel  of  a  locomotive  is  16  feet  in 
circumference,  how  many  revolutions  will  it  make  in  going 
from  Philadelphia  to  Pittsburg,  the  distance  between  them 
being  354  miles,  and  there  being  5,280  feet  in  1  mile  ? 

Ans.   116,820  rev. 


ARITHMETIC. 

(PART  2.) 


EXAMrNATIOX    QUESTIOIIlCS. 

(1)  What  is  a  traction  ? 

(2)  What  are  the  terms  of  a  fraction  ' 

(3)  What  does  the  denominator  show  ? 

(4)  What  does  the  numerator  show  ? 

(5)  Is  ^/  a  proper  or  an  improper  fraction,  and  why  ? 

(6)  Write  three  mixed  numbers. 

(7)  Reduce  the  following  fractions  to  their  lowest  terms 
l>  tV»  A'  ff'  Ans.  ^,  ^,  ■^,  ^. 

(8)  Reduce  6  to  an  improper  fraction  whose  denomi- 
nator is  4.  Ans.  --j^. 

(9)  Reduce  7|,  13f^,  and  lOf  to  improper  fractions. 

Ans.  \\  \i/,  -V. 

(10)  How  many  feet  does  the  piston  of  a  steam  eng-ine 
pass  over  in  a  week  of  6  days,  running  8^  hours  a  day,  if 
the  length  of  the  stroke  of  the  engine  is  H  feet  and  the 
number  of  revolutions  per  minute  is  160  ? 

Ans.   1,468,800  ft. 

(11)  i-f-  §  +  1=  ?  Ans.   1. 

(12)  M-|-fTV=?  Ans.    }l 

(13)  42  +  311  +  9^^=^  Ans.   83^ 
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(14)  An  iron  plate  is  divided  into  four  sections;  the  first 
contains  29f  square  inches;  the  second,  50f  square  inches; 
the  third,  41  square  inches;  and  the  fourth,  69y\  square 
inches.     How  many  square  inches  are  in  the  plate  ? 

Ans.   IQO^^g-  sq.  in. 

(15)  What  is  the  difference  between  I  and  ^  ?  13  and  7yV  ? 
? 


312tV  and  229^^ 


(16)     Solve  the  following: 
(a)   35-^^%;     (d)    ^-3; 
(e)  15^-i-4|. 


(^) 


Ans.  3^; 

5tV;  83i|. 

V- 

-9.    (^)  VV-tV; 

'  (a)      112. 

{^)      A. 

Ans.  - 

{d)     4^. 
(^)      3|. 

(17)  The  numerator  of  a  fraction  is  28  and  the  value  of 
the  fraction  is  ^;  what  is  the  denominator  ?  Ans.  32. 

(18)  Four  bolts  are  required,  2|,  6|,  3^,  and  4  inches 
long.  How  long  a  piece  of  iron  will  be  required  from  which 
to  cut  them,  allowing  j^-  of  an  inch  to  each  bolt  for  cutting 
off  and  finishing  ?  Ans.   18^  in. 


ARITHMETIC. 

(PART  3.) 


17       5        6  5       nnrl     1  2  5 


EXAIMTNATIOX  QUESTIONS. 

(1)  State  the  difference  between  a  common  fraction  and 
a  decimal  fraction. 

(2)  Reduce  the  following  fractions  to  equivalent  decimals: 

.5. 
.875. 

Ans.  ^   .15G25. 
,G5.    • 
.125. 

(3)  Write  out  in  words  the  following  numbers:  .08,  .131, 
.0001,  .000027,  .0108,  and  93.0101. 

(4)  What   is  the   sum  of  .125,    .7,    .089,    .4005,   .9,    and 
.000027?  Ans.   2.214527. 

(5)  Add  17  thousandths,  2  tenths,  and  47  millionths. 

Ans.   .217047. 
((j)     Work  out  the  following  examples: 

(a)     709. 03 -.8514;    (b)  81.9()3-1.7;    {c)   18 -.18;    (./) 
1  -  .001;     (e)  872.1  -  (.8721  +  .008);     (/)    (5.028  +  -0073) 


-  (6.704-2.38). 


Ans. 


(a)     708.7780. 
{d)     80.263. 

(c)  17.82. 

(d)  .999. 

(e)  871.2199. 
(/)  --113. 
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(7)  The  cost  of  the  coal  consumed  under  a  nest  of  steam 
boilers  during  a  week's  run  was  as  follows:  Monday,  $15.83; 
Tuesday,  $14.70;  Wednesday,  114.28;  Thursday,  $13.87; 
Friday,  $14.98;  Saturday,  $12.65.  What  was  the  cost  of 
the  week's  supply  of  coal  ?  Ans.  $86.31. 

(8)  It  is  desired  to  increase  the  capacity  of  an  electric- 
light  plant  to  1,500  horsepower  by  adding  a  new  engine.  If 
the  indicated  horsepower  of  the  engines  already  in  use 
is  4824,  316^,  and  390f,  what  power  must  the  new  engine 
develop  ?  Ans.  SlO.llf  H.  P. 

(9)  The  inside  diameter  of  a  6-inch  steam  pipe  is  6.06 
inches,  and  the  outside  diameter  is  6.62  inches.  How  thick 
is  the  pipe  ?  Ans.  .28  in. 

(10)  Find  the  products  of  the  following  expressions: 
(a)  . 013  X. 107;  {5)  203  X  2.03  X  .203;  (c)  (2.7x31.85) 
X  (3.16  -  .316);  {/)   (107.8  -}-  6.541  -  31.96)  X  1.742. 

(a)  .001391. 

(d)  83.65427. 

(c)  244.56978. 

{d)  143.507702. 

(11)  How  many  square  feet  of  heating  surface  are  in  the 
tubes  of  a  boiler  having  sixty  3 -inch  tubes,  each  15|-  feet 
long,  if  the  heating  surface  of  each  tube  per  foot  in  length  is 
.728  square  foot  ?  Ans.   677.04  sq.  ft. 

(12)  Find  the  values  of  the  following  expressions: 

{  \    L     (/\   II      M    l''-^5  X  20  X  3  r  (a)     37^. 

W    ^3^;    l^)    |.  ;    10         87  +  88      •       Ans.  j   (^)     .75. 

459  +  32  I  (V)      210f 

(13)  The  distance  around  a  cylindrical  boiler  is  166.85 
inches.  If  there  are  72  rivets  in  one  of  the  circular  seams, 
find  what  the  pitch  (distance  between  the  centers  of  any  two 
rivets)  of  the  rivets  is.  Ans.  2.317+  in. 

(14)  A  keg  of  I'  X  21"  boiler  rivets  weighs  100  pounds 
and  contains  133  rivets.     What  is  the  weight  of  each  rivet  ? 

Ans.  .75+ lb. 


Ans. 
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(15)  How  many  inches  in  .875  of  a  foot  ?        Ans.  10^  in. 

(16)  What  decimal  part  of  a  foot  is  j\  inch  ? 

Ans.    .015025  ft. 

(17)  In  a  steam-engine  test  of  an  hour's  duration,  the 
horsepower  developed  was  found  to  be  as  follows  at  10-min- 
ute  intervals:  48. G3,  45.7,  4G.32,  47.9,  48.74,  48.38,  48.59. 
What  was  the  average  horsepower  ?  Ans.  47.75-|-  H.  P 


ARITHMETIC. 

(PART  4.) 


EXAMIKATIOX  QUilSTlONS. 

(1)  What  is  25^  of  8,428  lb.?  Ans.   2,107  lb, 

(2)  What  is  1^  of  135,000?  Ans.  $175. 

(3)  What  per  cent,  of  50  is  2  ?  Ans.   4^. 

(4)  What  per  cent,  of  10  is  10  ?  Ans.    100^. 

(o)  The  coal  consumption  of  a  steam  plant  is  5,500  \h.  per 
day  when  the  condenser  is  not  running,  or  an  increase  of 
15^^^  over  the  consumption  when  the  condenser  is  used.  How 
many  pounds  are  used  per  day  when  the  condenser  is  run- 
ning ?  Ans.   4,782.G1  lb. 

(6)  An  engineer  receives  a  salary  of  $950.  He  pays  24j^ 
of  it  for  board,  12^^  of  it  for  clothing,  and  17^  of  it  for 
other  expenses.      How  much  of  it  does  he  save  a  year  ? 

Ans.   $441.75. 

(7)  If  37iJ^  of  a  number  is  961.38,  what  is  the  number  ? 

Ans.   2,563.68. 

(8)  The  speed  of  an  engine  running  unloaded  was  1^^ 
greater  than  when  running  loaded.  If  it  made  298  revolu- 
tions per  minute  with  the  load,  what  was  its  speed  running 
unloaded  ?  Ans.   302.47  rev.  per  min. 

(9)  Reduce  4  yd.  2  ft.  10  in.  to  inches.  Ans.    178  in. 

For  notice  of  copyright,  see  page  iminediatelv  following  the  title  page. 


2  ARITHMETIC.  §2 

(10)  Reduce  3,722  in.  to  higher  denominations. 

Ans.   103  yd.  1  ft.  2  in. 

(11)  Reduce  764,325  cu.  in.  to  cubic  yards. 

Ans.   16  cu.  yd.   10  cu.  ft.   549  cu.  in. 

(12)  A  carload  of  coal  weighed  16  T.  8  cwt.  75  lb.  How 
many  pounds  did  this  amount  to  ?  Ans.   32,875  lb. 

(13)  Reduce  25,396  lb.  to  higher  denominations. 

Ans.  12  T.  13  cwt.  96  lb. 

(14)  What  is  the  sum  of  2  yd.  2  ft.  3  in.,  4  yd.  1  ft.  9  in., 
and  2  ft.  7  in.  ?  Ans.  8  yd.  7  in. 

(15)  From  a  barrel  of  machine  oil  is  sold  at  one  time 
10  gal.  2  qt.  1  pt.  and  at  another  time  16  gal.  3  qt.  How 
much  remained  ?  Ans.   4  gal.  1  pt. 

(16)  If  1  iron  rail  is  17  ft.  3  in.  long,  how  long  would 
51  such  rails  be  if  placed  end  to  end  ?  Ans.   879  ft.  9  in. 

(17)  Multiply  3  qt.  1  pt.  by  4.7.  Ans.  32.9  pt. 

(18)  A  main  line  shaft  is  composed  of  four  lengths  each 
15  ft.  5  in.  long;  one  length  14  ft.  8 in.  long;  and  one  length 
8  ft.  10  in.  long.  There  are  six  hangers  spaced  equally  dis- 
tant apart,  one  being  placed  at  each  extremity  of  the  shaft, 
8  in.  from  the  ends.  What  is  the  distance  between  the 
hangers  ?  xVns,   16  ft.  9|  in. 

(19)  If  the  length  of  a  boiler  shell  is  18  ft.  11:^  in.,  how 
many  rivets  should  there  be  in  one  of  the  longitudinal 
seams  if  it  is  a  single-riveted  seam,  supposing  the  rivets  to 
be  1^  m.  between  centers  and  the  two  end  rivets  to  be  1^  in. 
from  each  end  of  the  boiler  ?  Ans.   181  rivets. 


ARITHMETIC. 

(PART  o.) 


EXAMINATION     QUESTIONS. 

(1)  What  is  the  square  of  108?  Ans.  11,664. 

(2)  Find  the  fifth  power  of  9.  Ans.  59,049. 

(3)  What  is  the  value  of  .01337         Ans.  .000002352637. 

(4)  Extract  the  square  root  of  90.  Ans.  9.4868. 

(5)  What  is  the  cube  root  of  92,416?  Ans.  45.211. 


(6)  Find  the  value  of  \502,681.  Ans.  709. 

(7)  What  is  the  value  of  \|?  Ans.  .72112. 

(8)  Extract  the  square  root  of  .3364.  Ans.   .58. 

(9)  Find  the  square  root  of  .7854.  Ans.  .88623. 

(10)  What  number  multiplied  by  itself  equals  114.91S4? 

Ans.    10.72. 

(11)  Extract  the  square  root  of  3.486,784.  Ans.   1,867.3. 

(12)  Find  the  square  root  of  .00041209.  Ans.   .0203. 
Find  the  value  of  x  in  the  following: 

(13)  11.7  :  13  ::  20  :  x.  Ans.  22.22  +  . 

(14)  (a)  20  +  7  :  10  +  8  ::  3  :  x;   {b)   12^  :  100'  ::  4  :  x. 

A       J(«)    2. 
^"^•l(^)    277.7  + 

§2 


For  notice  of  copyright,  see  page  immediately  following  the  title  page. 


ARITHMETIC.  §2 


(15)      ia)  ^  =    ';     (/O    ^:  = 

8. 

/  X    2           A- 

:     U)    1-5 

X      21              24 

'  16' 

10        100'         '    45 

60.    /  .     10   _    ;t- 
x'            150       600* 

r  ia)    12. 
(^)    12. 

Ans.' 

(f)    20. 
id)   180. 
I  (^j    40. 

(16)  If  a  piece  of  2-inch  shafting  Si  ft.  long  weighs 
37.45  lb.,  how  much  would  a  piece  6f  ft.  long  weigh? 

Ans.  72.225  lb. 

(17)  If  a  railway  train  runs  444  miles  in  8  hr.  40  min.,  in 
what  time  can  it  run  1,060  miles  at  the  same  rate  of  speed? 

Ans.  20  hr.  41.44  min. 

(18)  If  a  pump  discharging  135  gal.  per  min.  fills  a  tank 
in  38  min.,  how  long  would  it  take  a  pump  discharging 
85  gal.  per  min.  to  fill  it?  Ans.  60t\  min. 

( 19)  The  distances  around  the  driving  wheels  of  two  loco- 
motives are  12.56  ft.  and  15.7  ft.,  respectively.  How  many 
times  will  the  larger  turn  while  the  smaller  turns  520  times? 

Ans.  416  times. 

(20)  If  a  cistern  28  ft.  long,  12  ft.  wide,  10  ft.  deep  holds 
798  bbl.  of  water,  how  many  barrels  of  water  will  a  cistern 
hold  that  is  20  ft.  long,  17  ft.  wide,  and  6  ft.  deep? 

Ans.  484ibbl. 


MENSURATION  AND  USE  OF 
LETTERS  IN  FORMULAS. 


EXA^IEN^ATIOX  QTJESTI0:N^S. 

A  =  5  h  =  200 

^  =  10  X  =  12 

i  =3.5         /)=  120 

Work  out  the  solutions  to  the  following  formulas,  using 
the  above  values  for  the  letters: 

(1)     C^-^jf-^.  Ans.   r=8. 


^^^      ^^  =  A/./+^1.5-  Ans.   .^=4.05+. 


(5)  If  one  of  the  angles  formed  by  one  straight  line 
meeting  another  straight  line  equals  152°  3',  what  is  the 
other  angle  equal  to  ?  Ans.   27°  57'. 

(G)  Draw  an  obtuse  angle,  a  right  angle,  and  an  acute 
angle.  State  the  name  of  each  angle  by  using  letters  to 
designate  them. 
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§3 


(7)  Draw  a  rhombus  and  then  draw  a  rectangle  having 
the  same  area. 

(8)  A  sheet  of  zinc  measures  11^  inches  by  2^  feet. 
How  many  square  inches  does  it  contain  ?     Ans.   345  sq.  in. 

(9)  How  many  boards  16  feet  long  and  5  inches  wide 
would  be  required  to  lay  a  floor  measuring  15  ft.  X  24  ft.? 

Ans.  54  boards. 

(10)  The  accompanying  figure  shows  the  floor  plan  of 
an  electric-light  station.  From  the  dimensions  given,  cal 
culate  the  number  of  square  feet  of  unoccupied  floor  space. 

Ans.   2,059.08  sq.  ft 
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(11)  A  triangle  has  three  equal  angles;  what  is  it  called  ? 

(12)  If  a  triangle  has  two  equal  angles,  what  kind  of  a 
triangle  is  it  ? 

(13)  In  a  triangle  ABC,  angle  A  =  23''  and  B  =  32°  32'; 
what  does  angle  C  equal  ?  Ans.    C  —  124°  281. 


§3 


USE  OF  LETTERS  IN  FORMULAS. 


(14)     In  the  figure,  i(  A  P  =  10  inches,  A  B  =  24:  inches, 
and  B  C  =  13A-  inches,  hoAv  long  \s  D  E,  D  E  being  parallel 


to  BCl 


Ans.   /;>/:' =  5.625  in. 


(15)  An  engine  room  is  52  feet  long 
and  39  feet  wide.  How  many  feet  is  it 
from  one  corner  to  a  diagonally  oppo- 
site one,  measured  in  a  straight  line  ? 

Ans.   05  ft. 

(16)  It  is  required  to  make  a  miter- 
box    in    Avhich   to   cut    molding   to    fit 
around    an    octagon    post.       At    what  fig.  ii. 
angle  with  the  side  of  the  box  should   Ihc  saw  run? 

Ans.   G7i°. 

(17)  If  the  distance  between  two  opposite  corners  of  a 
hexagonal  nut  is  2  inches,  what  is  the  distance  between  two 
opposite  sides  ?  Ans.   1.732+  in. 

(18)  In  the  accompanying  figure,  if  the  distance  B I  is 
6  inches  and  //  K  18  inches,  what  is 
the  diameter  of  the  circle  ? 

Ans.   19.5  in, 

(19)     How   many   revolutions  will  a 
72-inch     locomotive     driver     make     in 
going  1  mile  ? 
Fig.  111.  Ans.  280.112  revolutions. 

(20)  A  pipe  has  an  internal  diameter  of  O.OG  inches; 
what  is  the  area  of  a  circle  having  this  diameter  ? 

Ans.  28.8427  sq.  in. 

(21)  How  long  must  the  arc  of  a  circle  be  to  contain  12°, 
supposing  the  radius  of  the  circle  to  be  6  inches  ? 

Ans.    1.25664  in. 

(22)  What  is  the  area  of  the  sector  of  a  circle  15  inches 
in  diameter,  the  angle  between  the  two  radii  forming  the 
sector  being  12^°  ?  Ans.    6.1359  sq.  in. 

(23)  {a)  What  would  be  the  length  of  the  side  of  a  square 
metal    plate   having   an    area   of    103.8691    square   inches? 
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{d)  What  would  be  the  diameter  of  a  round  plate  having 
this  area  ?  (c)  How  much  shorter  is  the  circumference  of 
the  round  plate  than  the  perimeter  of  the  square  plate  ? 

(  {a)  10.1916  in. 
Ans.  ■!  (d)     11|  in. 

(  {c)      4.638  in. 

(24)  Find  the  area  in  square  feet  of  the  entire  surface  of 
a  hexagonal  column  12  feet  long,  each  edge  of  the  ends  of 
the  column  being  4  inches  long.  Ans.   24.5774  sq,  ft. 

(25)  Find  the  cubical  contents  of  the  above  column  in 
cubic  inches.  Ans.   5,985.9648  cu.  in. 

(26)  Compute  the  weight  per  foot  of  an  iron  boiler  tube 
4  inches  outside  diameter  and  3.73  inches  inside  diameter, 
the  weight  of  the  iron  being  taken  at  .28  pound  per  cubic 
inch.  Ans.   6^  lb. 

(27)  The  dimensions  of  a  return-tubular  boiler  are  as 
follows:  Diameter,  60  inches;  length  between  heads,  16  feet; 
outside  diameter  of  tubes,  3^  inches;  number  of  tubes,  64; 
distance  of  mean  water-line  from  top  of  boiler,  18  inches. 
(a)  Compute  the  steam  space  of  the  boiler  in  cubic  feet. 
{d)  Determine  the  number  of  gallons  of  water  that  will  b^ 
required  to  fill  the  boiler  up  to  the  mean  water  level. 

^^^   j  {a)     79.2  cu.  ft. 

i  {b)     1,246  gal.,  nearly. 

(28)  The  length  of  the  circumference  of  the  base  of  a 
cone  is  18.8496  inches  and  its  slant  height  is  10  inches. 
Find  the  area  of  the  entire  surface  of  the  cone. 

Ans.   122.5224  sq.  in. 

(29)  If  the  altitude  of  the  above  cone  were  9  inches, 
what  would  be  its  volume  ?  Ans.   84.8232  cu.  in. 

(30)  A  square  vat  is  11  feet  deep,  15  feet  square  at  the 
top,  and  12  feet  square  at  the  bottom.  How  many  gallons 
will  it  hold  ?  Ans.   15,058.29  gal. 

(31)  How  many  pails  of  water  would  be  required  to  fill 
the  vat,  the  pail   having  the  following  dimensions:  Depth, 
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11  inches;  diameter  at  the  toj),  1'*  inches;  diameter  at  the 
bottom,  9  inches  ?  Ans.   3,627.28. 

(32)  Find  (a)  the  area  of  the  surface,  and  (fi)  the  cubical 
contents  of  a  ball  -l-li  inches  in  diameter. 

Ans    i  ('')     l''590-435  sq.  in. 
i  (d)     5,90-4.1313  cu.  in. 

(33)  (ir)  "What  is  the  volume  and  area  of  a  cylindrical 
ring  whose  outside  diameter  is  16  inches  and  inside  diameter 
13  inches  ?  {/?)  If  made  of  cast  iron,  what  is  its  weight  .-' 
Take  the  weight  of  1  cubic  inch  of  cast  iron  as  .261  pound. 

Ans.   Weights  21  lb 


PRINCIPLES  OF  MECHANICS 


EXAMIKATIOI*^  QUESTIONS. 


(1)  Define  mechanics. 

(2)  Define  (a)  matter;  {d)  molecule;  {c)  atom. 

(3)  In  what  three  states  does  matter  exist  ? 

(4)  Explain  clearly  the  distinction  between  general  prop 
erties  of  matter  and  special  properties  of  matter. 

(5)  Define  («)  motion ;  (^^i)  velocity;  (r)  uniform  velocity; 
(d)  variable  velocity. 

(6)  Define  (a)  acceleration;  {d)  retardation;  {c)  average 
velocity. 

(7)  An  ocean  steamer  made  a  run  of  3,240  miles  in  6  days 
and  16  hours.  What  was  its  average  speed  in  miles  per 
hour  ?  Ans.  20^  mi. 

(8)  How  long  would  it  take  to  make  a  tour  around  the 
world  when  traveling  at  an  average  speed  of  3,000  feet  per 
minute,  assuming  the  distance  around  the  world  to  be 
25,000  miles  ?  Ans.   30  da.  13  hr.  20  min. 

(9)  How  do  we  recognize  the  existence  of  a  force  ? 

(10)  What  conditions  are  necessary  to  compare  the  rela- 
tive effects  of  different  forces  on  different  bodies  ? 

(11)  State  Newton's  Laws  of  Motion. 

(12)  What  do  you  understand  by  the  term  "inertia"? 

(13)  Define  (a)  dynamics;   {d)  statics. 
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(14)  Why  is  not  the  weight  of  a  given  body  the  same  at 
every  point  on  the  surface  of  the  earth  ? 

(15)  Determine  the  mass  of  a  body  that  weighs  346 
pounds  at  a  place  where  g  is  equal  to  32. 174.       Ans.   10. 75+- 

(16)  How  does  the  position  of  a  body  above  or  below 
the  surface  of  the  earth  affect  its  weight  ? 

(17)  A  locomotive  weighing  30  tons  has  to  overcome  a 
constant  force  of  15  pounds  per  ton  when  it  is  in  motion. 
What  total  force  must  the  locomotive  exert  so  that  its  speed 
may  increase  at  the  rate  of  3  feet  per  second  ? 

Ans.   6,047  lb. 

(18)  What  will  be  the  momentum  of  the  locomotive  in  the 
preceding  example  when  it  has  attained  a  velocity  of  1  mile 
per  hour?  Ans.  2,736.3  1b. 

(19)  Define  {a)  work;  {b)  power;  {c)  energy. 

(20)  What  horsepower  is  required  to  raise  a  body  weigh- 
ing 66,000  pounds  through  a  distance  of  80  feet  in  ^  hour  ? 

Ans.  5i  H.  P. 

(21)  A  body  weighing  6,432  pounds  is  moving  with  a 
constant  velocity  of  60  feet  per  second.  What  horsepower 
will  be  required  to  bring  the  body  to  rest  in  3  minutes  ? 

Ans.   3tV  H.  P. 

(22)  What  is  the  tangential  pressure  on  the  crank  of  an 
engine  when  the  crank  is  on  either  dead  center  ? 

(23)  What  is  friction  ? 

(24)  A  body  weighing  5,000  pounds  rests  on  a  horizontal 
surface.  In  order  to  slide  the  body  along  the  surface,  a 
horizontal- force  of  300  pounds  must  be  exerted.  What  is 
the  coefficient  of  friction  in  this  particular  case  ?     Ans.   .06. 

(25)  A  crosshead  weighing  1,000  pounds  and  having 
bronze  shoes  slides  on  a  slightly  greased,  horizontal  wrought- 
iron  guide.  If  the  contact  area  of  the  bronze  shoe  is 
100  square  inches,  what  will  be  {a)  the  total  friction  and  {b) 
the  friction  per  square  inch  of  contact  surface  ? 

(  [a)     160  lb. 
^"'-  \  {b)      1.6  lb. 
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(2G)     What  is  the  center  of  gravity  of  a  body  ? 

(27)  Explain  the  method  of  finding  the  common  center 
of  gravity  of  several  bodies  whose  weights  and  the  dis- 
tances between  whose  centers  of  gravity  are  known. 

(28)  Give  a  practical  method  of  determining  the  center 
of  gravity  of  a  solid  body. 

(29)  Define  (a)  centrifugal  force;  (d)  centripetal  force 

(30)  What  is  the  relation  between  the  centrifugal  and 
centripetal  forces  of  a  revolving  body  ? 

(31)  A  body  weighing  10  pounds  revolves  at  a  speed  of 
60  revolutions  per  minute  about  a  point  6  feet  from  its  cen- 
ter of  gravity.  What  is  the  centrifugal  force  tending  to 
pull  the  body  from  the  point  about  which  it  revolves  ? 

Ans.   73.44  lb. 

(32)  Name  the  three  states  of  equilibrium  and  give 
examples  of  each. 

(33)  In  the  case  of  a  body  at  rest,  what  are  the  condi- 
tions of  the  forces  acting  on  that  body  ? 

(34)  How  is  the  condition  of  equilibrium  of  the  forces 
acting  on  a  body  affected  by  the  position  of  its  "line  of 
direction  "  with  respect  to  the  base  ? 


MACHINE  ELEMENTS. 


EXAMINATION  QUESTIONS. 

(1)  Define    {a)   lever;    {d)   weight   arm;    (c)   force    arm 
(d)  fulcrum. 

(2)  What  is  the  condition  necessary  for  the  equilibrium 
of  the  lever  ? 

(3)  State  the  general  rule  that  expresses  the  relation 
existing  between  the  weight,  the  force,  and  the  distances 
through  which  they  move. 

(4)  What  must  be  the  length  of  the  weight  arm  in  order 
that  a  force  of  12  pounds  at  a  distance  of  20  inches  from  the 
fulcrum  will  raise  a  weight  of  100  pounds  at  the  end  of  the 
weight  arm  ?  Ans.   2.4  in. 

(5)  Into  what  two  classes  may  pulleys  be  divided  in  ref- 
erence to  their  construction  ? 

(6)  What  advantages  have  split  pulleys  over  solid  pul 
leys  ? 

(7)  Explain  how  a  crowned  pulley  tends  to  prevent  thi- 
slipping  off  of  the  belt. 

(8)  What  is  meant  by  "balancing  pulleys,"  and  how  is 
it  accomplished  ? 

(9)  Define  the  terms  "  driver  "  and  •'  driven  "  as  applied 
to  pulleys. 

§5 


2  MACHINE  ELEMENTS.  §  5 

(10)  Find  what  diameter  driver  will  be  required  which, 
when  running  at  600  revolutions  per  minute,  will  cause  the 
driven,  whose  diameter  is  6  inches,  to  run  at  1,800  revolu- 
tions per  minute.  Ans.   18  in, 

(11)  What  must  be  the  speed  of  a  driver  12  inches  in 
diameter  in  order  that  the  driven,  whose  diameter  is  5  inches, 
may  make  1,600  revolutions  per  minute  ? 

Ans.   666f  rev.  per  min. 

(12)  The  distance  between  the  centers  of  two  pulleys, 
whose  diameters  are  6  feet  and  2  feet,  respectively,  is  40  feet. 
What  is  the  required  length  of  an  open  belt  ?        Ans.   93  ft. 

(13)  A  single  belt  running  at  1,650  feet  per  minute  is 
used  to  transmit  40  horsepower.  If  the  arc  of  contact  on 
the  small  pulley  is  120°,  how  wide  should  the  belt  be  ? 

Ans.   28  in. 

(14)  What  horsepower  will  be  transmitted  by  the  belt 
in  question  13  if  the  velocity  is  reduced  to  1,200  feet  per 
minute?  Ans.   29.3  H.  P. 

(15)  If,  in  question  13,  a  double  belt  Avere  substituted 
for  the  single  belt,  how  wide  should  it  be  ?  Ans.   20  in. 

(16)  Which  side  of  a  leather  belt  should  be  in  contact 
with  the  pulley  face,  and  why  ? 

(17)  Should  rosin  be  used  on  a  belt  to  prevent  slipping  ? 

(18)  Give  the  causes  of  flapping  belts  and  their  rem- 
edies. 

(19)  State  the  different  methods  used  in  joining  belts. 
Which  of  these  makes  the  best  joint  ? 

(20)  What  precaution  should  be  observed  when  using 
rubber  belts  ? 

(21)  Define  the  terms  "driver"  and  "follower"  as 
applied  to  a  train  of  gear-wheels. 

(22)  In  Fig.  19,  if  the  diameter  of  A  is  90  inches,  that  of 
F  30  inches,  and  if  B  has  12  teeth,  C  30  teeth,  D  20  teeth, 
and  E  36  teeth,  find  the  weight  that  a  force  of  50  pounds  at 
P  can  raise.  Ans.   675  1b. 
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(23)  What  is  (a)  circular  pitch  ?  {/?)  diametral  pitch  ? 

(24)  What  are  the  most  common  forms  of  teeth  used  in 
ordinary  practice  ? 

(25)  What  advantages  have  involute  teeth  over  epicy- 
cloidal  teeth  ? 

(26)  Find  the  pitch  diameter  of  a  gear-wheel  having 
60  teeth  and  a  circular  pitch  of  1.152  inches.          Ans.   22  in. 

(27)  What  is  the  circular  pitch  of  a  gear-wheel  30  inches 
in  diameter  having  60  teeth  ?  Ans.    1.57  in. 

(28)  What  is  the  over-all  diameter  of  a  gear-wheel 
having  80  teeth  with  a  diametral  pitch  of  8  ?       Ans.   10|^  in, 

(29)  Find  the  number  of  teeth  in  a  gear-wheel  whose 
outside  diameter  is  7^  inches  and  whose  diametral  pitch 
is  8.  Ans.   58  teeth. 

(30)  What  distinguishes  a  fixed  pulley  from  a  movable 
pulley  ? 

(31)  In  a  certain  combination  of  pulleys  there  are  seven 
movable  ones.  Neglecting  losses  due  to  friction,  how  heavy 
a  weight  can  a  force  of  150  pounds  raise  when  applied  to 
the  free  end  of  the  rope  ?  Ans.   2,100  lb. 

(32)  How  does  friction  affect  the  force  required  to  raise 
a  given  weight  by  means  of  a  rope  or  chain  and  pulleys  ? 

(33)  In  an  ordinary  block  and  tackle  having  four  mov- 
able pulleys,  what  is  the  probable  actual  force  that  must  be 
applied  to  raise  a  weight  of  1,500  pounds  ?        Ans.  312.5  lb. 

(34)  In  what  respect  is  the  Weston  differential  pulley 
block  better  than  the  ordinary  block  and  tackle  ? 

(35)  An  inclined  plane  is  70  feet  long  and  12  feet  high. 
What  force  acting  parallel  to  the  plane  will  be  required  to 
sustain  a  weight  of  600  pounds  on  the  plane  ?      Ans.    103  lb. 

(36)  What  weight  will  a  force  of  36  pounds  acting  paral- 
lel to  the  base  of  the  plane  be  able  tc  sustain  on  an  inclined 
plane  having  a  base  50  feet  long  and  a  height  of  15  feet  ? 

Ans.   120  lb 


4  MACHINE  ELEMENTS.  §  5 

(37)  What  is  the  probable  actual  weight  that  can  be 
raised*  by  means  of  a  screw  jack  that  has  a  screw  2^  inches 
in  diameter  with  6  threads  to  the  inch  if  a  force  of  50  pounds 
is  applied  at  the  end  of  a  lever  20  inches  from  the  shaft  ? 

Ans.  2,356.2  lb. 

(38)  Define  (a)  velocity  ratio;  (l?)  efficiency. 

(39)  What  is  the  efficiency  of  the  screw  jack  of  ques- 
tion 37  ?  Ans.   6^  per  cent. 


MECHANICS  OF  FLUIDS. 


EXAMI]SrATIO:N^  QUESTIOIS^S. 

(1)  Define  hydrostatics. 

(2)  How  can  it  be  proved  that  liquids  transmit  pressure 
in  all  directions  and  with  the  same  intensity  ? 

(3)  State  Pascal's  law. 

(4)  In  what  direction  does  the  pressure  due  to  the  weight 
of  a  body  of  water  act  in  a  vessel  in  which  water  is  con- 
tained ? 

(5)  What  is  the  pressure  on  the  bottom  of  a  vessel  if  the 
base  is  a  circle  3  inches  in  diameter,  the  height  8  inches,  and 
the  vessel  is  completely  filled  with  water  ?         Ans.   2.045  lb. 

(6)  State  the  law  for  the  upward  pressure  of  a  liquid  on 
a  horizontal  surface  submerged  in  the  liquid. 

(7)  Why  is  it  that  in  several  pipes  that  communicate  with 
one  another  and  that  differ  in  shape  and  size,  water  will 
stand  at  the  same  height  ? 

(8)  Why  is  it  that  water  issuing  from  a  hose  connected  to 
a  hydrant  cannot  be  made  to  spout  up  to  a  level  with  the 
surface  of  the  Avater  in  the  reservoir  that  supplies  the 
hydrant  ? 

(9)  Define  specific  gravity. 
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(10)  Calculate  the  weight  of  a  block  of  aluminum  whose 
volume  is  100  cubic  feet.  Ans.   15,605  lb. 

(11)  State  the  principle  of  Archimedes. 

(12)  Explain  how,  by  the  application  of  the  principle  of 
Archimedes,  the  volume  of  an  irregularly  shaped  body  may 
be  accurately  determined. 

(13)  (a)  What  are  hydrometers  ?  (d)  Into  what  two 
classes  may  hydrometers  be  divided  ? 

(14)  A  single-cylinder  pump  feeds  a  boiler  through  a 
delivery  pipe  1  inch  in  actual  diameter.  The  piston  speed 
is  such  as  to  give  a  velocity  of  flow  of  400  feet  per  minute. 
How  many  gallons  of  water  can  be  pumped  into  the  boiler 
in  1  hour?  Ans.   979.2    gal. 

(15)  What  should  be  the  commercial  size  of  a  delivery 
pipe  from  a  duplex  pump  to  deliver  936  gallons  of  water  per 
hour  ?  Ans.   1  in. 

(16)  Why  is  it  important  to  have  as  few  bends  as  possible 
in  the  suction  pipe  leading  to  a  pump  ? 

(17)  What  simple  experiment  proves  that  gases  tend  to 
expand  and  increase  their  volume  ? 

(18)  How  high  a  column  of  mercury  will  the  pressure  of 
the  atmosphere  support  ? 

(19)  How  can  the  degree  of  the  vacuum  in  a  vessel  be 
determined  ? 

(20)  How  high  a  column  of  a  liquid  whose  specific  gravity 
is  2.5  will  the  atmospheric  pressure  support  ? 

Ans.   163.2  in. 

(21)  How  is  the  pressure  of  the  atmosphere  measured  ? 

(22)  Why  does  the  pressure  of  the  atmosphere  decrease 
as  the  elevation  above  sea  level  increases  ? 

(23)  In  what  respect  is  the  action  of  the  pressure  of  the 
atmosphere  similar  to  that  of  the  pressure  of  a  liquid  ? 
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(24)  How  does  the  tension  of  a  gas  chanjje  with  the 
change  in  volume  under  constant  temperature  ? 

(25)  Define  {a)  gauge  pressure;   (/;)  absolute  pressure. 

(26)  A  metallic  tube  closed  at  one  end  is  fitted  with  an 
air-tight  movable  piston.  "When  the  piston  is  at  the  open 
end  of  the  tube,  the  pressure  of  the  air  within  the  tube  is 
equal  to  14.7  pounds  per  square  inch.  "What  will  be  the 
pressure  of  the  air  between  the  piston  and  the  closed  end  of 
the  tube  after  the  former  has  moved  toward  the  latter  a  dis- 
tance equal  to  ^  the  length  of  the  tube,  the  temperature 
remaining  constant  ?  Ans.   73.5  lb.  per  sq.  in. 

(27)  Suppose  that  the  piston  in  the  tube  mentioned  in 
question  26  had  been  moved  toward  the  closed  end  until  the 
pressure  had  reached  147  pounds  per  square  inch.  What 
fraction  of  the  original  volume  would  the  compressed  air 
have  occupied  ?  Ans.  r^^. 

(28)  In  pneumatics,  what  is  an  air  pump  ? 

(29)  Can  a  perfect  vacuum  be  produced  with  the  air 
pump  ? 

(30)  Explain  the  operation  of  the  dashpot  of  a  Corliss 
engine. 

(31)  Explain  the  principle  of  operating  the  siphon. 

(32)  Suppose  that  two  vessels,  in  one  of  which  the  water 
stands  at  a  higher  level  than  in  the  other,  are  connected  by 
a  siphon  and  water  is  siphoned  from  the  vessel  in  which  it 
stands  at  the  higher  level  into  the  other  vessel.  "What  will 
happen  when  the  water  in  each  vessel  reaches  the  same 
level  ? 

(33)  In  practice,  how  far  above  the  water  level  in  the 
vessel  from  which  water  is  siphoned  can  the  highest  point  of 
the  siphon  be  carried  ? 

(34)  (a)  What  is  a  pumj)  ?  {/>)  Into  how  many  types 
may  pumps  be  divided  in  reference  to  their  mode  of  action  ? 
(c)  Name  these  types. 
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(35)  Explain  the  principle  on  which   the  suction  pump 
acts. 

(36)  What  advantage  has  a  lifting  pump  over  a  suction 
pump  ? 

(37)  In   what  respect  does  a  force  pump   differ  from  a 
lifting  pump  ? 

(38)  What  is  the  difference  between  a  single-acting  and 
a  double-acting  force  pump  ? 


STRENGTH  OF  MATERIALS. 


EXAMEN  ATIOK  QUESTIONS. 

(1)  (a)  Define  stress,  {d)  Name  the  various  kinds  of 
stresses  to  which  a  body  can  be  subjected. 

(2)  A  weight  of  8,000  pounds  rests  on  the  top  of  a  cubi- 
cal block  of  wood  the  area  of  each  face  of  which  is  20  square 
inches.  What  is  the  unit  stress,  in  pounds  per  square  inch, 
to  which  the  block  is  subjected  ?  Ans.   400  lb.  per  sq.  in. 

(3)  Define   (f^^)  strain;   (/?)  elasticity;   (r)  elastic  limit. 

(4)  Taking  the  ultirnate  tensile  strength  of  wrought  iron 
as  55,000  pounds  per  square  inch,  what  tensile  force  will 
rupture  a  wrought-iron  bar  whose  cross-sectional  area  is 
4  square  inches  ?  Ans.   220,000  1b. 

(5)  How  does  annealing  improve  old  chains  ? 

(6)  Give  a  practical  method  of  determining  the  true  con- 
dition of  a  given  rope,  supposing  that  its  outer  surface 
appears  to  be  in  good  condition. 

(7)  {a)  On  what  does  the  safe  lifting  load  of  a  sling 
depend  ?  {d)  Explain  how  the  style  of  attachment  to  the 
hook  of  the  tackle  block  affects  the  amount  of  load  to  be 
raised, 

(8)  (a)  For  what  is  manila  rope  chiefly  used  ?  {d)  What 
is  the  object  of  lubricating  the  fibers  of  a  rope  ? 
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(9)  In  general,  how  should  the  size  of  the  pulley  compare 
with  the  size  of  manila  rope  used  for  transmitting  power  ? 

(10)  What  is  the  greatest  load  to  which  an  iron-wire  rope 
1^  inches  in  circumference  should  be  subjected  ? 

Ans.   1,350  lb. 

(11)  What  should  be  the  circumference  of  a  steel-wire  rope 
under  a  maximum  working  load  of  10,000  pounds  ? 

Ans.   4  in.,  nearly. 

(12)  How  does  the  strength  of  a  column  having  both  ends 
flat  compare  with  that  of  columns  both  of  whose  ends  are  not 
flat  but  which  in  every  other  respect  are  similar  to  the  first 
column  ? 

(13)  Give  practical  examples  of  the  three  different  classes 
into  which  cohunns  are  divided  with  respect  to  the  condi- 
tion of  their  ends. 

(14)  What  is  the  safe  steady  working  load  that  a  cast- 
iron  column,  having  fixed  ends,  14  inches  in  diameter  and 
16  feet  high  can  sustain  ?  Ans.   1,291,480  lb. 

(15)  Would  you  consider  a  steel  piston  rod  6  inches  in 
diameter  of  sufficient  size  for  a  40-inch  cylinder  using  steam 
at  110  pounds  pressure  ?     If  so,  why  ? 

(16)  A  solid  yellow-pine  beam  14  inches  square  rests  on 
two  supports  12  feet  apart.  What  steady  safe  load  will  the 
beam  support  at  its  middle  point  ?  Ans.   18,547  lb. 

(17)  An  oak  beam  4  inches  wide  and  6  inches  deep  is 
subjected  to  a  sudden  shearing  stress  of  10,000  pounds  across 
the  grain.      Is  this  a  safe  load  for  the  given  conditions  ? 

(18)  What  should  be  the  area  of  a  wrougJit-iron  beam  to 
safely  support  a  sudden  shearing  stress  of  400,000  pounds? 

Ans.   91  sq.  in.,  nearly. 

(19)  What  do  you  understand  by  double  shear  ? 

(20)  What  is  the  use  of  countershafts  ? 

(21)  What  is  the  distinction  between  cold-rolled  shafting 
and  bright  shafting  ? 
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(22)  How  is  brij^lU  sliaftini;-  designated  commercially 
with  respect  to  size  ? 

(23)  Why  is  it  good  practice  t<j  place  pulleys  for  trans- 
mitting or  receiving  power  as  near  the  bearings  of  the  shaft 
as  possible  ? 

(24)  What  horsepower  can  be  transmitted  from  a  steel 
shaft  8  inches  in  diameter  by  means  of  pulleys  between  the 
bearings  when  running  at  a  speed  of  80  revolutions  per 
minute  ?  Ans.   482  H.  P. 

(25)  What  must  be  the  speed  of  a  4-inch  shaft  of  cold- 
rolled  iron,  having  no  pulleys  between  bearings,  to  transmit 
75  horsepower  ?  Ans.   70  rev. 

(26)  Find  the  diameter  of  a  wrought-iron  shaft  running 
at  300  revolutions  per  minute  to  transmit  84  horsepower  by 
means  of  pulleys  between  its  bearings.  Ans.   3  in. 

(27)  How  does  a  change  in  the  speed  of  a  shaft  affect  the 
amount  of  power  transmitted  ? 

(28)  Does  a  high  tensile  strength  in  metals  necessarily 
imply  an  ability  on  the  part  of  the  metal  to  safely  resist 
repeated  applications  of  sudden  stresses  ? 

(29)  What  is  the  chief  advantage  of  a  steel  rope  over  an 
iron  rope  ? 


ELEMENTS  OF 
ELECTRICITY  AND  MAGNETISM. 


EXAMINATION    QUESTIONS. 

(1)  Fig.  I  represents  a  helix  of  wire  around  which  an 
electric  current  is  supposed  to  be  circulating  in  the  direc- 
tion indicated  by  the  arrows. 
Which  of  the  two  ends,  a  or  b,  is 
the  nortii  pole  of  the  solenoid  ? 
Why? 

(2)  What  will  be  the  sign  of  the 
static   charge   developed    {a)    on   a  ^ '<^-  ^• 
glass  rod  when  rubbed  with  fur  ?  {b)  on  a  piece  of  sealing- 
wax  when  rubbed  with  silk  ? 

(3)  The  separate  resistances  of  two  branches  A  and  B  of 
a  derived,  or  shunt,  circuit  are  16.2  and  14.1  ohms,  respect- 
ively. If  the  sum  of  the  currents  in  the  two  branches  is 
6.37  amperes,  what  is  the  current  in  each  branch  ? 

2.9643  amperes  in  branch^. 


Ans 


■I; 


3.4057  amperes  in  branch  B. 

(4)  In  a  closed  circuit,  the  resistance  between  two 
points  is  2.3  ohms.  yo)  What  current  flowing  between 
these  points  will  cause  a  difference  of  potential  of  58.4  volts  ? 
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{b)  What  is  the  power  in  watts  dissipated  between  these  two 
points  ?     {c)  Give  its  equivalent  in  horsepower. 

!{a)  25.3913  amperes. 
(/;)  1,482.8521  watts. 
\c)      1.9877  horsepower. 

(5)     Fig.  II  represents  a  closed  circuit  consisting  of  a  vol- 
taic battery  B  and  two  conductors  X  and    Y  connected  in 

series.     The    internal    re- 

ilil  I  \  \  \  I  I  'I*"]  I  I  I  M  I  "^  sistance  of  the  battery  is 
''''''''''''''''  ]  17.2  ohms,  and  the  sepa- 
rate resistances  of  the  con- 
ductors X  and  Y  are, 
respectively,  8.2  and  11.3 
ohms.  What  is  the  total 
E.  M.  F.  in  volts  generated  by  the  battery  if  a  current  of 
.75  ampere  flows  through  the  circuit?  Find  the  difference 
of  potential  in  volts  betAveen  a  and  b,  between  b  and  c,  and 
between  c  and  a. 

'Total  E.  M.  F.  developed  by  battery  =  27.525  volts. 
Difference  of  potential  between  a  and  b  =  8.475  volts. 
Difference  of  potential  between  b  and  c  =  6.15  volts. 
Difference  of  potential  between  c  and  a  =  14. 625  volts. 


Ans.  -, 


(6)  A  voltaic  battery  whose  internal  resistance  is  36. 2  ohms 
is  connected  to  a  copper  wire  having  a  resistance  of 
21.7  ohms.  What  is  the  total  electromotive  force  in  volts 
generated  in  the  battery  if.  a  current  of  .127  ampere  flows 
through  the  circuit  ?  Ans.   7.3533  volts. 

(7)  How  many  coulombs  of  electricity  pass  through 
a  circuit  in  2^  hours  when  the  strength  of  current  is 
8.32  amperes?  Ans.  67,392  coulombs. 

(8)  Given,  electromotive  force  =  112.5  volts  and  strength 
of  current  =  12.2  amperes;  find  the  power  in  watts. 

Ans.  1,372.5  watts. 

(9)  The  resistance  of  a  copper  wire  is  43.2  ohms  at 
60°  F. ;  find  its  resistance  at  85°  F.  Ans.  45.5274  ohms. 


— 1.+ 


§  8  ELECTRICITY  AND  MAGNETISM.  3 

(10)  The  separate  resistances  of  three  conductors  A,  B, 
and  C  are,  respectively,  37,  45,  and  72  ohms.  What  is  their 
joint  resistance  when  connected  in  parallel  ? 

Ans.  1.5.8383  ohms. 

(11)  The  separate  resistances  of  four  conductors  A,  B,  C, 
and  Dare,  respectively,  3,  19,  72,  and  111  ohms;  find  their 
joint  resistance  when  connected  in  series.        Ans.  205  ohms. 

(12)  How  much  energy  \n  Joules  is  expended  in  a  closed 
circuit  during  1^  hours  in  which  the  current  is  maintained 
at  14.2  amperes,  the  resistance  of  the  circuit  being  8  ohms  ? 

Ans.  7,259,040  joules. 

(13)  In  Fig.  Ill,  the  difference  of 
potential  between  a  and  b  is  11.6  volts. 
If  the  strength  of  the  current  in  branch 
A  is  6.7  amperes  and  the  strength 
of   the    current    in    B   is    4.9    amperes, 

what  is  the  separate  resistance  of  each      '^ j^ 

branch  ?  F"-  "I- 

.         j  The  separate  resistance  of  branch  A  =  1.7313  ohms. 
I  The  separate  resistance  of  branch  B  =  2.3073  ohms. 

(14)  The  E.  M.  F.  of  a  battery  is  22.4  volts  and  its 
internal  resistance  is  13.4  ohms.  What  is  the  resistance  of 
an  external  conductor  connected  to  the  battery  when  the 
current  flowing  in  the  circuit  is  .43  ampere  ? 

Ans.  38.693  ohms 

(15)  What  must  have  been  the  strength  of  current  in 
amperes  in  a  closed  circuit  through  which  368,422  coulombs 
of  electricity  passed  in  4^  hours  ?  Ans.  22.7421  amperes. 

(16)  Find  the  work  done  in  foot-pounds  when  a  current 
of  2.4  amperes  flows  against  a  resistance  of  45  ohms  for 
50  minutes.  Ans.  573,324.48  foot-pounds. 

(17)  Given,  the  electromotive  force  =  525  volts  and 
strength  of  current  =  13.5  amperes;  express  the  number  of 
horsepower.  Ans.  8.7969  horsepower. 
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(18)  (a)  How  many  watts  are  dissipated  by  a  current  of 
110  amperes  flowing  against  a  resistance  of  4.2  ohms? 
(d)  Give  its  equivalent  in  horsepower. 

j  {a)     50,820  watts. 

1  (/;)     68.1233  horsepower. 

(19)  If  the  resistance  of  1,000  feet  of  round  copper  wire 
.1  inch  in  diameter  is  1  ohm,  find  the  resistance  of  2,000  feet 
of  square  copper  wire  .1  inch  on  a  side.       Ans.  1.5708  ohms. 

(20)  Find  the  equivalent  of  54,200  watts  in  horsepower. 

Ans.  72.6541  horsepower. 

(21)  The  specific  resistance  of  mercury  is  37.15  microhms 
per  cubic  inch ;  find  the  resistance  in  ohms  of  a  round  column 
of  mercury  72.3  inches  high  and  .04  inch  in  diameter,  at 
32°  F.  Ans.  2.1368  ohms. 

(22)  The  total  E.  M.  F.  developed  within  a  battery  is 
45  volts  and  the  internal  resistance  of  the  battery  is  33  ohms; 
find  the  strength  of  current  flowing  when  the  battery  is  con- 
nected in  circuit  with  a  resistance  of  30  ohms. 

Ans.  .7143  ampere. 

(23)  An  E.  M.  F.  of  510  volts  is  consumed  in  an  electric 
receptive  device  and  a  current  of  24.3  amperes  is  flowing  in 
the  circuit;  calculate  the  power  in  watts  supplied  to  the 
receptive  device.  Ans.  12,393  watts, 

(24)  A  battery  of  twenty-four  cells  is  arranged  in  multi- 
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Fig.  IV.  the  figure  ? 


pie-series  as  shown  in  Fig.  IV.  There 
are  four  groups  of  six  cells  each, 
connected  in  series,  and  the  four 
groups  are  connected  in  multiple, 
or  parallel,  to  two  main  conductors 
'C  and  c'.  If  the  E.  M.  F.  developed 
by  each  cell  is  1.5  volts,  what  will 
be  the  E.  M.  F.  indicated  by  the 
voltmeter  V  M  when  its  binding 
posts  are  connected  to  the  main 
conductors   c   and  c'.    as    shown   in 
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(25)  The  available  E.  M.  F.  developed  by  an  electric 
source  is  250  volts  and  a  current  of  65.7  amperes  is  flow- 
ing from  it;  determine  its  output  in  horsepower. 

Ans,   22.0174  horsepower. 


(2G)  Fig.  V  represents  a 
around  which  is  wound  an 
insulated  conductor  c  c'  c" . 
If  a  current  circulates 
through  the  conductor  in 
the  direction  as  indicated 
by  the  arrows,  which  of  the 
two  ends,  a  or  b,  is  the  south 
pole  of  the  magnet  ? 

(27)  Give  the  names  of 
all  the  known  magnetic  sub- 
stances. 


horseshoe   electromagnet   M 


Fig.  v. 


(28)  A  compass  C  is  placed  between  the  north  and  the 

south  poles  of  two  mag- 
nets, as  shown  in  Fig.  VI. 
Toward  which  pole  will 
the  north  pole  of  the 
compass    needle    tend    to 

Fig.  VI.  point,  and  why  ? 

(29)  A   compass    C  is  placed    alongside   a   bar   magnet 
opposite  the  neutral  line,  as  shown 

in  Fig.  VII.     Toward  which  pole 

of  the  magnet  will  the  south  pole 

of   the    compass    needle    tend    to  ^c 

point,  and  why  ?  fig.  vii. 

(30)  In  an  electromagnet,  Fig.  VIII,  the  coil  of  wire  is 
wound  around  an  iron  core  in  a  right- 
handed  spiral.  Through  which  end, 
a  or  b,  of  the  wire  must  the  current 
enter  in  order  to  produce  the  polarity 

Fig.  VIII.  as  represented  in  the  figure?     Why? 
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(31)  The  resistance  of  a  platinum  wire  112  feet  6  inches 
long  is  100.8  ohms;  calculate  the  resistance  of  11.7  inches  of 
the  same  wire,  other  conditions  remaining  unchanged. 

Ans.  .8736  ohm. 

(32)  The  resistance  of  a  German-silver  wire  is  91.8  ohms 
at  45°  F. ;  calculate  its  resistance  when  its  temperature  is 
72°  F.,  other  conditions  remaining  unchanged. 

Ans.  92.4048  ohms. 

(33)  If  the  resistance  of  a  copper  wire  is  .144  ohm  at 
87°  F.,  what  is  its  resistance  at  41°  F.,  other  conditions 
remaining  unchanged?  Ans.  .131  ohm. 

(34)  The  diagram,  Fig.  IX,  represents  a  particular  pattern 
of  resistance  box  for  a  Wheatstone  bridge,  with  battery  and 
galvanometer  circuits  properly  connected  for  taking  resist- 
ance measurements.     An  unknown  resistance  X  is  connected 


'H-N 


Fig. IX. 


to  the  terminals  c  and  b.  After  adjusting  the  resistances  of 
the  same  by  withdrawing  the  plugs,  as  represented  by  the 
open  spaces  between  the  contacts,  the  galvanometer  shows 
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no  deflection  when  the  keys  /-  and  k'  are  pressed  and  the 
battery  and  galvanometer  circuits  are  closed.  Under  these 
conditions,  what  is  the  resistance  of  X  ?         Ans.  7. "23  ohms. 

(35)  The  total  E.  M.  F.  developed  in  a  closed  circuit  is 
3()  volts,  the  internal  resistance  is  18  ohms,  and  the  external 
resistance  is  24  ohms;  determine  the  strength  of  current  in 
amperes  flowing  in  the  circuit.  Ans.  .8571  ampere. 

(36)  A  current  of  2.7  amperes  is  flowing  in  a  closed 
circuit.  If  the  total  E.  M.  F.  developed  in  the  circuit  is 
12.6  volts,  what  is  the  total  resistance  of  the  circuit  ? 

Ans.  4.6667  ohms. 

(37)  The  external  resistance  of  a  closed  circuit  is  31.5 
ohms  and  the  internal  is  11  ohms.  If  a  current  of  .8  ampere 
is  flowing  through  the  circuit,  what  is  the  total  E.  M.  F.  in 
volts  developed  ?  Ans.  34  volts. 

(38)  The  total  E.  M.  F.  developed  in  an  electric  source 
is  250  volts.  If  10  per  cent,  of  this  E.  M.  F.  is  required  to 
transmit  a  current  of  80  amperes  to  and  from  a  receptive 
device  situated  600  feet  from  the  source,  {a)  Avhat  is  the 
total  resistance  of  the  two 'conductors,  and  {b)  what  is  their 
resistance  per  foot,  considering  each  to  be  600  feet  long  ? 

j  [a)     .3125  ohm. 
"^'  1  \b)     .00026  ohm  per  foot. 

(39)  The  internal  resistance  of  a  battery  is  8.1  ohms  and 
the  total  E.  M.  F.  developed  in  it  is  24  volts.  What  is  the 
available  or  external  E.  M.  F.  of  the  battery  when  the 
circuit  is  completed  by  an  external  conductor  offering  a 
resistance  of  15.9  ohms  ?  Ans.  15.9  volts. 

(40)  The  separate  resistances  of  two  branches  A  and  B  of 
a  derived  circuit  are  1.2  and  2.2  ohms,  respectively.  If  the 
sum  of  the  currents  in  the  two  branches  is  45  amperes,  what 
is  the  current  in  each  branch  ? 

j  The  current  in  branch  A  is  29.1176  amperes. 
\  The  current  in  branch  B  is  15.8824  amperes. 
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(41)  (a)  What  is  a  kilowatt  ?  {d)  If  a  machine  has  a 
capacity  of  150  kilowatts,  what  is  its  capacity  in  horsepower  ? 

Ans.   (d)     201.072  horsepower. 

(42)  A  250-volt  dynamo  has  a  capacity  of  300  kilowatts, 
what  will  be  its  full-load  current  ?  Ans.   1,200  amperes. 

(43)  (a)  What  is  a  kilowatt-hour  ?  {d)  If  an  average  of 
40  amperes  flows  in  a  110-volt  circuit  for  9  hours  and  30  min- 
utes, what  is  the  amount  of  work  accomplished,  expressed 
•n  kilowatt-hours  ?  Ans.   (d)     41.8  kilowatt-hours. 


HEAT   AND   STEAM. 


EXAMTKATIOX    QUESTIOXS. 

(1)  What  are  the  effects  of  heat  on  a  substance  when 
appHed  to  it  ? 

(2)  What  do  you  understand  by  the  temperature  of  a 
body  ? 

(3)  (a)  Define  the  term  British  thermal  unit,  (d)  Give 
the  mechanical  equivalent  of  one  unit. 

(4)  Give  an  instance  of  work  being  changed  to  heat. 

(5)  Define  (a)  latent  heat  of  fusion;  (d)  latent  heat  of 
steam;   {c)  specific  heat. 

(G)  It  requires  1.77  B.  T.  U.  to  raise  the  temperature  of 
10  pounds  of  glass  from  74°  to  75°.  What  is  the  specific 
heat  of  glass  ?  Ans.   .177. 

(7)  One  thousand  pounds  of  steam  at  212°  is  conveyed 
by  pipes  through  a  building;  all  the  steam  is  condensed 
and  the  water  of  condensation  returns  to  the  boiler  at  a 
temperature  of  192°.  If  the  heat  given  off  is  applied  to  a 
quantity  of  water,  how  many  pounds  will  it  raise  from  32° 
to  112°  ?  Ans.    12,325  lb. 

(8)  If  we  place  10  pounds  of  water  at  a  temperature  of 
90°,  15  pounds  of  mercury  at  G0°,  and  20  pounds  of  alcohol 
at  40°,  together  in  a  vessel,  what  will  be  the  temperature  of 
the  mixture?  Ans.  62.66°. 

NoTE.^The  specific  heat  of  alcohol  is  .60 

§  11 
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(9)  If  a  number  of  substances  of  different  temperatures 
are  mixed  together,  how  does  the  quantity  of  heat  in  the 
mixture  compare  with  the  quantity  of  heat  contained  in  all 

the  substances  before  mixing  ? 

(10)  If  20  pounds  of  steam  at  212°  are  mixed  with 
400  pounds  of  water  at  55°,  what  will  be  the  temperature  of 
the  mixture?  Ans.   108.47° 

(11)  How  does  change  of  pressure  on  the  surface  of  a 
liquid  affect  its  boiling  point  ? 

(12)  Define  (a)  saturated  steam ;   {d)  superheated  steam. 

(13)  Define  (a)  heat  of  the  liquid;  (d)  latent  heat;  {c)  to- 
tal heat;  {d)  specific  volume;  (t')  density. 

(14)  How  many  B.  T.  U.  are  required  to  change  10  pounds 
of  ice  at  25°  into  steam  at  212°  ?       Ans.   12,935.28  B.  T.  U. 

(15)  What  is  the  difference  between  gauge  pressures 
and  absolute  pressures,  and  which  are  given  in  the  Steam 
Tables  ? 

(16)  How  many  foot-pounds  of  work  will  it  require  to 
change  40  pounds  of  water  at  90  pounds  gauge  pressure 
into  steam  at  the  same  pressure  ?         Ans.   27,428,172  ft. -lb. 


A  KEY 

TO     ALL     THE 

QUESTIONS    AND    EXAMPLES 

CONTAINKD    IN    THIC 

EXAMINA  1  lOX    (^l  KSTIONS 

Includri)  IX  THIS  Volume. 


The  Keys  that  follow  have  been  divided  into  sections  cor- 
responding to  the  Examination  Questions  to  which  they 
refer,  and  have  been  given  corresponding  section  numbers. 
The  answers  and  solutions  have  been  numbered  to  corre- 
spond with  the  questions.  When  the  answer  to  a  question 
involves  a  repetition  of  statements  given  in  the  Instruction 
Paper,  the  reader  has  been  referred  to  a  numbered  article, 
the  reading  of  which  will  enable  him  to  answer  the  question 
himself. 

To  be  of  the  greatest  benefit,  the  Keys  should  be  used 
sparingly.  They  should  be  used  much  in  the  same  manner 
as  a  pupil  would  go  to  a  teacher  for  instruction  with  regard 
to  answering  some  example  he  was  unable  to  solve.  If  used 
in  this  manner,  the  Keys  will  be  of  great  help  and  assist- 
ance to  the  student,  and  will  be  a  source  of  encouragement 
to  him  in  studying  the  various  papers  composing  the  Course. 


ARITHMETIC, 

(PART  1.) 


(1)  See  Art.  1. 

(•>)  See  Art.  3. 

(3)  See  Arts.  5  and  6, 

(4)  See  Arts.  lO  and  11. 

(5)  980  =  Nine  hundred  eighty. 
605  =  Six  hundred  five. 

28,284  =  Twenty-eight  thousand  two  hundred  eighty-four. 
9,00(3,042  =  Nine  million  six  thousand  forty-two. 
850,317,002  =  Eight  hundred  fifty  million  three  hundred 
seventeen  thousand  two. 

700,004  =  Seven  hundred  thousand  four. 

(6)  Seven  thousand  six  hundred  =  7,600. 
Eighty-one  thousand  four  hundred  two  =  81,402. 
Five  million  four  thousand  seven  =  5,004,007. 

One  hundred  and  eight  million  ten  thousand  one  =  108,- 
010,001. 

Eighteen  million  six  =  18,000,006. 
Thirty  thousand  ten  =  30,010. 

§1 

For  notice  of  copyright,  see  page  immediately  following  the  title  page. 
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(7)  In  adding  whole  numbers,   place  the  numbers  to  be 
added  directly  under  each  other,  so  that  the  extreme  right- 
hand  figures  will  stand  in  the  same 

3  2  9  0  column,  regardless  of  the  position  of 

5  04  those    at    the    left.     Add    the   first 

8  6  5  4  0  3  column  of   figures    at   the   extreme 

20  7  4  right,   which    equals   19   units,  or   1 

8 1  ten  and   9  units.     We  place  9  units 

7  under  the  units  column  and  reserve 

3  T'  1  35  9     Ans.     1  ten  for  the  column  of  tens,  8  +  7 

_|-  9  -|-  1  =  25  tens,  or  2  hundreds  and 

5  tens.     Place  5  tens  under  the  tens  column  and  reserve 

2  hundreds  for  the  hundreds  column.     4  +  5  +  2  +  2  =  13 

hundreds,  or  1  thousand  and  3  hundreds.     Place  3  hundreds 

under  the  hundreds  column  and  reserve  the  1  thousand  for 

the  thousands  column.     2  +  5  +  3  +  1  =  11  thousands,  or 

1  ten-thousand   and  1  thousand.      Place  the  1  thousand  in 

the  column  of  thousands  and  reserve  the  1  ten-thousand 

for  the  column  of  ten-thousands.     6  +  1  =  7  ten-thousands. 

Place  this  7   ten-thousands  in  the  ten-thousands  column. 

There  is  but  one  figure,  8,  in  the  hundreds  of  thousands 

place  in  the  numbers  to  be  added,   so  it  is  placed  in  the 

hundreds  of  thousands  column  of  the  sum. 

A  simpler  (though  less  scientific)  explanation  of  the  same 
problem  is  the  following :  7  +  1  +  4  +  3  +  4  +  0  =  19;  write 
the  9  and  reserve  thel.  8  +  7  +  0  +  0+9  +  1  reserved 
=  25;  write  the  5  and  reserve  the  2.  0  +  4  +  5  +  2+2 
reserved  =  13 ;  write  the  3  and  reserve  the  1.  2  +  5  +  3+1 
reserved  =  11 ;  write  the  1  and  reserve  1.  6  +  1  reserved  =  7 ; 
write  the  7.     Bring  down  the  8  to  its  place  in  the  sum. 

(8)  7  0  9 
8804725 

39  1 

100802 

300 

9  0  9 


8  4  0  7  3  3  6     Ans, 


§  1  ARITHMETIC.  3 

(9)  The  steam  engine,  during  the  12-hour  test,  showed 
that  the  number  of  revolutions  made  were  150,508,  since 
12,600  +  12,444+12,467  +  12,528+12,468+12,590  +  12,610 
+  12,589  +  12,576  +  12,558  +  12,546  +  12,532  =  150,508  rev. 

12  6  0  0  revolutions. 
12  4  4  4  revolutions. 
12  4  6  7  revolutions. 
12  5  2  8  revolutions.  ' 
12  4  6  8  revolutions. 
12  5  9  0  revolutions. 
12  6  10  revolutions. 
12  5  8  9  revolutions. 
12  5  7  6  revolutions. 
12  5  5  8  revolutions. 
12  5  4  6  revolutions. 
12  5  3  2  revolutions. 


15  0  5  0  8  revolutions.     Ans. 

(10)     In  subtracting  whole  numbers,  place  the  subtrahend, 

or  smaller  number,  under  the  minuend,  or  larger  number, 

(a)     5  0  9  6  2  ^^  ^^^^  ^^^^  right-hand  figures  stand 

Q  3  Q  o  directly  under  each  other.     Begin  at 

fAe  right   to   subtract.     We  cannot 

4  7  6  2  4  Ans.  subtract  8  units  from  2  units,  so  we 
take  1  ten  from  the  6  tens  and  add  it  to  the  2  units.  1  ten 
=  10  units,  so  we  have  10  units  +  2  units  =  12  units.     Then, 

8  units  from  12  units  leaves  4  units.  We  took  1  ten  from 
6  tens,  so  only  5  tens  remain.  3  tens  from  5  tens  leaves 
2  tens.     In  the  hundreds  column  we  have  3  hundreds  from 

9  hundreds  leaves  6  hundreds.  We  cannot  subtract  3  thou- 
sands from  0  thousands,  so  we  take  1  ten-thousand  from 
5  ten-thousands  and  add  it  to  the  0  thousands.  1  ten-thousand 
=  10  thousands,  and  10  thousands  +  0  thousands  =  10  thou- 
sands. Subtracting,  we  have  3  thousands  from  10  thou- 
sands leaves  7  thousands.  We  took  1  ten-thousand  from 
5  ten-thousands  and  have  4  ten-thousands  remaining.  Since 
there  are  no  ten-thousands  in  the  subtrahend,  the  4  in  the 
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ten-thousands  column  in  the  minuend  is  brought  down  into 
the  same  column  in  the  remainder,  because  0  from  4  leaves  4. 

(d)     15  3  3  9 
10  0  0  1 


5  3  3  8     Ans. 

(11)  (a)     7  0  9  6  8        (d)     10  0  0  0  0 
32975  98735 


3  7  9  9  3     Ans.  12  6  5     Ans. 

(12) 

3  0  40  =  No.  of  gallons  in  the  tank  at  the  beginning  of  the 

day. 

4  7  8  0  =  No.  of  gallons  pumped  in  during  the  morning. 

7  8  2  0  =  No.  of  gallons  in  the  tank  after  4,780  gallons  were 
added. 

7  2  4  0  =  No.  of  gallons  drawn  out  during  the  morning. 

5  8  0  =  No.  of  gallons  in  the  tank  at  the  beginning  of  the 
afternoon. 

8  6  7  5  =  No.  of  gallons  pumped  in  during  the  afternoon. 

9  2  5  5  =  No.  of  gallons  in  the  tank  after  8,675  gallons  were 

added. 
7  6  3  3  =  No.  of  gallons  drawn  out  during  the  afternoon. 
16  2  2=  No.  of  gallons  remaining  in  the  tank  at  night.  Ans. 

(13)  In  the  multiplication  of  whole  numbers,  place  the 
multiplier  under  the  multiplicand  and  multiply  each  term 
of  the  multiplicand  by  each  term  of  the  multiplier,  writing 
the  right-hand  figure  of  each  product  obtained  under  the 
term  of  the  multiplier  which  produces  it. 

{a)         5  2  6  3  8  7  7  times  7  units  =  49  units,  or 

7  4  tens  and  9  units.     We  write 

3  6  8  4  7  0  9  Ans  ^^^  ^  units  and  reserve  the 
4  tens.  7  times 8 tens  =  56  tens; 
56  +  4  tens  reserved  =  60  tens,  or  6  hundreds  and  0  tens. 
Write  the  0  tens  and  reserve  the  6  hundreds.  7x3  hun- 
dreds =  21  hundreds;  21  +  6  hundreds  reserved  =  27  hun- 
dreds, or  2  thousands  and  7  hundreds.  Write  the  7  hun- 
dreds   and    reserve    the    2   thousands.     7x6  thousands  = 
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42  thousands;  43  +  2  thousands  reserved  =  44  thousands, 
or  4  ten-thousands  and  4  thousands.  "Write  the  4  thousands 
and  reserve  the  4  ten-thousands.  7x2  ten-thousands 
=  14 ten-thousands;  14  +  4  ten-thousands  reserved  =  18  ten- 
thousands,  or  1  hundred-thousand  and  8  ten-thousands. 
Write  the  8  ten-thousands  and  reserve  the  1  hundred- 
thousand.  7  X  5  hundred-thousands  =35  hundred-thousands; 
35  +  1  hundred-thousand  reserved  =  3G  hundred-thousands. 
Since  there  are  no  more  figures  in  the  multiplicand  to  be 
multiplied,  we  write  the  36  hundred-thousands  in  the  prod- 
uct.    This  completes  the  multiplication. 

A  simpler  (though  less  scientific)  explanation  of  the  same 
problem  is  the  following: 

7   times  7  =  49;  write  the  9  and  reserve  the  4.     7  times 

8  =  56 ;  56  +  4  reserved  =  60 ;  write  the  0  and  reserve  the  6. 

7    times    3  =  21;    21  +  6    reserved  =  27;    write   the   7   and 

reserve  the  2.     7  X  6  =  42;  42  +  2  reserved  =  44;  write  the 

4  and  reserve  4.      7  X  2  =  14;  14  +  4  reserved  =  18;  write 

the   8   and   reserve   1.       7  x  5  =  35;    35  +  1  reserved  =  36; 

write  the  36. 

In    this    case   the   multiplier  is 
(d)      7  0  0  2  9  8  ^^  ^^if     Qj.  ^  ^^,^  ^^^  ij,  utiits,  so 

'  that  the  product  is  obtained  by 

4  9  0  2  0  8  6  adding     two     partial      products, 

7  0  0  2  9  8  namely,     7  X  700,298    and    10  x 

,  ,  ^  ^  .  ^  ^         ,  700,298.     The  actual  operation  is 

11905066    Ans.  L  ,        r  n 

performed  as  follows: 

7  times  8  =  56;  write  the   6   and  reserve  the  5.     7  times 

9  =  63;  63  +  5  reserved  =  68;  write  the  8  and  reserve  the  6. 
7  times  2  =  14;  14+6  reserved  =  20;  write  the  0  and 
reserve  the  2.  7  times  0  =  0;  0  +  2  reserved  =  2;  write 
the  2.  7  times  0  =  0;  0  +  0  reserved  =0;  write  the  0. 
7  times  7  =  49 ;  49  +  0  reserved  =  49 ;  write  the  49. 

To  multiply  by  the  1  ten  we  have  1  ten  times  8  units 
=  8  tens  and  0  units.  We  do  not  write  the  0  units,  but  write 
the  8  tens  under  the  8  tens  in  the  first  partial  product  above. 
We  next  multiply  1  ten  and  9  tens  =  90  tens  =  9  hun- 
dreds +  0  tens;  write  the  9  hundreds  under  the  0  hundreds 
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of  the  first  partial  product  above.  Again,  1  ten  times 
2  hundreds  =  2  thousands;  write  the  2  thousands  under  the 
2  thousands  above.  1  ten  times  0  thousands  =  0  ten- 
thousands;  write  the  0  in  the  ten-thousands  place.  1  ten 
times  0  ten-thousands  =  0  hundred-thousands;  write  the  0 
in  the  hundred-thousands  place.  1  ten  times  7  hundred- 
thousands  =  7  millions;  write  the  7  in  the  millions  place. 
This  completes  the  second  partial  product.  Add  the  two 
partial  products;  their  sum  equals  the  entire  product. 

[c)  2  17  Multiply    any    two  of    the    numbers 

together,   and    multiply  their  product 
by  the  third  number. 


2  17 

10  3 

6  5  1 

000 

2  17 

22351 

67 

'15645  7 

13  4  10  6 

1497517 

Ans. 

(14)  If  your  watch  ticks  every  second,  to  find  how  many 
times  it  ticks  in  1  week,  it  is  necessary  to  find  the  number  of 
seconds  in  1  week. 

6  0  seconds  =  1  minute. 

6  0  minutes  =  1  hour. 


3  6  0  0  seconds  =  1  hour. 
2  4  hours  =  1  day. 


1440  0 

7  2  0  0 


8  6  4  0  0  seconds  =  1  day. 
7  days  =  1  week. 


6  0  4  8  0  0  seconds  in  1  week,  or  the  number  of  times  that 
your  watch  ticks  in  a  week.     Ans. 

(15)  {a)  If  an  engine  and  boiler  are  worth  $3,246,  and 
the  building  is  worth  three  times  as  much,  plus  $1,200,  then 
the  building  is  worth 
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3  times 


9  7  3  8 
plus     12  0  0 

%  1  0  9  3  8  =  value  of  buildinu:. 
If  the  tools  are  worth  twice  as  much  as  the  building,  plus 
1,875,  then  the  tools  are  worth 

10  9  3  8 

2 

2  18  7  6 
plus        18  7  5 

$23751  =  value  of  tools. 

Value  of  building  =      10  9  3  8 
Value  of  tools         =      2  3  7  5  1 

$34689  =  value  of    the  building 
(d)     Value  of  engine  and  tools.      Ans. 

and  boiler  =         3  2  4  6 
Value  of  build- 
ing and  tools  =      3  4  6  8  9 

$  3  7  9  3  5  =  value     of     the    whole 
plant.     Ans. 

(16)     (a)   8  4  )  9  6  2  8  4  2.0  0  0  0  (  1  1  4  6  2.4  0  4  7+ 

8  4  Ans. 

12  2 
8  4 


3  8  8 
3  3  6 


5  2  4 

5  0  4 


2  0  2 
16  8 


3  40 

3  3  6 


40  0 
3  3  6 


6  40 

5  8  8 
5  2 
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84  is  contained  once  in  96.  Place  1  as  the  first  figure  in 
the  quotient  and  multiply  the  divisor  84  by  it.  Subtract 
the  product,  which  is  84,  from  96,  leaving  a  remainder  of 
12.  Bring  down  the  next  figure  in  the  dividend,  which  is  2, 
and  annex  it  to  12,  making  a  new  dividend  of  122. 

84  is  contained  in  122  once.  Place  1  as  the  second  figure 
in  the  quotient  and  multiply  the  divisor  84  by  it.  Subtract 
the  product  (84)  from  122,  leaving  a  remainder  of  38.  Bring 
down  the  next  figure  in  the  dividend,  which  is  8,  and  annex 
it  to  38,  making  a  new  dividend  of  388. 

84  is  contained  in  388  4  times.  Place  4  as  the  third  figure 
in  the  quotient  and  multiply  the  divisor  84  by  it.  The  prod- 
uct is  336.  Subtract  the  product  from  388,  leaving  a 
remainder  of  52.  Bring  down  the  next  figure,  which  is  4, 
and  annex  it  to  52,  making  a  new  dividend  of  524. 

84  is  contained  in  524  6  times.  Place  6  as  the  fourth  figure 
in  the  quotient.  Multiply  the  divisor  84  by  it  and  subtract 
the  product  (504)  from  524,  leaving  a  remainder  of  20.  Bring 
down  the  next  figure,  which  is  2,  and  annex  it  to  20,  making 
a  new  dividend  of  202. 

84  is  contained  in  202  2  times.  Place  2  as  the  fifth  figure 
in  the  quotient.  Multiply  the  divisor  84  by  it  and  subtract 
the  product  (168)  from  202,  leaving  a  remainder  of  34.  If 
it  is  desired  to  carry  the  quotient  to  4  decimal  places,  annex 
4  ciphers  to  the  dividend  and  continue  in  the  same  way.  In 
the  quotient  point  off  as  many  decimal  places  as  there  are 
ciphers  annexed,  or,  in  this  case,  4  decimal  places. 

(^)  6  3)3  9  7  2  8.0  00(6  30.6  0  34-     Ans. 

37  8 


192 
189 

3  8  0* 

378 

2  0  0 
189 

1 1 
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*63  is  not  contained  in  38,  so  we  place  a  cipher  in  the 
quotient  and  bring  down  the  next  figure  in  the  dividend, 
which  is  a  cipher  that  has  been  annexed,  making  a  new  divi- 
dend of  380.  G3  is  contained  in  380  6  times.  6  X  63  =  378. 
Subtracting  378  from  380  leaves  2.  Bringing  down  the 
next  figure  in  the  dividend,  we  have  20  for  a  new  dividend. 
(i3  is  not  contained  in  20,  so  we  place  a  cipher  in  the  quo- 
tient and  bring  down  the  next  cipher  in  the  dividend,  making 
a  new  dividend  of  200.     63  is  contained  3  times  in  200. 

(c)    108)29  714.0000(275.129  6  Ans. 
216 


811  {(i)    135)40  6  08  9.00  00(3  0  0  8.066  6 
7  5  6  4  0  5  Ans. 


554 
540 


140 
108 


320 
216 

1040 

972 


1089* 

1080 

900 

810 

900 

810 

900 

810 

680  90 

648 


32 


* 


135  is  not  contained  in  10,  so  we  place  a  cipher  as  the 
second  figure  in  the  quotient.  Bringing  down  the  next 
figure,  8,  and  annexing  it  to  10,  we  have  a  new  dividend  of 
108.  135  is  not  contained  in  108,  so  we  place  a  cipher  as 
the  third  figure  in  the  quotient  and  bring  down  the  next 
figure  in  the  dividend,  or  9,  and  annex  it  to  108,  making  a 
new  dividend  of  1,089.  135  is  contained  in  1,089  8  times. 
Write  8  as  the  fourth  figure  in  the  quotient.  Multiply  135 
by  8  and  subtract  the  product  (1,080)  from  1,089,  which 
leaves  a  remainder  of  9.  Bring  down  the  next  figure  in  the 
dividend,  which  is  a  cipher  that  has  been  annexed,  and  annex 
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it  to  the  remainder  9,  making  a  new  dividend  of  90.  As  135 
is  not  contained  in  90,  we  place  a  0  in  the  quotient  and 
bring  down  another  cipher  from  the  dividend,  making  a  new 
dividend  of  900.  135  is  contained  in  900  6  times.  Write  6 
as  the  next  figure  in  the  quotient,  multiply  135  by  6,  and 
subtract  the  product  (810)  from  900,  which  leaves  a 
remainder  of  90.  Bring  down  the  next  figure  (0)  in  the 
dividend  and  annex  it  to  the  remainder  90,  making  a  new 
dividend  of  900.  135  is  contained  in  900  6  times.  Place  6 
as  the  next  figure  in  the  quotient  and  multiply  the  divisor 
by  it.  It  is  plain  that  each  succeeding  figure  of  the  quotient 
will  be  6.  Point  off  four  decimal  places  in  the  quotient, 
since  four  ciphers  were  annexed. 

(17)  If  in  1  hour  10  pounds  of  coal  are  burned  for  every 
square  foot  of  grate  area  and  9  pounds  of  water  are  evapo- 
rated for  every  pound  of  coal  burned,  then  in  1  hour  there 
would  be  9  X  10  or  90  pounds  of  water  evaporated  for  1  sq.  ft. 
of  grate  area;  and  since  the  grate  area  is  30  sq.  ft.,  the 
amount  of  water  evaporated  Avould  be  30  X  90  =  2,700  lb. 
Since  2,700  lb.  of  water  are  evaporated  in  1  hour,  in  a  day 
of  10  hours  there  would  be  10  X  2,700  lb.,  or  27,000  lb.  of 
water  evaporated. 

(18)  If  a  mechanic  earns  $1,500  a  year  and  his  expenses 
are  $968  per  year,  then  he  would  save  $1500  —  $968,  or 
$532  per  year. 

1600 
968 


$532 

If  he  saves  $532  in  1  year,  to  save  $3,724  it  would  take  as 
many  years  as  $532  is  contained  times  in  $3,724,  or  7  years. 

632)3724(7  years.     Ans. 
3724 


(19)     {a)  (72  X  48  X  28  X  5)  -5-  (84  X  16  X  7  X  6). 

Placing  the  numerator  over  the  denominator,  the  problem 
becomes 
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72  X  48  X  28  X  5  ^ 

'84  X  15  X  7  X  G 

The  5  in  the  numerator  and  15  in  the  denominator  are 
both  divisible  by  5,  since  5  divided  by  5  equals  1  and  15 
divided  by  5  equals  3.  Cross  off  iho.  5;  also  cross  off' the 
15  and  write  the  3  binder  it.     Thus, 

72  X  48  X  28  X  /^  _ 
84  X  ;i5  X  7  X  6  ~ 
3 

72  in  the  numerator  and  84  in  the  denominator  are  divisible 
by  12,  since  72  divided  by  12  equals  6  and  84  divided  by  12 
equals  7.  Cross  off  the  72  and  write  the  G  over  it;  also, 
cross  offthQ  84  and  write  the  7  tender  it.     Thus, 

6 

y^  X  48  X  28  X  ^  _ 
^^x;^x7x6~ 
7       3 

Again,  28  in  the  numerator  and  7  in  the  denominator  are 
divisible  by  7,  since  28  divided  by  7  equals  4  and  7  divided 
by  7  equals  1.  Cross  off  the  28  and  write  the  4  over  it ;  also, 
cross  offXh^Q.  7.     Thus, 

6  4 

X;^  X  48  X  ^^  X  ^  _ 

^xx^x^xe" 

jT       3 

Again,  48  in  the  numerator  and  6  in  the  denominator  are 
divisible  by  6,  since  48  divided  by  6  equals  8  and  6  divided  by 
G  equals  1.  Cross  off  the  48  and  write  the  8  over  it;  also, 
cross  off  the  6.     Thus, 

6  8        4 

M  X  ;^  X  ;r  X  0 

7  8 

Again,  6  in  the  numerator  and  3  in  the  denominator  are 
divisible  by  3,  since  G  divided  by  3  equals  2  and  3  divided  by 
3  equals  1.  Cross  off  the  6  and  write  the  2  over  it;  also,  cross 
off  the  d.     Thus, 
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2 

I       8        4 

^  X  ^^  X  ^M  0  _ 

^^  X  ;^  X  ;  X  ^  ~ 
7      ^ 

Since  there  are  7W  tzvo  remaining  numbers  (one  in  the 
numerator  and  one  in  the  denominator)  divisible  by  any 
number  except  1,  without  a  remainder,  it  is  impossible  to 
cancel  further. 

Multiply  all  the  uncanceled  numbers  in  the  numerator 
together  and  divide  their  product  by  the  product  of  all 
the  uficanceled  numbers  in  the  denominator.  The  result 
will  be  the  quotient.  The  product  of  all  the  uncanceled 
numbers  in  the  numerator  equals  2  X  8  X  4  =  64 ;  the  product 
of  all  the  uncanceled  numbers  in  the  denominator  equals  7. 

2 

Hence,    Wx  ^X  |  X  ^  ^  2  X  8  X  4  ^  M  ^  ^^^ 

'     ^j4  X  ;p  X  /7  X  tj  7  7         ^ 

7       ^ 

(3)      (80  X  60  X  50  X  16  X  14)  ---  (70  X  50  X  24  X  20). 

Placing  the  numerator  over  the  denominator,  the  problem 
becomes 

80  X  60  X  50  X  16  X  14  _  ^ 

70  X  50  X  24  X  20       ~  ' 

The  50  in  the  numerator  and  70  in  the  denominator  are 
both  divisible  by  10,  since  50  divided  by  10  equals  5  and  70 
divided  by  10  equals  7.  Cross  off  the  50  and  write  the  5 
over  it;  also,  cross  off  the  70  and  write  the  7  under  it.     Thus, 

5 
80  X  60  X  ^0  X  16  X  14  _ 

/0  X  50  X  24  X  20 

7 

Also,  80  in  the  numerator  and  20  in  the  denominator  are 
divisible  by  20,  since  80  divided  by  20  equals  4  and  20 
divided  by  20  equals  1.  Cross  off  the.  80  and  write  the  4  over 
it;  also,  cross  off  the  20.     Thus. 
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4  5 

^P  X  60  X  pP  X  16  X  14  _ 
yp  X  50  X  24  X  2p      ~ 

7 

Again,  16  in  the  numerator  and  2i  in  the  denominator  are 
divisible  by  8,  since  16  divided  by  8  equals  2  and  24  divided 
by  8  equals  3.  Cross  off  the  16  and  write  the  2  over  it; 
also,  cross  ofif  the  24  and  write  the  3  Jtnder  it.     Thus, 

4  5        2 

|^Px60x  op  X  ;6x  14^ 
7P  X  50  Xi^X'l^ 
1  3 

Again,  60  in  the  numerator  and  50  in  the  denominator 
are  divisible  by  10,  since  60  divided  by  10  equals  6  and 
50  divided  by  10  equals  5.  Cross  off  \.)\^  60  and  write  the  6 
over  it ;  also,  cross  off  the  50  and  write  the  5  under  it.     Thus, 

4        6        5        2 

^p  X  ^p  X  pP  X  ;0  X  14  ^ 

/PX'^PX  iytX^P 

7       5        3 

The  14  in  the  numerator  and  7  in  the  denominator  are 
divisible  by  7,  since  14  divided  by  7  equals  2  and  7  divided  by 
7  equals  1.  Cross  off  the  14  and  write  the  2  over  it;  also, 
cross  off  the  7.     Thus, 

4        6        5        2        2 

^p  X  0P  X  pp  X  ;0  X  ;4  __ 
;rp  X  ^)P  X  2^  X  %^ 

;        5        8 
The  5  in  the  numerator  and  5  in  the  denominator  arc 
divisible  by  5,  since  5  divided  by  5  equals  1.     Cross  off  the 
5  of  the  dividend;  also,  cross  off  the  5  of  the  divisor.     Thus, 

4        6        p        2        2 

^p  X  0P  X  pP  X  ;0  X  ;-t  _ 

yp  X  ^P  X  24  X  2p 

The  6  in  the  numerator  and  3  in  the  denominator  are 
divisible  by  3,  since  6  divided  by  3  equals  2,  and  3  divided 
by  3  equals  1.  Cross  off  the  6  and  place  2  over  it;  also, 
cross  off  the  3.     Thus, 
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2 
4        ^        ^        2        2 

^0  X  00  X  ^f^  X  ;0  X  ;^  ^ 

^  X  p0  X  ^^  X  ^p 

;    ^    ^ 

2 

Hence,^%^/^X/^^f/^X/^^4x2x  2x2^32. 

jT        ^        |5  Ans. 

(20)  If  the  freight  train  ran  365  miles  in  one  week,  and 
3  times  as  far,  lacking  246  miles  the  next  week,  then  it  ran 
(3  X  365  miles)  —  246  miles,  or  849  miles  the  second  week, 

Thus, 

3  6  5 
8 


10  9  5 

-     24  6 


8  4  9  mJles.     Ans. 

(21)  The  distance  from  Philadelphia  to  Pittsburg  is 
354  miles.  Since  there  are  5,280  feet  in  1  mile,  in  354  miles 
there  are  354  X  5,280  feet,  or  1,869,120  feet.  If  the  driving 
wheel  of  the  locomotive  is  16  feet  in  circumference,  in  going 
from  Philadelphia  to  Pittsburg,  a  distance  of  1,869,120  feet, 
it  will  make  1,869,120  -r-  16,  or  116,820  revolutions. 

16)1869120(116820  rev.     Ans. 
1  6 


26 

1  6 

109 

96 

131 

128 

32 
32 


( 
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See  Art.  1. 

(PART  2.) 

(1) 

(2) 

See  Art.  6. 

(3) 

See  Art.  3. 

(4) 

See  Art.  3. 

(5)  y  is  an  improper  fraction,  since  its  numerator  13  is 
greater  than  its  denominator  8, 

(0)     U;  Ur\-;  85t^. 

(7)  To  reduce  a  fraction  to  its  lowest  terms  means  to 
change  its  form  without  changing  its  value.  In  order  to 
do  this,  we  must  divide  both  numerator  and  denominator  by 
the  same  number  until  we  can  no  longer  find  any  number 
(except  1)  which  will  divide  both  of  these  terms  without  a 
remainder. 

To  reduce  the  fraction  -f  to  its  lowest  terms,  we  divide 

both    numerator  and   denominator   by   4  and  obtain    as   a 

4-^4  4^4 

result    the   fraction   1.     Thus,  —       .  =  I;   similarlv,  -— 

_         _^-^-i_i-^^_i..   32^8_4-^4_ 
~  *'  32-^4~8-r-2~'^'   64-=- 8~8-T-4~^' 

(8)  When  the  denominator  of  any  number  is  not  expressed, 
it  is  understood  to  be  1,  so  that  f  is  the  same  as  G  -=-  1,  or  (5. 

§1 

For  notice  of  copyright,  see  page  immediately  following  the  title  page. 
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To  reduce  f  to  an  improper  fraction  whose  denominator  is 
4,  we  must  multiply  both  numerator  and  denominator  by- 
some  number  which  will  make  the  denominator  of  6  equal 
to  4.      Since    the    denominator  is  1,    by   multiplying   both 

6x4 
terms  of  -f  bv  4,  we  Avill  have  -       ,  =  -M-,  which  has  the  same 
\     .      ■>  1x4 

value  as  6,  but  has  a  different  form. 

(9)  In  order  to  reduce  a  mixed  number  to  an  improper 
fraction,  we  must  multiply  the  whole  number  by  the  denomi- 
nator of  the  fraction  and  add  the  numerator  of  the  fraction 
to  the  product.  This  result  is  the  numerator  of  the  improper 
fraction,  of  which  the  denominator  is  the  denominator  of  the 
fractional  part  of  the  mixed  number. 

7|-  means  the  same  as  7  +  |-.  In  1  there  are  |;  hence,  in 
7  there  are  7  X  |  =  V.  Add  the  \  of  the  mixed  number 
and  we  obtain  y-  +  ^  =  \S  which  is  the  required  improper 
fraction. 


5 


_(13xl6)  +  5_,,,.  ...  _(10X4)  +  3_,, 

—  1C  —      16     »     -^^4   —  A  ~     4" 


^^T^  16 

(10)  Each  stroke  of  the  engine  is  18  inches  in  length. 
Since  the  piston  makes  2  strokes  for  each  revolution,  it 
would  pass  over  a  distance  of   2  X  18  inches  =  36  inches, 

or  3   feet,    in    1    minute,    and    in   making 

160  revolutions  it  would  pass  over  160  X  3, 

or  480  ft.     Since  480  ft.  are  passed  over 

in    1   minute,    in   1  hour,   or   60   minutes, 

the  distance  passed  over  equals  60  X  480 

=  28,800  ft.     Since  the  steam  engine  runs 

6  days  a  week  and  %\  hours  per  day,  the 

2  8  8  0  0  total  number  of  hours  it   runs    per  week 

14  4  0  0  0'  =  6  X  8^,    or    51    hours.       If   the    piston 

14  6  8  8  0  0  passes    over  a    distance    of   28,800  ft.    in 

1    hour,  in   51    hours  it  would  pass  over 

51  X  28,800  ft.,  or  1,468,800  ft.     Ans. 

(11)  i+f+l  =  ^"^!"^^-|=l.     Ans. 


4  8  0      ft. 

X         6  0 

2  8  8  0  0  ft. 

2  8  8  0  0 

X            51 
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When  the  denominators  of  the  fractions  to  be  added  are 
alike,  we  know  that  the  units  are  divided  into  the  same 
number  of  parts  (in  this  case  eighths) ;  we  therefore  add  the 
numerators  of  the  fractions  to  find  the  number  of  parts 
(eighths)  taken  or  considered,  thereby  obtaining  |,  or  1,  as 
the  sum. 

(12)  When  the  denominators  are  not  alike,  we  know  that 
the  units  are  divided  into  unequal  parts,  so  before  adding 
them  we  must  find  a  common  denominator  for  the  denomi- 
nators of  all  the  fractions.  Reduce  the  fractions  to  fractions 
luiving  this  common  denominator,  add  the  numerators,  and 
write  the  sum  over  the  common  denominator. 

In  this  case,  the  least  common  denominator,  or  the  least 
number  that  will  contain  all  the  denominators,  is  10;  hence, 
we  must  reduce  all  these  fractions  to  IGths  and  then  add 
their  numerators. 

^  -f  I  +  tV  —  '     To   reduce  the   fraction  ^  to   a   fraction 

having  16  for  a  denominator,  we  must  multiply  both  terms 

of  the  fraction  by  some  number  which  will  make  the  denomi- 

1X4 
nator  16.      This  number  evidently  is  4,  hence,  -  =  -^*-g-. 

Similarly,  both  terms  of  the  fraction  |  must  be  multiplied 

by  2  to  make  the  denominator  16,  and  we  have  —       '^  =  -,K. 

The  fractions  now  have  a  common  denominator  16;  hence, 

we  find  their  sum  by  adding  the  numerators  and   placing 

their  sum  over  the  comnnjn  denominator,  thus:  y*^  -\-  y"^  -(-  ,5^ 

4  +  6  +  5       , , 
=         ,  .         =  14.  ■  Ans. 
16  '" 

(13)  When  mixed  numbers  and  whole  numbers  are  to  be 
added,  add  the  fractional  parts  of  the  mixed  numbers  sep- 
arately, and  if  the  resulting  fraction  is  an  improper  fraction, 
reduce  it  to  a  whole  or  mixed  number.  Next,  add  all  the 
whole  numbers,  including  the  one  obtained  from  the  addi- 
tion of  the  fractional  parts,  and  annex  to  their  sum  the 
fraction  of  the  mixed  number  obtained  from  reducing  the 
improper  fraction. 
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42  +  31f  +  9^  =  ?     Reducing  f  to  a  fraction  having  a 

5x2 
denominator  of  16,  we  have  —  =  ||^.     Adding  the  two 

o  X  -^ 

fractional   parts  of   the   mixed   numbers,    we   have  i^  +  tt 
1. 


10  +  7_,,_^, 


~         16  T^  -  ^T6- 

The  problem  now  becomes  43  +  31  +  9  +  liV  =  ' 
Adding  all  the  whole  numbers  and  the  number  obtained 

from  adding  the  fractional  parts  of  the  mixed  numbers,  we 

obtain  83^^^  as  their  sum. 

42 

31 

9 

8  3^V  Ans. 
(14)     29|+5af  +  41  +  69,V=?    I  =  |^4  =  ll; 
5-5  X2  _,„       12    ,10   ,     3   _12  +  10  +  3_ 

8  —  g    V,  2    ~  "^8"*       TB"  i^  IT  T^  T7  —  iQ  —  TT  —  ^TW- 

The  problem  now  becomes  29  +  50  +  41  +  69  +  1^^  =  ? 

2  9      square  inches. 

5  0      square  inches. 
4  1      square  inches. 

6  9      square  inches. 
l^Sg-  square  inches. 


1  9  0^  square  inches.     Ans. 

(15)  ^—  ■^=  7  When  the  denominators  of  fractions  are 
not  alike,  it  is  evident  that  the  units  are  divided  into  unequal 
parts ;  therefore,  before  subtracting,  reduce  the  fractions  to 
fractions  having  a  common  denominator.  Then,  subtract 
the  numerators  and  place  the  remainder  over  the  common 
denominator. 

1X2  i4_  7  _14-7 

8X2      ^"    ^      ^~      16  ^' 


\ 


§  1  ARITHMETIC.  19 

13  —  7tV  =  ?     This  problem  may  be  solved  in  two  ways: 

First :  13  =  12j|,  since  {^  =  1,  and  12|f  =  12  +  ||  = 
12  +  1=  13. 

12^         We    can    now   subtract   the    whole    numbers    sepa- 
7ys     rately  and  the  fractions  separately,  and  obtain  12  —  7 

5j\     =:5andH-W  =  ^^l=^=T^-     5-{--,%  =  n,\.     Ans. 

Second :  By  reducing  both  numbers  to  improper  fractions 
having  a  denominator  of  Ifj. 

,._,._13X16_  _(7xlG)  +  7_lI24-7_,^ 

Subtracting,    we   have   ^ff-  —  J^  = — — '-  =  fl,  and 

|-g-=  16)89(53^     the  same  result  that  was  obtained  by  the 
80  first  method. 

~^  312tV  -  2297'v  =  ?      We  first  reduce  the 

-^  fractions  of  the  two  mixed  numbers  to  f rac- 

Ifi 

■*  tions  having  a  common  denominator.    Doing 

9X2 
this,  we  have  J^  =  -^       ^^  =  44.     We  can  now  subtract  the 
'  '^       16  X  2       ^^ 

whole  numbers  and  fractions  separately,  and  have  312  —  229 
=  83andi|-7V  =  ^^  =  il-     83  +  ^  =  83^-     Ans. 

312^1 
229^ 

83i| 

(16)  In  division  of  fractions,  invert  the  divisor  (or,  in 
other  words,  turn  it  upside  down)  and  proceed  as  in  multi- 
plication. 

QK   V    Ifi 

{a)     36-HtV  =  ¥X^=— ^  =  H^  =  112.     Ans. 
(^)     A-3«38,-f=^xi  =  ^^  =  A  =  T^.     Ans 
(.)     V-9  =  V--f  =  V-X  1  =  ^^  =  11.     Ans. 
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lrf\       ll3..i.JL  —  Ii3vl6—  ^         —  1  8  0  8  —  /<  1  Ant; 

448)1808(4^ 
17  9  2 


{e)  15f  -=-  4|  =  ?  Before  proceeding  with  the  division, 
reduce  both  mixed  numbers  to  improper  fractions.  Thus,  15f 
_(15x4)  +  3_60  +  3_,3  ^    ..._(4x8)  +  3_32  +  3 

=  -y-.     The  problem  is  now  \^-  -4-  -\^-  =  ?     As  before,  invert 

9       2 

the  divisor,  multiply,  and  cancel;  ^-^~-  \^-  =  ^x  -A=  W- — Jl 

5 

=  J/  =  3|.     Ans. 

(17)  |-=  value  of  the  fraction,  and  28  the  numerator. 
We  find  that  4  multiplied  by  7  =  28,  so  multiplying  8,  the 
denominator  of  the  fraction,  by  4,  we  have  32  for  the  required 
denominator,  and  f  f  =  ^.  Hence,  32  is  the  required  denom- 
inator. 

(18)  Since  these  four  bolts  measure  2|^,  6|-,  3yV,  and 
4  inches,  respectively,  together  they  will  measure  16y\-  inches, 
since  2|-  +  6|-+  3Y'g-  +  4  =  16yV  Reducing  the  fractions  of 
the  mixed  numbers  to  a  common   denominator,    we    have 

l_lV«—     «•     l  —  lv2—    14.        8__UJ_4_1__JL—  '  ' 

=  f|-lyV  2  +  6  +  3  +  4  +  1tV=16i\.  If  A  of  an  inch  is 
allowed  for  cutting  and  finishing  each  bolt,  then  the  allow- 
ance for  the  4  bolts  would  equal  4  X  yV  =  |f  =  Ijf  inches, 
■jg  7_  Avhich  added  to  ISy'-g-  inches  equals  18y^  inches, 

2 1 2  the  length  of  the  piece  of  iron  required.     Ans. 

1  6 


17-H-,  or  18^,  since  {|  =  1^^. 


ARITHMETIC. 

(PART  3.) 


(1)  A  fraction  is  one  or  more  of  the  equal  parts  of  a 
unit  and  is  expressed  by  a  numerator  and  a  denominator, 
while  a  decimal  fraction  is  a  number  of  tenths,  hundredths, 
thousandths,  etc.  of  a  unit  and  is  expressed  by  placing  a 
period  (.),  called  a  decimal  point,  to  the  left  of  the  figures 
of  the  numerator  and  omitting  the  denominator. 

(2)  To  reduce  the  fraction  ^  to  a.  decimal,  we  annex  one 
cipher  to  the  numerator,  which  makes  it  1.0.  Dividing  1.0, 
the  numerator,  by  2,  the  denominator,  gives  a  quotient 
of  .5,  the  decimal  point  being  placed  before  the  one  figure 
of  the  quotient,  or  .5,  since  only  one  cipher  was  annexed  to 
the  numerator. 


7 

5 

8)  7.0  0  0 

32)  5.0  0000(. 15626 

.8  7  5 

3  2 

18  0 

16  0 

2  00 

19  2 

80 

64 

16  0 

16  0 

To  express  yVV  ^^  a  decimal,  write  the  numerator  and, 
beginning  with  the  right-hand  figure,  point  off  towards  the 
left   as  many  decimal    places   as   there  are  ciphers  in  the 

§  1 
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denominator,  prefixing  ciphers  to  the  numerator  if  neces- 
sary, and  then  insert  the  decimal  point.  Proceeding  thus, 
3^'  =  .  65  and  ^i^  =  .  125.     Similarly,  jMwo 


(3)     .08  =  £z^A^  hundredths. 


18  1  =  One  hundred  thirty-one  thousandths. 

(0 

■        <V      M      O 


0  0  0  1  =  One  ten-thousandths. 


A'O  s  -M  -a  -i; 

q  S  o  c  2  ."S 

oj  2  X3   0)   3   fl 

^  A    *^    -^   A    S 

0  0  0  0  2  7=  Twenty'Seven  mlllionths. 


■«j  rn   to 


,0108  =  C>«^  hundred  eight  ten-thousandths. 


.•si  § 

o  2  o  n 
4->  ,a  -M  -■-> 
9  3.0  1  0  1  =  Ninety-three  and  ^;^^ ^««</r^^ £>«^ ten- thousandths. 

In  reading  decimals,  read  the  number  just  as  you  would 
if  there  were  no  ciphers  before  it.     Then  count  from  the 
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decimal  point  towards  the  right,  beginning  with  tenths,  to 
as  many  places  as  there  are  figures,  and  the  name  of  the 
last  figure  must  be  annexed  to  the  previous  reading  of  the 
figures  to  give  the  decimal  reading.  Thus,  in  the  first 
example  given,  the  simple  reading  of  the  figure  is  eight  and 
the  name  of  its  position  in  the  decimal  scale  is  hundredths, 
so  that  the  decimal  reading  is  eight  hundredths.  Simi- 
larly, the  figures  in  the  fourth  example  are  ordinarily  read 
twenty-seven;  the  name  of  the  position  of  the  figure  7  in 
the  decimal  scale  is  millionths,  giving,  therefore,  the  decimal 
reading  as  twenty-seven  millionths. 

If  there  should  be  a  whole  number  before  the  decimal 
point,  read  it  as  you  would  read  any  whole  number  and 
read  the  decimal  as  you  would  if  the  whole  number  were 
not  there;  or,  read  the  whole  number  and  then  say  "and" 
so  many  hundredths,  thousandths,  or  whatever  it  may  be, 
as  "  ninety-three  and  one  hundred  one  ten-thousandths." 

(4)  In   addition   of    decimals,    the 
decimal  points  must  be  placed  directly  .13  6 
under  each  other,  so  that  tenths  will  •''' 
come  under  tenths,  hundredths  under  .0  8  9 
hundredths,  thousandths  under  thou-  .4006 
sandths,   etc.     The   addition   is   then  -9 
performed  as  in  whole  numbers,  the  .000027 
decimal  point  of  the  sum  being  placed  2.2  1  4  6  2  7       Ans. 
directly    under    the    decimal    points 

above. 

(5)  I 

IS 


An  S  t:  -a  .a 
a  S  o  c  S  .-3 

«    2   X!     0)    2    fl 

4J    .S     -t-i     4->     ^      Q 

.0  17 
.2 

.000047 

.217047=  Two  hundred  and  seventeen  thousand 
and  forty-seven  inllliontlis.     Ans. 
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(6)     (a)   In    subtraction   of    decimals,    place  the  decimal 

points    directly    under   each    other 

7  0  9.6  3  0  0  ^    ,  A        ■     .u        u.       .■         c 

and  proceed  as  m  the  subtraction  of 

' whole  numbers,  placing  the  decimal 

7  0^8.7  7  8  6    Ans.    point    in    the    remainder    directly 
under  the  decimal  points  above. 

In  the  above  example,  we  proceed  as  follows:  We  cannot 
subtract  4  ten-thousandths  from  0  ten-thousandths,  and  as 
there  are  no  thousandths,  we  take  1  hundredth  from  the 
3  hundredths.  1  hundredth  =  10  thousandths  =  100  ten- 
thousandths.  4  ten-thousandths  from  100  ten-thousandths 
leaves  96  ten-thousandths.  96  ten-thousandths  =  9  thou- 
sandths -}-  6  ten-thousandths.  Write  the  6  ten-thousandths 
in  the  ten-thousandths  place  in  the  remainder.  The  next 
figure  in  the  subtrahend  is  1  thousandth.  This  must  be 
subtracted  from  the  9  thousandths  which  is  a  part  of  the 
1  hundredth  taken  previously  from  the  3  hundredths.  Sub- 
tracting, we  have  1  thousandth  from  9  thousandths  leaves 
8  thousandths,  the  8  being  written  in  its  place  in  the  remain- 
der. Next  we  have  to  subtract  5  hundredths  from  2  hun- 
dredths (1  hundredth  having  been  taken  from  the  3  hun- 
dredths leaves  but  2  hundredths  now).  Since  we  cannot  do 
this,  we  take  1  tenth  from  6  tenths.  1  tenth  =  10  hun- 
dredths, and  10  hundredths  +  '^  hundredths  =  12  hundredths. 
5  hundredths  from  12  hundredths  leaves  7  hundredths. 
Write  the  7  in  the  hundredths  place  in  the  remainder.  Next 
we  have  to  subtract  8  tenths  from  5  tenths  (5  tenths  now, 
because  1  tenth  was  taken  from  the  6  tenths).  Since  this 
cannot  be  done,  we  take  1  unit  from  the  9  units.  1  unit  = 
10  tenths.  10  tenths  -j-  5  tenths  =  15  tenths,  and  8  tenths 
from  15  tenths  leaves  7  tenths.  Write  the  7  in  the  tenths 
place  in  the  remainder.  In  the  minuend  we  now  have 
708  units  (1  unit  having  been  taken  away)  and  0  units  in  the 
subtrahend.  0  units  from  708  units  leaves  708  units;  hence, 
we  write  708  in  the  remainder. 


Ans 


{b) 

8  1.9  6  3 
1.7  0  0 

[c)     1  8.0  0              {d 
.1  8 

)     1.0  0  0 
.0  0  1 

8026  3 

Ans.          1  7.8  2     Ans. 

.9  9  9 
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(e)     872.1  -  (.8721  +  .008)  =  ?     In  this  problem  we  are  to 
subtract    (.8721  +  .008)    from    872.1.      First       070, 
perform    the    operation  as  indicated   by  the       n  0  8  0 

sign  between  the  decimals   enclosed   by   the 

parenthesis.  -^  «  ^  1  sum. 

Subtracting  the   sum    (obtained   by   adding  the  decimals 

8  7  2  10  0  0  enclosed  within  the  parenthesis)  from 

Q  Q  Q  2  the  number  872. 1  (as  required  by  the 

minus  sign  before  the  parenthesis), 

»  7  !.-«  1  y  .      Ans.      ^^,g  obtain  the  required  remainder. 


5.0  2  8  0 
.0073 


(/)      (5.028  +  .0073)  -  (6.704  -  2.38)  =  ?     First  perform 
the  operations  as  indicated   by  the  signs 
between    the    numbers    enclosed    by    the 
parentheses.     The  first  parenthesis  shows 
that  5.028  and  .0073  are  to  be  added.     This          5.0  3  5  3  skw. 

..  rv  Q  .  gives  5.0353  as  their  sum. 

2  o  Q  Q  The  second  parenthesis  shows  that 

— 2.38  is  to  be  subtracted  from  6.704. 

4.3  2  4  t/if.  rj.^^  difference  is  found  to  be  4.324. 

The   sign    between    the    parentheses   indicates    that     the 
quantities    obtained    by   performing  5  0  3  0  '^ 

the  above  operations   are  to  be  sub-  4  3  2  4  0 

tracted — namely,  that   4.324  is  to  be 


subtracted  from  5.0353.      Performing  .7  1  1  3    Ans. 

this  operation,  we  obtain  .7113  as  the  final  result. 

(7)  If  the  cost  of  the  coal  consumed  by  a  nest  of  steam 
„  boilers  amounts  to  $15.83  on  ^londay,  to 

^  ^'^  j^  114.70  on  Tuesday,  to  $14.28  on  Wednes- 

1  19  8  ^^y'  ^°  $13.87  on  Thursday,  to  $14.98  on 

^     '"1  ^  Friday,  and  to  $12.65  on  Saturday,  then 

1S8y 

we  find  the  total  cost  of  the  week's  supply 

by  adding  the  different  amounts  together; 

'. hence,  $15.83  +  $14.70  +  $14.28  +  $13.87 

$86.31     Ans.      _^  $14.  gg  +  $12. 65  =  $86. 31. 

(8)  482|  +  316^  +  390J  =  what  ? 
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When  mixed  numbers  are  to  be  added,  add  the  fractional 
parts  of  the  mixed  numbers  separately,  and  if  the  resulting 
fraction  is  an  improper  fraction,  reduce  it  to  a  whole  or 
mixed  number.  Next,  add  all  the  whole  numbers,  inclu- 
ding the  one  obtained  from  the  addition  of  the  fractional 
parts,  and  annex  to  their  sum  the  fraction  of  the  mixed 
number  obtained  from  reducing  the  improper  fraction. 
First,  we  will  reduce  the  fractional  parts  f,  -J,  and  f  to 
equivalent  fractions  having  the  least  common  denominator. 
In  this  case  the  least  common  denominator  equals  the 
product  of  the  denominators  5,  3,  and  4,  since  we  cannot 
divide  any  two  of  them  by  any  number  (except  1)  without 
having  a  remainder,  as  can  be  done  in  the  examples  in 
Art.  36,  Part  2.  Hence,  the  least  common  denominator 
=  5  X  3  X  4  =  60.  Reducing  f ,  ^,  and  f  to  fractions  having 
this  least  common  denominator,  we  have  60  divided  by 
the  first  denominator,  5,  equals  12.  Then,  |  X  H  =  l^- 
60  divided  by  the  second  denominator,  3,  equals  20.  Then, 
^  X  f^  =  If .  60  divided  by  the  third  denominator,  4,  equals 
15.     Then,  f  X  tt  —  if •     '^^^  sum.  of  these  fractions  equals 

«  +  «  +  «  =  i^±|^  =  W.orl«. 

The  problem  now  becomes  482  +  316  +  390  +  l|i,  the  sum 
of  which  equals  1,189|^. 

482 
3  16 
3  90 
IM 


118  9 


15  0  0       represents  the  actual  horsepower  required. 
1  1  8  9  If  represents  the  indicated  horsepower  of  the  engines 
in  use. 


3  1  0  ^,  or  310. llf  =  the   H.   P.   to  be  developed  by  the 
new  engine.     Ans. 
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^  reduced  to  its  equivalent  decimal  ^J^xr-QQ/iiz 

60 


100 
60 


6  0      3- 

(9)  Since  the  inside  diameter  of  the  steam  pipe  is 
G.06  inches  and  the  outside  diameter  is  6.02  inches,  there 
is  a  difference  of  6.02  —  6.06,  or  .56  of  an  inch,  in  both  diam- 
eters. But  .56  of  an  inch  is  just  twice  the  thickness  of  the 
pipe;  hence,  the  pipe  is  ^  of  .56,  or  .28  of  an  inch  thick. 

(10)  {a)  There  are  3  decimal  places  in  the  multiplicand 
.10  7  and  3  in  the  multiplier;  hence,  there 
.0  13                      are  3  +  3,  or  6,  decimal  places  in  the 

„  2  1  product.     Since    the    product    con- 

^  „  ,^  tains  but  four  figures,  we  prefix  two 

ciphers  in  order  to  obtain  the  neces- 

.001391  Ans.          sary  6  decimal  places. 

(d)      2  0  3  There  are  2  decimal  places  in  the 

2.0  3  multiplier  and  none  in  the  multipli- 

g  Q  9  cand ;  hence,    there  are    2  +  0,  or  2, 

Q  Q  Q  decimal  places  in  the  first  product. 

^  Q  g  Since  in  the  second   multiplication 

there  are  2  decimal  places  in  the  mul- 

^  ^  ^-^  ^  tiplicand  and  3  decimal  places  in  the 

•^  '^  ^  multiplier,  there  are  3  +  2,  or  5,  deci- 

12  3  6  2  7  mal  places  in  the  second  product. 

0  0  0  0  0  When  there  are  one  or  more  ciphers 

8  2  4  18  in  the  multiplier,   multiply  just  the 

S  3  6  5  4  2  7     Ans.  same  as  with  the  other  figures. 

(c)  First  perform  the  operations  indicated  by  the  signs 
between  the  numbers  enclosed  by  the  parentheses,  and 
then  whatever  may  be  required  by  the  sign  between  the 
parentheses. 
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3  1.8  5 

2^  The  first  parenthesis    shows  that 

2  2  2  9  5  the  numbers  2.7  and  31.85  are  to  be 

6  3  7  0  multiplied  together. 
8  5.9  9  0 

The  second  parenthesis  shows  that  q  i  a 

.816  is  to  be  taken  from  3.16.  — 

2.8  4  4 

The  product  obtained  by  performing   the  operation  indi- 

8  5.9  9  5  cated    by    the   signs    within  the    first 

2.8  4  4  parenthesis  is  now  multiplied  by  the 

S  4  S  9  8  0  remainder  obtained  by  performing  the 

3  4  3  9  8  0  operation  indicated  by  the  signs  within 

r  8  '*'  9  6  0  ^^^^  second  parenthesis. 

17  19  9  0 


2  4  4.5  6  9  7  8  0     Ans. 

(^)      (107.8  +  C.541  -  31.96)  X  1.742=  ? 

10  7.8  8  2.3  8  1 

+         6.5  4  1  X      1.7  4  2 

1  1  4.3  4  1  16  4762 

-      3  1.9  6  3  2  9  5  2  4 

8  2.3  8  1  5  7  6  6  6  7 

8  2  3  8  1 


1  4  3.5  0  7  7  0  2     Ans. 


(11)     If  one  3-inch  tube  measures  15i-  ft.  in  length,  60  of 

these    tubes    would    measure    60  X  15^   ft.,    or 

15  1-  930  ft.  in  length.     If  1  foot  of  tubing  heats  a 

6  0  surface  of  .728   sq.  ft.,  then  it  is  evident  that 

9  0  0  930  ft.  of  tubing  would  heat  a  surface  of  930 

3  0  X  .728  ft.,  or  677.04  sq.  ft. 

9  3  0  ft.  .7  2  8 

9  30 
2  18  40 
6  5  5  2 
6  7  7.0  4  0  sq.  ft. 


(^■) 
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7  7  V  16 

(13)      (a)   -i=7-tV='  XJ/  =  -^  =  J-F  =  37i. 

'^^  Ans. 

The  heavy  line  indicates  that  7  is  to  be  divided  by  ^5-. 

15  3 

32  _  15  .  0  _  15      8  _  ;p  X  ^  _  3  _ 
(^)     T-32^8-32^5-;S2^r^-4-'''-     ^"'• 

1.25  X  W  X  3  _  ,  In  this  problem  1.25  X  20  X  3 
87  +  8S  ~  '  constitutes  the  numerator  of  the 
459  +  32  complex  fraction. 

1.2  5 

X  '^0 

—       Multiplvine:  the   factors  of   the   numerator 

together,  we  find  their  product  to  be  75. 
X  o 

87-1-88 

The    fraction    ,      constitutes    the    denominator    of 

459  4-  32 

the  complex  fraction.     The  value  of  the  numerator  of  this 

fraction  equals  87  4-  88  =  175. 

The  value  of  the  denominator  of  this  fraction  is  equal  to 

459  -|-  32  =  491.     The  problem  then  becomes 

75  3 

75  _    1    _  75      175  _  75      491  ^7p  X  491  ^  1,473  ^  .3 

175  ~  175  ~  1    •  491  ~  1  ^  175  ;/75  '  1         "7' 

491      491  7  Ans. 

(13)  The  pitch  of  the  rivets  is  the  distance  between  the 
centers  of  the  rivets.  Hence,  since  the  distance  around  the 
cylindrical  boiler  is  166.85  in.,  and  there  are  72  rivets  in  one 
of  the  seams,  the  pitch  of  the  rivets  equals  166.85-^72 
=  2.3174- in.     Ans. 

7  2  )  1  6  6.8  5  0  (  2.3  1  74- 
144 


22  8 

2  16 

1  2  5 

72 

5  3  0 

5  0  4 

2  6 
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(14)  If  a  keg  containing  133  boiler  rivets  weighs 
100  pounds,  then .  each  rivet  must  weigh  as  much  as  133  is 
contained  times  in  100,  or  .75  of  a  pound. 

1  3  3)  1  0  0.0  0  (.7  6+     Ans. 
9  3  1 


6  90 
6  6  5 


2  5 

Since  there  are  2  decimal  places  in  the  dividend  and 
0  decimal  places  in  the  divisor,  we  must  point  off  2  —  0 
=  2  decimal  places  in  the  quotient,  or  answer. 

(^^^     .875  =  ^  =  1^  =  1  of  a  foot. 

1  foot  =  12  inches. 

3 

7      12      21 
|-  of  1  foot  =  -X  ^  =  ~^  =  10^  inches.     Ans. 

p        1         Z 

2 
(16)     12  inches  =  1  foot. 

3       1 

^:g-  of  an  inch  =  i^-^12  =  y^X^  =  -5^ofa  foot. 

4 
J_ 

6  4)  1.00000  0  (.0  1  5  G  2  5     Ans. 
6  4 


3  6  0 
3  2  0 


40  0 
384 


Point  off  6  decimal  places  in 

the  quotient,  since  we  annexed 

six  ciphers  to  the  dividend,  the 

16  0  divisor  containing   no  decimal 

13  8  places;  hence,  6  —  0  =  6  places 

3  2  0  to  be  pointed  off. 

320 


§1 
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(17)  The  total  horsepower  developed  equals  4S.(;3 
+  45.7  +  46.32  +  47.9  +  48.74  +  48.38  +  48.59  =  334.26. 

Since  the  horsepower  developed  equals  334.26,  then  the 
average  horsepower  developed  must  equal  334.26-4-7,  or 
47.75+ H.  P. 

4  8.6  3 

4  5.7 

4  6.3  2 

4  7.9 

4  8.7  4 

4  8.3  8 

4  8.5  9 


7  )  3  3  4.2  6 

4  7.7  5+     Ans. 


ARITHMETIC 

(PART  4.) 


(1)  A  certain    per  cent,    of   a    number    means  so  many 
hundredths  of  that  number. 

2o^i   of    8,428   lb.  means  25  hundredths  of  8,428  lb.      jVir 
=  .25.      Hence,  8,428  lb.  X  .25  =  2,107  lb.     Ans. 

(2)  1%  means  one-half  of  1  per  cent.     Since  \</o  is  .01,  l<^ 
is  .005,  for  '^  ^  "^  ^  ^.     And  #35,000  X  .005  =  !5>175.     Ans. 

U  U  D 

$  3  5  0  0  0 
.0  0  5 


$  1  7  5.0  0  0 


(3)  If  2  is  a  certain  per  cent,  of  50,  then  50  multiplied 
by  a  certain  rate  gives  a  product  of  2,  and  that  rate  is  equal 
to  2  divided  by  50.      Dividing  2  by  50, 

the  quotient  is  .04,  which  means  that    5  0  )  2.0  0  ( .0  4   Ans. 
2    is   4^    of    50,    or,   since    percentage  2  0*0 

=  base  X  rate, 

rate  =  percentage  -^  base 

=  2-=- 50  =  .04,  or  4,^^.     Ans. 

(4)  Since  percentage  =  base  X  rate,  rate  =  percentage 
-^  base. 

As  percentage  =  10  and  base  =  10,  we  have  rate  =  10 
-^  10  =  1. 

§2 
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But  1  =  H^  and  i^=100^;   hence,  the  rate  (1)  means 
that  10  is  lOoi  of  10. 


(5)  Since  5,500  lb.  represent  an  increase  of  15^  over  the 
consumption  when  the  condenser  is  used,  5,500  lb.  must  be 
the  amount,  .15  the  rate,  and  the  number  of  pounds  con- 
sumed when  the  condenser  is  running  (to  be  found)  the 
base. 

Base  =  amount  -^  (1  +  rate)  =  5,500  -4-  (1  +  .15) 
=  5,500  -7-  1.15  =  4,782.61  lb.,  nearly.     Ans. 


1.15 

)  5  5  0  0.0  0  0  0 
46  0 

(  4  7  8  2.6  1 

9  00 
805 

9  50 
920 

300 
230 

700 

6  9  0 

100 
115 

Or,  this  problem  could  also  have  been  solved  as  follows : 
100^  =  the  number  of  pounds  consumed  when  the  con- 
denser is  running.  If  there  is  a  gain  of  15^,  then  100^  -|-  15^, 
or  115^  =  5,500  lb.,  the  amount  used  when  the  condenser 
is  not  running.  If  115^  =  5,500  lb.,  1^  =  ^  of  5,500 
=  47.8261  lb.,  and  100^  =  100  X  47.8261  =  4,782.61  lb.   Ans. 

(6)  24  ^  of  1950  =  950  X  .24    =  $228 

12^^  of  $950  =  950  X  .125  =    118.75 
17  ^  of  $950  =  950  X  .17    =    161.50 

53^^  of  $950  =  $508.25 

The  total  amount  of  his  yearly  expenses,  then,  is  $508.25; 
hence,  his  savings  are  $950  —  $508.25  =  $441.75.     Ans. 
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Or,  as  above,  24^  +  12^^  +  17^  =  53-^^,  the  total  percent- 
age of  expenditures;  hence, 

$950  X  .535  =  $508.25,  and 

$950  —  $508.25  =  $441.75  =  his  yearly  savings.     Ans. 

(7)     The  percentage  is  961.38  and  the  rate  is  .37^. 

Base  =  percentage  -^  rate 

=  961.38  -^  .375  =  2,563.68,  the  number.     Ans. 


3  7  5)96  1.3  8  0  U  0  ( 

[256  3.6  8 

7  50 

2  113 

18  7  5 

2  3  8  8 

'       22  5  0 

13  80 

112  5 

2  5  50 

2  2  5  0 

3  0  0  0 

3  0  0  0 

Another  method  of  solv- 
ing is  the  following: 

If  37|^  of  a  number  is 
961.38,  then  .374  times  the 
number  =  961.38  and  the 
number  =  961.38  -r-  .37^, 
which,  as  above  =  2,563.68. 
Ans. 


(8)  298  revolutions  per  minute  with  the  load  =  base, 
.OH  =  rate,  and  the  amount  (to  be  found)  will  equal  the 
speed  of  the  engine  when  running  unloaded. 

Amount  =  base  x  (1  +  rate) 

=  298  X  (1  +  .015)  =  302.47  rev.  per  min.     Ans. 

2  9  8 
X     1.01  6 


149  0 

2  9  8 
0  0  0 

2  9  8 

3  0  2.4  7  0 


X      12 
2l 
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(9)  4  yd.  2  ft.  10  in.  to  inches. 
X      _3 

1  2  Since    there   are    3    feet    in 

-}-         2  1  yard,  in  4  yards  there  are  4x3 

7~2  fgg*.  feet,  or  12    feet.     12  feet    plus 

2  feet  =  14  feet. 

There  are  12  inches  in  1  foot; 
therefore,    in  14  feet  there  are 
^_  12X14,  or  168  inches.  168  inches 

16  8  plus    10   inches  =  178   inches. 
+      10 

17  8  inches.     Ans. 

(10)  1  2  )  3  7  2  2  inches. 

3  )  3  1  0  +  2  inches. 
10  3+1  foot. 

Ans.  =  103  yd.  1  ft.  2  in. 

Explanation. — There  are  12  inches  in  1  foot;  hence,  in 
3,722  inches  there  are  as  many  feet  as  12  is  contained  times 
in  3,722,  or  310  feet  and  2  inches  remaining.  Write  2  inches 
as  a  remainder.  There  are  3  feet  in  1  yard;  hence,  in 
310  yards  there  are  as  many  feet  as  3  is  contained  times 
in  310,  or  103  yards  and  1  foot  remaining.  Hence,  in 
3,722  inches  there  are  103  yd.  1  ft.  2  in. 

(11)  17  2  8  )  7  6  4  3  2  5  cu.  in. 

2  7  )  442  +  549  cu.  in. 

1  6  cu.  yd.  +  10  cu.  ft. 

Ans.  =  16  cu.  yd.  10  cu.  ft.  549  cu.  in. 

Explanation. — There  are  1,728  cubic  inches  in  1  cubic 
foot;  hence,  in  764,325  cu.  in.  there  are  as  many  cubic  feet 
as  1,728  is  contained  times  in  764,325,  or  442  cubic  feet 
and  549  cubic  inches  remaining.  Write  the  549  cubic  inches 
as  a  remainder.  There  are  27  cubic  feet  in  1  cubic  yard ; 
hence,  in  442  cubic  feet  there  are  as  many  cubic  yards  as  27 
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is  contained  times  in  442  cubic  feet,  or  10  cubic  yards  and 
10  cubic  feet  remaining-.  Then,  in  704,325  cubic  inches 
there  are  IG  cu.  yd.  10  cu.  ft.  549  cu.  in. 

(12)            T.     cwt.     lb.           Since     in    1    ton  there     are 

10        8        7  5       20  cwt.,    in   10   tons   there    are 

X         20                        10X20  =  320    cwt.  320    cwt. 

-f  8  cwt.  =  328  cwt.  There  are 

4-            8                        100    lb.    in    1    cwt. ;  hence,    in 

328    cwt.    there    are  328  X  100 

X            10  0                 =  32,800  lb.     32,800  lb.  +  75  lb. 

=  32,875  lb.     Ans. 


+ 


3  2  0 

8 

3  2  8  cwt, 

100 

3  2  8  0  0 

7  5 

3  2  8  7  5  lb.     Ans. 


(13)  10  0  )  2  5  3  9  6  lb. 

2  0  )  2  5  3  cwt.  +  96  lb. 
1^  T.  +  13  cwt. 

There  are  100  lb.  in  1  cwt. ;  hence,  in  25,390  lb.  there  are 
as  many  cwt.  as  100  is  contained  times  in  25,396,  or  253  cwt. 
and  90  lb.  remaining. 

There  are  20  cwt.  in  1  ton,  and  in  253  cwt.  there  are  as 
many  tons  as  20  is  contained  times  in  253,  or  12  tons  and 
13  cwt.  remaining.  Hence,  25,390  lb.  =  12  T.  13  cwt. 
90  lb.     Ans. 

(14)  Arrange  the  different  terms  in  columns,  taking  care 

to  have  like  denominations  in  the 
same  column.  We  begin  to  add 
at  the  right-hand  column.  7  +  9 
+  3  =  19  in. ;  since  12  in.  =  1  ft., 
19  in.  =  1  ft.  and  7  in.  Place  the 
8  0  7  Ans.  7  in.  in  the  inches  column  and 
reserve  the  1  ft.  to  add  to  the  sum 
of  the  feet.  2  +  1  +  2  +  1  (reserved)  =  0  ft.  Since  3  ft. 
=  1  yd.,  0  ft.  =  2  yd.  and  0  ft.  remaining.  Place  the  0  in 
the  feet  column  and  reserve  the  2  yd.  to  add  to  the  sum  of 
the  yards.  4  +  2-^2  (reserved)  =  8  yd.,  which  we  place  in 
yards  column.     Ans.  =  8  yd.  7  in. 


yd. 

ft. 

.   if^' 

2 

2 

3 

4 

1 

9 

2 

7 

gal. 

qt. 

pt, 

1  0 

2 

1 

1  6 

3 

0 

gal. 

qt. 

pt. 

3  1 

2 

0 

2  7 

1 

1 
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(15)  Since  10  gal.  2  qt.  1  pt.  of  machine  oil  is  sold  atone 
time  and  16  gal.  3  qt.  at  another 
time,  together  there  was  sold 
27  gal.  1  qt.  1  pt.  0  +  1  =  1  pt.  We 
cannot  reduce  1  pt.  to  any  higher 

2  7         1         1  denomination,    so  place    it    under 

pints  column.    3  qt.  +  ^  qt.  =  5  qt. 

vSince  4  qt.  =  1  gal.,   5   qt.  =  1  gal.   and   1  qt.   remaining. 

Place  1  qt.  under  quarts  column  and  reserve  the  1  gal.  to  add 

to  the  gallons.     16  gal.  +  10  gal.  +  1  gal.  (reserved)  =  27  gal. 

Since  the  barrel  contained  31|^.  or 
31.5  gal.,  and  27  gal.  1  qt.  1  pt. 
were  sold,  there  remained  the  dif- 
ference, or  4  gal.  1  pt.  31.5  gal. 
4  0  1  Ans.  =  31  gal.  2  qt.,  since  .5  =  ^,  and 
^  of  1  gal.  =  I  of  4  qt.  =  2  qt. 
1  pt.  cannot  be  taken  from  0  pt.,  so  we  take  1  qt.  from 
the  2  qt.  '  The  1  qt.  taken  =  2  pt.  1  pt.  from  2  pt.  =  1  pt. 
Place  1  pt.  under  pints  column.  Since  we  took  1  qt.  from 
the  quarts  column,  there  remains  2  —  1,  or  1  qt.  1  qt.  from 
1  qt.  leaves  0  qt.  Place  0  qt.  under  the  quarts  column. 
27  gal.  from  31  gal.  leaves  4  gal.  Place  4  gal.  under  the 
gallons  column.  We  therefore  find  that  4  gal.  1  pt.  of 
machine  oil  remained  in  the  barrel. 

(16)  In  multiplication  of  denominate  numbers,  we  place 
the  multiplier  under  the  lowest  denomination  of  the  multi- 
plicand, as 

1  7  ft.    3  in. 
5  1 


8  7  9  ft.    9  in. 


and  begin  at  the  right  to  multiply.  51  X  3  =  153  in.  Since 
there  are  12  in.  in  1  ft.,  in  153  in.  there  are  as  many  feet  as 
12  is  contained  times  in  153,  or  12  ft.  and  9  in.  remaining. 
Place  the  9  in.  under  the  inches  and  reserve  the  12  ft.  51  X  17 
ft.  =  867  ft. ;  867   ft.  -f  12  ft.    (reserved)  =  879  ft.     879  ft. 
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can  be  reduced  to  higher  denominations  by  dividing  by  3  ft. 
to  find  the  number  of  yards,  and  by  5^  to  find  the  number 
of  rods. 

3)879  ft.  9  in. 
5.5  )  2  9  3  yd. 

5  3  rd.  H  yd. 

Then,  879  ft.  9  in.  =  53  rd.  l.V  yd.  0  ft.  9  in.,  or  53  rd.  1  yd. 
2  ft.  3  in. 

(17)  Since   2  pt.  =  1    qt.,    3   qt.  =  3  X  2,  or  G  pt.      <;  pt. 
+  1  pt.  =  7  pt.     4.7  X  7  =  32.9  pt.      Ans. 

qt.        pt.  7  pt. 

3        i  4.7 

X   2  ^  Q 

~6  28 

+J:  32^9  pt. 

7  pt. 

(18)  If  there  are  four  lengths,  each  15  ft.  5  in.,  15  ft. 
5  in.  X  4  =  60  ft.  20  in.,  or  the  length  of  the  four  pieces. 


ft. 

60 
1  4 

in. 
20 

8 
1  0 

1  5  ft. 

5  in, 
4 

8 

6  0  ft. 

2  0  in, 

8  2         3  8,  or  85  ft.  2  in.  =  the  length  of  the  shaft. 

From  the  length  of  the  shaft  we  must  subtract  8  in.  X  2 
=  16  in.  to  get  the  distance  between  the  end  hangers. 


ft. 

in. 

8  2 

38 

1  6 

8  2         2  2,  or  83  ft.  10  in. 

Since  there  are  six  hangers,  there  are  yft'r  spaces.     The 
length  of  one  space  is  83  ft.  10  in  -^  5  =  16  ft.  9^  in.     Ans. 
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(19)     Reducing  18  ft.  11^  in.  to  inches,  we  have  227^  in., 
or  227.25  in. 


ft. 

in. 

18 

Hi 

12 

3  6 

18 

216 

lU 

2  2  7  i  in. 

li  X  2,  or  2^  in.,  for  the  two  end  rivets  is  deducted  from 
the  length,  leaving  225  in.,  which  is  divided  into  equal 
spaces  by  the  rivets. 

2  2  7.2  5  in. 
-     2.2  5  in. 


2  2  5         in. 

The  pitch  of  the  rivets    (or  the   distance  between  their 

centers)  is  1:^  in.,  or  1.25  in. ;  hence, 

1.2  5  )  2  2  5.0  0  (  1  8  0     225  -i-  1.25  =  180  spaces  between  the 

12  5  rivets.     But  since  there  will  be  one 

-J  Q  r.  Q  more    rivet    than    the    number    of 

■J  Q  Q  Q  spaces,   the    number    of    rivets    re- 

quired  for  this  boiler  shell  will  be 

^  180  +  1  =  181.     Ans. 


k 


ARITHMETIC. 

(PART  o.) 


( 1 )  To  find  the  second  power  of  a  number,  we  must 
multiply  the  number  by  itself  once;  that  is,  use  the  number 
twice  as  a  factor.  Thus,  the  second  power  of  108  is  108 
X  108  =  11,664.  J  Qg 

108 


Ans. 


59049 

(8)     .0133'  =  .0133  X  .0133  X  .0133  =  .000002352637. 

.0133 
.0133 


3  99 
399 
133 


.00017689 

5  3  0  6  7 

5  3  0  6  7 
17  6  8  9 


.0  00002352637     Ans. 

§2 
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Since  there  are  4  decimal  places  in  the  multiplicand  and  4 
in  the  multiplier,  we  should  point  off  4  +  4  =  8  decimal 
places  in  the  product;  but  as  there  are  only  5  figures  in  the 
product,  we  prefix  3  ciphers  to  form  the  8  necessary  decimal 
places  in  the  first  product. 

Since  there  are  8  decimal  places  in  the  multiplicand  and  4 
in  the  multiplier,  we  should  point  off  8  +  4  =  12  decimal 
places  in  the  product;  but  as  there  are  only  7  figures  in  the 
product,  we  prefix  5  ciphers  to  make  the  necessary  12  decimal 
places  in  the  final  product. 

(4)  See  page  9  of  the  table. 

9.49'  =  9  0.0  6  0  1  given  number  =  9  0.0  0  0  0 

9.48^  =  8  9.8  7  0  4  9.48'  =  8  9.8704 

/trs/  difference  —         18  9  7         second  difference  =         12  9  6 

189  7)1  2  9  6.0  0  0  (.6  8  3  or  .6  8 
11382 
15780 
15176 
6040 
5691 
349 

Therefore,  V90  =  9.4868.     Ans. 

(5)  Given  number  =  92,416  =  92'416. 
Altered  number  =  92.416. 

See  page  4  of  the  table. 

4.53'  =  9  2.9  5  9  7  altered  mimber  =  9  2.4  1  6  0 

4.52'  =  9  2.3  4  5  4  4.52'  =  9  2.3  4  5  4 

first  difference  =         6  14  3         second  difference  =  7  0  6 

6  143)70  6.0  0  0(.l  14or  .1  1 
6143 
9170 
6143 
30270 
24572 
5698 
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Therefore,  ^92.416  =  4.5211,  and  <'92,416  =  45.211.  Ans. 

(6)  Given  number  =  502,681  =  5()'2fi'81. 
Altered  number  =  50.26S1. 

Referring  to  page  7  of  the  table,  7.09*  =  50.2681;  hence, 
V50.2681  =  7.09.  Since  there  are  three  periods  in  the 
integral  part  of  the  given  number,  there  are  three  figures 
in  the  integral  part  of  the  root;  therefore,  V502,681  =  709. 

Ans. 

(7)  Since  f  =  .375,  ^|  =    ^^375. 
Given  number  =  .375. 

Altered  number  =  375.000. 
See  page  7  of  the  table. 

7.22'  =  3  7  6.3  6  7  altered  number  =  3  7  5.0  0  0 

7.21'  =  3  7  4.805  7.21'  =  374.805 

ft'rst  difierence  —         15  6  2         second  difference  =  19  5 

1  5  62)1  9  5.0  0  0(  .1  2  4  or  .1  2 
1562 
3880 
3124 
7560 
6248 
1312 

Therefore,  #75  =  7.2112,  and  ^^375  =   -C|  =  .72112. 

Ans. 

(8)  Given  number  =  .3364  =  .33^64. 
Altered  number  =  33.6400. 

Referring  to  page  5  of  the  table,  5.80'  =  33.6400;  there- 
fore,  V33J6400  =  5.80,  and  \.3364  =  .58.     Ans. 

(9)  Given  number  =  .7854  =  .78'54. 
Altered  number  =  78.5400. 

See  page  8  of  the  table. 

8.87=  =  7  8.6  7  6  9  a/fered  tiumber  =  7  8.5  4  0  0 

8.86'  =  7  8.4  9  9  6  8.86'^  =  7_8^  9  9  6 

firsl  difference  =         17  7  3         second  difference  =  4  0  4 


I 
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1  773  )4  0  4.0  0  0(  .22  7  or  .2  3 
3546 
4940 
3546 
1  3940 
12411 
152  9 

Therefore,  V78^4  =  8.8623,  and  V/7854   =   .88623.     Ans. 

(10)  The  number  is  evidently  the  square  root  of  114.9184. 
Given  number  =  114.9184  =  F14'.91'84. 

Altered  number  =  1.149184  =  1.1492. 
See  page  1  of  the  table. 

1.08'  -  1.1  6  6  4  altered  number  =  1.1  4  9  2 

1.07'  =  1.1  449  1.07'  =  1.1  4  49 

first  difference  =         2  15  second  differe?ice  =  4  3 

21  5)4  3.0 (  .2 
430 

Therefore,  Vl.l492  =  1.072,  and  Vll4.9184  =  10.72.  Ans. 

(11)  Given  number  =  3,486,784  -  3'48'67'84. 
Altered  number  =  3.486784  =  3.4868. 

See  page  1  of  the  table. 

1.87'  =  3.4  9  6  9  altered  number  =  3.4  8  6  8 

1.86'  =  3.4  5  9  6  1.86'  =  3.4  5  9  6 

first  difference  =         3  7  3  second  difference  =         2  7  2 

3  7  3)2  7  2.0  0  0(  .7  29  or  .73 
2611 


1090 

746 

3440 

3357 

83 

Therefore,  V3^68  -  1.8673,  and  V3, 486, 784  =  1,867.3. 

Ans. 


§2 
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(12)  Given  number  =  .00041209  =  .00'04'12'09. 
Altered  number  =  4.1209. 

See  oasre  2  of  the  table.  _  - 

2.03^  =  4.1209;  therefore,  V4.1209  =  2.03,  and  N.00041209 

=  .0203.     Ans. 

(13)  11.7  :  13  ::  20  :  .r.  The  product  of  the  means 
11.7.V  =  13  X  20  equals  the  product  of  the 
11.7  .V  =  260  extremes. 

260 
•'^'"11.7)2  6  0.0  0  0(2  2.2  2+     Ans. 

2^4 
260 
2^3^ 
260 
23  4 
•260 
234 
26 

(14)      {a)   20  +  7  :  10  +  H  ::  3  :  .r. 
27  :  18  ::  3  :  v 
27  .V  =  18  X  3 
27  X  =  54 

^^  =  2.     Ans. 


27 
id)   12=  :  100=  ::  4  :  v.  12  100 

144  :  10,000  ::  4  :.v 


12  100 


144.V  =  10,000X4  144  10000 

U4x  =  40,000 


X  = 


40^ 

14  4)40000.0(277.7+     Ans. 

28^8 
1120 
1008 
1120 
1008 
1  120 
1008 
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A  1 

(15)     (a)  -  =  —   is   equivalent   to   A  :  x  ::  1  :  21.     The 

X      21 

product  of  the  means  equals  the  product  of  the  extremes. 

Hence, 

7;*:  =  4  X21 

1x  =  84 

X  =  — ,  or  12.     Ans. 

In  like  manner, 

(b)  r-  =  —  is  equivalent  to  ;t  :  24  ::  8  :  16. 
24       16 

16;»r  =  24  X  8 
16;i;  =   192 

X  ='^  =  n.     Ans. 
16 

2         X 

(c)  —  = is  equivalent  to  2  :  10  ::  ;t  =  100. 

10       100 


10;t:  =  2  X  100 

10.;^  =  200 

.  =  f.20. 

Ans 

id)     i^  =  ^  is  equivalent  to  15  :  45  ::  60  :  x. 
45       X 

\bx  =  45  X  60 

Ibx  =  2,700 

2,700        .Q^       . 
X  =   -rr;r-  =   180.      Ans. 
15 

(e)     TE^  =  ^  is  equivalent  to  10  :  150  ::  ^  :  600. 

150  ;tr  =  10  X  600 
150;*:  =  6,000 

;.  =  ^^  =  40.     Ans. 
150 

(16)     3i  ft.  =  3.5  ft.,  since  i  =  .5. 
61  ft.  =  6.75  ft.,  since  f  =  .75. 


§2  ARITHMETIC.  15 

Consider  the  question  "What  do  we  wish  to  find?"  In 
this  case  it  is  "pounds."  We  know  that  a  piece  of  shr.fting 
3.5  ft.  long  weighs  37.45  lb.,  and  we  wish  to  know  the  weight 
of  a  piece  of  shafting  61  ft.  long.  It  is  evident  that  the 
weight  of  a  piece  of  shafting  6.75  ft.  long  bears  the  same 
relation  to  the  weight  of  a  piece  8.5  ft.  long  that  6.75  ft. 
bears  to  3.5  ft.  Letting  .r  occupy  any  place  in  the  propor- 
tion, we  have  the  following,  the  value  of  .i-  being  the  same 
in  each.     Thus, 

(a)     3.5  ft.  :  6.75  ft.  ::  37.45  lb.  :  ;«:lb., 

6.75  X  37.45       252.7875       ^o  ooc  ^u      a 

or  ;<r  =  — =  — — - —  =   /  2.225  lb.    Ans. 

3.5  3.5 

id)     6.75  ft.  :  3.5  ft.  ::  x  lb.  :  37.45  lb., 

6.75  X  37.45       252.7875       ^o  ook  iu      a 

or  X  =   — ^ =  — —- —  =  72.225  lb.  Ans. 

3.5        0.5 

(c)  X  lb.  :  37.45  lb.  ::  6.75  ft.  :  3.5  ft., 

6.75  X  37.45   252.7875   „o  oor  ,v   a 

OT  X  =  ^ =  — — - —  =  72.225  lb.    Ans. 

3.5  3.5 

(d)  37.45  lb.  :  .rib.   ::  3.5  ft.  :  6.75  ft. 

6.75  X  37.45       252.7875       -^  oor;  ^u      a 
or  v  =  ^— =  — — - —  =   / 2.225  lb.     Ans. 

(17)  We  will  first  reduce  8  hr.  40  min.  to  minutes. 
8  hr.  +  40  min.  =  (8  X  60  min.)  +  40  min.  =  520  min.  In 
this  problem  we  are  required  to  find  "time."  We  know 
that  a  railway  train  runs  444  miles  in  520  minutes,  and  we 
want  to  know  how  long  it  will  take  it  to  run  1,060  miles 
at  the  same  rate  of  speed.  It  is  evident  that  the  time  it 
requires  to  run  1,060  miles  bears  the  same  relation  to  the 
time  it  takes  to  run  444  miles  that  1,060  miles  bears  to 
444  miles.  Letting  x  occupy  any  place  in  the  proportion, 
we  have  the  following,  the  value  of  x  being  the  same  in 
each.     Thus, 
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(a)     1,060  miles  :  444  miles  ::  x  min.  :  520  min., 
1,060  X  520       551,200 


or  X 


444        444 


10  6  0  4  4  4  )  5  5  1  2  0  0.0  0  (  1  2  4  1.4  4+  min. 

520  444 

21200  1072 

5300 '  8_8_8 

551200  18  40 

1776 

640 
44  4 


1960 
1776 

1840 
17  76 

64 

Reducing   1,241.44  min.  to  hours   by  dividing   by  60,  we 
have 

6  0)1  2  4  1.4  4(20  hr.  41.44  min.     Ans. 
1  20 

41 

id)     444  miles  :  1,060  miles  ::  520  min.  :  x  min. 

X  =  1 '060^1520  ^  1  241.44  min.,  or  20  hr.  41.44  min.    Ans. 
444 

(c)  X  min.  :  520  min.  ::  1,060  miles  :  444  miles. 

X  =  k0602l520  ^  1  241.44  min.,  or  20  hr.  41.44  min.    Ans. 
444 

(d)  520  min.  :  x  min.  ::  444  miles  :  1,060  miles. 

=  M60  X  520  ^  1  241.44  min.,  or  20  hr.  41.44  min.    Ans. 
444 

(18)     A  pump    discharging    135    gal.    per   min.    fills    the 
tank  in  38  min.     Therefore,  a  pump  discharging  1   gal.  per 


I 
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mill,   fills  it  in   I'.V)  X  3.S  min.      Hence,  a  pump  discharging 
85  gal.  per  min.  fills  it  in     '  ^-— =  60tt  min.     Ans. 

135 
X   38 
1080 
405 
8  5)5T30(60TSr 
510 

30    _e_ 
875=  '' 

(19)  If  a  wheel   measuring   12.56  ft.  arovmd  it  turns  520 

times,  a  wheel  measuring   1   ft.  around  it  turns  520  x  12.56 

times.     Hence,  a  wheel  measuring   15.7  ft.   around  it  turns 

520  X  12.56        A^n  .■  x 

-     —    =  416  times.     Ans. 

15.7 

5  20 
1  2^6 
3  1  2  0 
2600 
1040 
520 
1  5.7)6  5  3  1.2  0(4  1  6  times 
6^8 
25  1 

942 
9  4  2 

(20)  If  a  cistern  2S  ft.  by  12  ft.  by  10  ft.  holds  798  bbl. 
of  water, 

a  cistern  1  ft.  by  12  ft.  by  10  ft.  holds  '^^  bbl.; 

28 

a  cistern  1  ft.  by  1  ft.  by  10  ft.  holds  ^o^^  ^^^•' 

a  cistern  1  ft.  by  1  ft.  bv  1   ft.  holds  ^^      '^^^       ^  bbl. 

28  X  12  X  10 
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Therefore,  by  a  similar   course  of   reasoning,   a  cistern 
20  ft.  by  17  ft.  by  6  ft.  holds 

57 

m    % 

798  X  20  X  17  X  6  ^  tU  X  ^0  X  17  X  g  _  969  _   .^,^  , , , 
28  X  12  X  10  nxnxt0  2     ~  ^^'  ^^'• 

4        JJ  Ans. 

2 

67 

17 

399 

57 
2)969 
4  8  4i 


MENSURATION  AND  USE  OF 
LETTERS  IN  FORMULAS. 


(1)  Substituting  for  /),  -r,  B,  and  /  their  values, 

^_  D  -  X  _  120  -  12  _  108  _  ^ 

^  ~"  i5  +  /  ~  10  +  3.5  ~  13.5  ~  - •  • 

A  line  between  two  numbers  signifies  that  the  one  above 
the  line  is  to  be  divided  by  the  one  below  the  line. 

(2)  Substituting  for  A^  //,  Z>,  and  x  their  values, 

Ah-\-D  _  (5  X  200)  +  120  _  1,000  +  120  _  1,120  _ 
2  ,t  +  6   ~     (2  X  12)  +  6     ~       24  +  6       ~     30     ^      * 
37i  +  Z>=37i+120  =  157i.     Ans. 

When  there  is  no  sign  between  the  letters,  multiplication 
is  understood. 

(3)  Substituting  for  A^  Z>,  /,  and  B  their  values, 


-      I     ^  ^      _      /         5  X  120  _      / 

"^  ~~  \  i  B -^  \.h~  \l  (3.5  X  10)  +  1.5~  V 


fioo 
3675 


=  4/16.4383  =  4.05+.     Ans. 

The  square  root  sign  extends  over  both  numerator  and 
denominator,  thus  indicating  that  the  square  root  of  ihe 
entire  fraction  is  to  be  extracted. 

(4)     Substituting  for  A,  B,  Z>,  and  h  their  values, 


_(^-^)'-4//^  +  2^  +  ^_(10-5)^-|/200  +  gXlO-f-5 
^~  A'-{l  +  D)  ~  5' -(1  +  120) 

^5--4/225^25-^^  .^^^     Ans. 

125  -  121  4  i  ' 

§3 

For  notice  of  copyright,  see  page  immediately  following  the  title  page. 
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(5)  When  one  straight  line  meets  another  straight  line, 
two  angles  are  formed  which  together  equal  180°.  Hence,  if 
one  of  the  angles  =  152°  3',  the  other  angle  =  180°  —  152° 
3',  or 

180°  =  179°  60' 
subtracting,       152°     3' 

27°  57'     Ans. 

(6)  See  Arts.  26-28. 

(7)  See  Art.  41,  A  rectangle  with  the  same  area  would 
have  the  same  Ipase  and  altitude. 

(8)  Since  the  area  is  to  be  found  in  square  inches,  the 
2^  feet  must  be  reduced  to  inches.  2^  ft.  =  30  in.  Area 
=  30  X  Hi  =  345  sq.  in.      Ans. 

(9)  It   will  take   1|-  boards  to  reach  lengthways  of  the 

room.      Since  the  room  is  15  feet  wide   and  each  board  is 

5 
5  lilt  Ill's  Avide,  it  will  take  15  -^  —  =  36  boards,  laid  side  by 

12 

side,  to  extend  across  the  width  of  the  room.     Hence,  num- 
ber of  boards  required  =  36  X  IJ  =  54.     Ans. 

(10)  The  total  area  of  the  floor  of  the  station  =  55  X  58  ft. 
=  3,190  sq.  ft.  —  25  X  26  ft.  =  650  sq.  ft.,  the  area  repre- 
sented by  the  lower  right-hand  corner  of  the  figure.  Hence, 
total  area  of  floor  =  3,190  —  650  =  2,540  sq.  ft. 

From  this  we  have  to  deduct  the  following  areas: 

2  boilers  =  2  X  8  X  19  =304  sq.  ft. 

Feed-pump  =       2-|  X  5       =    12.5  sq.  ft. 

2  engines  =  2  X  4i  X  10  =    90  sq.  ft. 

2  dynamos  =  2  X  5|  X  6|  =    71.5  sq.  ft. 

10  X  3  5  ' 

Switchboard  =     '        =      2. 92  sq.ft. 

12 


480.92sq.  ft. 

The  unoccupied  floor  space,  therefore,  equals 

2,540  -  480.92  =  2,059.08  sq.  ft.     Ans. 

(11)     A  triangle  with  three  equal  angles  has  three  equal 
sides,  and  is  therefore  an  equilateral  triangle. 


5?3 
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(Vi)  A  triangle  with  two  equal  angles  has  two  ecjual 
sides,  and  is  therefore  an  isosceles  triangle. 

(13)  The  sum  of  the  three  angles  in  any  triangle  =:  2  right 
angles,  or  180°.  In  the  given  triangle,  the  sum  of  two 
angles  =  23°  +  32°  32'  =  55"  32',  and  the  third  angle  =  180° 
-  55°  32',  or 

180°  =  179°  60' 
subtracting,         55°  32' 

124°  28'     Ans. 

(14)  In  Fig".  I  we  have  the  propor- 
tion A  D  \  D  R  w  A  B  \  BC,  in  which 
^  />  =  10  in.,  A  B  =  24  in.,  and  B  C 
=  i:U  in.,  to  find  D  E. 

Substituting  the  given  values, 

1{)  :  n R  ::  24  :  13^,  or 


DE  = 


10  X  13.5 
24 


—  5.625  in.     Ans. 


(15)  A  line  drawn  diagonally  from  one  corner  to  the  oj)- 
posite  one  would  form  the  hypotenuse  of  a  right  triangle, 
whose  two  sides  are  39  and  52  feet.  By  rule  6,  Art.  5S, 
the  length  of  the  diagonal  =  /52'^'39'  =  65  ft.     Ans. 

(16)  See  example,  Art.  64,  The  process  is  simply  to 
find  one  of  the  angles  of  the  polygon,  and  then  to  divide  it 
by  2.  By  rule  lO,  Art.  64,  one  of  the  interior  angles 
_  180  X  (8  -  2)  _ 


135^ 


This  divided  by  2  =  67  i°.     Ans. 


(1 
in  a 


7)     Since  this  is  a  regular  he.xagon,  it  may  be  inscribed 
circle  (Fig.  II),  and   the  radius  of  the  inscribing  circle 

, .,^  will  be  equal  to  one  side  of  the  hexagon. 

Since  the  diameter  E F=  2  inches,  the 
radii  A  B  and  A  C,  and  the  side  B  C 
each  =  1  inch,  and  the  triangle  ABC 
is  equilateral.  Draw  the  line  A  D  per- 
pendicular to  the  side  B  C;  it  will 
bisect  B  C.  Then,  in  the  right-angled 
triangle  A  D B,  A  B  =1"  Tind  B  D  =  \\ 
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to  find  A  D.  According  to  rule  7,  Art.  59,  A  D  —  /\/V  —  .b'' 
=  4/.75  =  ,866".  Hence,  the  distance  between  two  opposite 
sides  of  the  hexagon  =  yi  /?  x  2  =  .866  X  2  =  1.732'.     Ans. 

(18)     In  Fig.  Ill,  we  have  the  pro- 
portion B  I :  H  I::H  I :  I  A/\n  which 

B  1=  6  and  HI=\oiHK=^-  =  ^. 

^  2 

Substituting,    6  :  9  ::  9  :  /^,    or   I A 

81 
=  —  =  13.5  in.    Hence,  the  diameter  yi /? 


Pig.  III. 


IA-\-B  1=  13.5  +  6  =  19.5  in. 


Ans. 


(19)  One  mile  =  5,280   feet.      The  circumference  of  the 

wheel  in  feet  =  "^-l^^J^^—  =  18.8496.      (See  rule  12,  Art. 

77.)     Number    of    revolutions    in    going     1     mile  =  5,280 
~  18.8496  =  280.112.     Ans. 

(20)  Using  rule  15,  Art.  80,  area  =  diameter  squared 
X  .7854.     6.06'  =  36.7236;  36.7236  X  .7854  =  28.8427  sq.  in. 

Ans. 

(21)  Since  the  radius  of  the  circle  =  6  in.,  its  diameter 
=  12  in.,  and  its  circumference  =  12  X  3.1416  =  37.6992  in. 
There  are  360°  in  the  circumference,  and  the  length  of  an 


arc  of  12°  =  37.6992  X  7^  =  1.25664  in. 
obO 


Ans. 


(22)     The  area  of  a  circle  15  in.  in  diameter  =  15*  X  .7854 
=  176.715    sq.    in.      Hence,    the    area    of   a  sector   of   this 

124      2,208.937 


circle    whose    angle    is     12^°  =  176.715  X 


360 


360 


=  6.1359  sq.  in.     Ans.      (See  rule  17,  Art.  82.) 

(23)     {a)  The  side  of  a  square  whose  area  =  103.8691  sq.  in. 
=  4/103.8691  =  10.1916  in.     Ans. 

{b)     By  rule  16,  Art.  81,  the  diameter  of  a  circle  having 

the  sa.e  area  =, 


103.8691 
.7854 


=  114  in.     Ans. 
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(c)  Perimeter  of  the  square  =  10.1916  X  4  =  40.76G4  in. ; 
circumference  of  the  circle  =  11.5  X  3.1416  =  36.1284  in. ; 
difference  =  40. 7664  —  36. 1284  =  4. 638  in.     Ans. 

(24)  The  perimeter  of  the  base  =  4  X  6  =  24  in.  =  2  ft. 
Convex  area  =  2  X  12  =  24  sq.  ft.  The  area  of  the  bases 
is  found  as  follows:  In  Fig.  IV,  A  B  ^ 
=  4  in.  and  A  C  =  2  in. ;  since  this  is  a 
regular  hexagon,  A  O  =  A  B  =  4:  in.  By 
rule  7,  Art.  59,  O  C  =  \/-^'  -  2'  =  ^/l2 
=  3.4641    in.;     area    of    triangle    AOB 

= ^ •=  6.9282    sq.    in.;    area    of 

base  =  6.9282  X  6  =  41.5692;  and  the  area  Fig.  rv. 

of  both  bases  =  41.5692  X  2  =  83.1384  sq.  in.     This  reduced 

to  square  feet  =      '     —  =  .5774.      Hence,   the  area  of    the 

entire  surface  of  the  column  is  24+  .5774  =  24.5774  sq.  ft. 

Ans. 

(25)  The  cubical  contents  in  cubic  inches  =  area  of  base 
in  square  inches  X  altitude  in  inches.  The  area  of  the 
base  in  the  last  example  was  found  to  be  41.5692  sq.  in. ; 
altitude  =  12  X  12  =  144  in.  Hence,  the  cubical  contents 
=  41.5692  X  144  =  5,985.9648  cu.  in.     Ans. 

(26)  This  example  is  solved  by  combining  the  rules  for 
the  circular  ring  (see  example,  Art.  81)  and  for  the  cylinder. 
To  obtain  the  area  of  one  end  of  the  tube,  we  have  4'  X  .7854 
=  12.5664  =  area  of  a  circle  4  inches  in  diameter;  3.73" 
X  .7854  =  10.9272  =  area  of  a  circle  3.73  inches  in  diameter; 
difference  =  12.5664  —  10.9272  =  1.6392  =  area  of  one  end  of 
the  tube.  The  cubical  contents  =  1. 6392  X  12  =  19. 6704cu.  in. ; 
the  weight  =  19.6704  X  .28  =  5.5,  or  5^  lb.     Ans. 

(27)  This  example  is  done  exactly  like  the  one  in  Art.  92, 
and  the  solution  is  given  here  without  explanation. 


(a)     In  the  formula  of  rule  18,  Art.  83,  — ^  y  -r-  —  .608, 
/i  in  this  case  =  18,  and  I?  =  60. 
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Substituting,  area  = 

i><J^^^r^,  =  i2<3!i  ^3.333-608  =  432  X  i^iWs 
3  lb  o 

=  432  X  1.65  =  712.8  sq.  in.     This   reduced  to  square   feet 

=  712.8  -^  144  =  4.95.       Hence,     the    steam    space  —  4.95 

X  16  =  79.2  cu.  ft.     Ans. 

(d)  Total  area  of  one  end  of  boiler  in  square  inches  =  60* 
•X  .7854  =  2,827.44.  From  this  is  to  be  subtracted  the  area 
of  the  tube  ends  and  of  the  segment  found  above. 

Area  of  ends  of  tubes  =  3.5'  X  .7854  X  64  =  615.75  sq.  in. 

Area  of  segment  =  712.8    sq.  in. 

1,328.55  sq.  in. 

Area  of  water  space  =  2, 827. 44  — 1,328.55  =  1,498.89  sq.  in. 

Contents  of  water  space  =  1,498.89  X  16  X  12  =  287,- 
786.88  cu.  in.,  and  287,786.88  -4-  231  =  1,245.83,  number  of 
gallons,  or  say  1,246  gal,     Ans. 

(28)  The  area  of  the  convex  surface  =  circumference  of 

base  X  4  slant  height  =  18.8496  X  -r  =  94.248  sq.  in.      (See 

2 

rule  21,  Art.  97.)  The  area  of  the  entire  surface  =  94. 248  sq. 
in.  -)-  the    area    of    the    base.      The   diameter   of   the    base 

=      '      — -  =  6  in. ;  hence,  the  area  of  the  base  =  6'  X  .7854 
3.1416 

=  28.2744  (rules  13  and  15,  Arts.  78  and  80);  there- 
fore, the  area  of  the  entire  surface  =  94.248  +  28.2744 
=  122.5224  sq.  in.     Ans. 

(29)  Using  rule  23,  Art.  98,  volume  =  area  of  base  X 
9 
3 


1  altitude  —  28.2744  X  ^=  84.8232  cu.  in.     Ans 


(30)  The  vat  has  the  form  of  an  inverted  frustum  of  a 
pyramid.  Area  of  larger  base  =  15^^  =  225  sq.  ft. ;  area 
of  smaller  base  =  12^^  =  144  sq.  ft.  Hence,  by  rule  24, 
Art.     103,    the    contents    of     the    vat    in    cubic    feet  =■ 

11       ..,_   . 11       _.„       11 


(225  +  144  +  |/225  X  144)  —  =  (369  +  180)  x  -rr  =  549  X  ^ 
=  3,013  cu.  ft.      This  should  be  reduced  to  cubic  inches  by 


§3 


USE  OF  LETTERS  IN  FORMULAS. 


multiplying  by  1,728,  the  number  of  cubic  inches  in  a  cubic 
foot.  2,013  X  1,728  =  3,478,464:  cu.  in.  Since  there  are 
231  cubic  inches  in  a  gallon,  the  number  of  gallons  that  the 

vat  will  hold  =  '  '    ']\        =  15,058.29.     Ans. 

(31)  The  pail  is  in  the  form  of  a  frustum  of  a  cone. 
Area  of  larger  base  =  12"  X  .7854  =  113.0970  sq.  in.  Area 
of  smaller  base  =  03.6174  sq.  in.  Hence,  the  contents  in 
cu'bic  inches  = 

11 


(113.0970  +  03.0174  +  4/113.0976  X  03.6174)  X  -r^ 


11 


=  (176.715  +  4/7,194.9753)  —  =  (170.715  +  84.8232)  X 
=  201.5382  X  ^  =  958.9734. 


n 
3 


The  contents  of  the  vat  in  cubic  inches  were  found  ia 
the  last  example  to  be  3,478,404.  Hence,  the  number  of 
pails  of  water  required  to  fill  the  vat  =  3,478,404  -4-  958.9734 
=  3,627.28.     Ans. 

(32)  (a)  By  rule  25,  Art.  104,  area  of  the  surface 
^  22.5"  X  3.1410  =  500.25  X  3.1410  =  1,590.435  sq.  in.     Ans. 

(d)  Using  rule  2G,  Art.  105,  the  cubical  contents 
=  the  cube  of  the  diameter  X..5236  =  11,390.025  X  .5236 
=  5,964.1313  cu.  in.     Ans. 

(33)  (a)    Given    0B=^^,  or  8    inches,    and    O  A  =^, 

or  0^   inches,    to    find    the    volume,   area,    and  weight   (see 

Fig.V): 

8  +  0.5 


Radius    of    center    circle    equals 


2 


or    7^    inches. 


Length  of  center  line  =  2  X  3.1410  X  7^ 
=  45.5532  inches. 

The  radius  of  the  inner  circle  is 
OHnches  and  of  the  outer  circle  8  inches ; 
therefore,  the  diameter  of  the  cross- 
section  on  the  line  A  B  is  1^  inches. 
Then,  according  to  rule  27,  Art.  106, 


Fig.  V. 
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the  area  of  the  ring  is  1^  X  3.1416  X  45.553  =  214.665  square 
inches.     Ans. 

Diameter  of  cross-section  of  ring  =  1^  inches. 

Area  of  cross-section  of  ring  =  (l^)'  X  .7854=  1.76715  sq. 
in.     Ans. 

By  rule  28,  Art.  107,  volume  of  ring  =  1.76715  X  45.553 
=  80.499  cu.  in.     Ans. 

{d)     Weight  of  ring  =  80.499  X  .261  =  21  lb.     Ans. 


PRINCIPLES  OF  MECHANICS. 


(1)  Broadly  speaking,  mechanics  is  the  science  that 
treats  of  forces  and  their  effects  on  material  bodies.  See 
Art.  1. 

(2)  See  Arts.  2,  3,  and  4. 

(3)  Solid,  liquid,  and  gaseous.     See  Arts.  6,  7,  and  8. 

(4)  General  properties  are  such  as  are  common  to  all 
substances;  special  properties  are  such  as  are  possessed  by 
certain  substances  only.     See  Arts.  13  and  24, 

(5)  (a)  Motion  is  that  condition  of  a  body  that  causes  it 
to  change  its  position  in  relation  to  some  other  body.  See 
Art.  30. 

(d)  Velocity  is  the  rate  of  motion,  that  is,  the  distance 
passed  through  in  a  unit  of  time.      See  Art.  32. 

(c)  Uniform  velocity  means  passing  over  equal  distances 
in  equal  intervals  of  time.      See  Art.  32. 

{d)  Variable  velocity  means  passing  over  equal  distances 
in  unequal  intervals  of  time,  or  passing  over  unequal  dis- 
tances in  equal  intervals  of  time.      See  Art.  33. 

((■))  (a)  Acceleration  is  the  rate  of  change  of  velocity. 
See  Arts.  .35  and  .57. 

(d)  Retardation  denotes  the  rate  of  decrease  of  velocity. 
See  Arts.  3(5  and  58. 

(c)  The  average  velocity  is  that  unift)rm  velocity  that 
carries  the  body  over  the  same  distance  in  the  same  time  as 
the  variable  velocity.     vSee  Art.  37. 
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(7)  Since  1  day  contains  24  hours,  the  total  number  of 
hours  consumed  in  the  trip  was  6  X  24  +  16  =  160  hours. 
The  average  speed  per  hour  was,  therefore,  3,240 -=-160 
=  20i  mi.     Ans.     See  Art.  38. 

(8)  Reducing  the  25,000  miles  to  feet,  we  have  25,000 
X  5,280  =  132,000,000  feet.  The  time  in  minutes  would, 
therefore,  be  132,000,000  ~  3,000  =  44,000  minutes.  Redu- 
cing the  time  to  days,  hours,  and  minutes,  we  get  30  da. 
13  hr.  20  min.     Ans.     See  Art.  40. 

(9)  By  the  effects  it  produces  on  matter.     See  Art.  41. 

(10)  The  point  of  application,  the  direction  of  action, 
and  the  magnitude  of  each  force  must  be  known.  See 
Art.  44. 

(11)  vSee  Art.  46. 

(12)  Inertia  is  that  property  of  a  body  by  virtue  of  which 
the  body  always  tends  to  remain  in  the  particular  state  of 
rest  or  motion  that  it  has  at  the  moment  considered.  See 
Art.  48. 

(13)  See  Arts.  52  and  53. 

(14)  The  weight  of  a  body  is  proportional  to  the  force  of 
gravity ;  and  since  the  force  of  gravity  is  different  for  differ- 
ent localities,  the  weight  of  any  body  will  differ  likewise. 
See  Art.  56. 

(15)  By  rule  4,  Art.  60, 

^         346  ,^„,  . 

(16)  See  Art.  62. 

(17)  The  constant  opposing  force  is  30  X  15  =  450  pounds, 
30  tons  =  30  X  2,000  =  60,000  pounds.  The  force  /  to  pro- 
duce the  required  acceleration  will,  by  rule  5,  Art  63,  be 

—  a  =  ■     '     ,    X  3  =  5,5974-  pounds.     Hence,  the  total  force 
£■  32.16  »         I    r 

required  will  be  5,597  +  450  =  6,047  lb.     Ans. 
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5,280 


(18)     1    mile   per  hour  =  5,280   feet    per    hour. 


60  X  60 
=  f  I  =  ly'^g^    feet    per    second.       Momentum,    according   to 

Art.  67,  =  ^!^  X  It  =  2,736.3  lb.     Ans. 
o2.1b         15 

(19)  (<?)  Work  is  the  overcoming  of  a  resistance  through 
a  i,ertain  distance.      See  Arts.  69,  70,  and  71. 

{/')  Power  is  the  rate  of  doing  work.  See  Arts.  12 
and  73. 

(c)  Energy  denotes  ability  to  do  work.  See  Arts.  74 
and  75. 

/««x     66,000  X  80       ,,  TT  T^ 

W     a-sioOO  X  BO  =  ''^  "•  P-     '^"'-     See  Art.  7.3. 

(21)  The  kinetic  energy  of  the  body  by  rule  7,  Art.  7(>, 

is  ^  =  y^^^o^  !?  =  360,000  foot-pounds.     This  amount  of 
2,^'-         2  X  32.16  '■ 

Avork  must  be  done  in  3  minutes.      Hence,  the  horsepower 

required  to  stop  the  body  will  be  -^ f-  33,000  =  3y\  H.  P. 

o 

Ans. 

(22)  Zero.     See  Art.  86. 

(23)  Friction  is  the  resistance  that  a  moving  body  encoun- 
ters from  the  surface  of  another  body  along  which  or  through 
which  it  moves.      See  Art.  88. 

(24)  According  to  Art?  89,  the  coefficient  of  friction  will 
be  WW  =-06.     Ans. 

(25)  (<?)  From  Table  I  we  find  the  coefficient  of  friction 
to  be  .16.  Hence,  the  total  friction  will  be  1,000  X  .16 
=  160  lb.     Ans.     See  Art.  92. 

(^)     ifl"  =  l-'^  lb.  per  sq.  in.     Ans. 

(26)  The  center  of  gravity  of  a  body  is  a  point  at  which 
the  whole  weight  of  the  body  may  be  considered  as  concen- 
trated. This  point  may  be  either  inside  or  outside  the  body. 
See  Art.  98. 

(27)  See  Art.  99. 
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(28)  Suspend  the  body  successively  from  two  different 
points  and  find  the  point  of  intersection  of  two  plumb-lines 
from  the  points  of  suspension.  The  center  of  gravity  Avill 
be  on  the  line  passing  through  the  point  of  intersection  and 
perpendicular  to  the  plumb-lines.     See  Art.  103. 

(29)  (a)  Centrifugal  force  is  that  force  that  tends  to 
pull  a  revolving  body  away  from  the  point  about  which  the 
body  revolves.     See  Art.  104. 

{d)  Centripetal  force  is  that  force  that  tends  to  pull  a 
revolving  body  toward  the  point  about  which  it  revolves. 
See  Art.  105. 

(30)  The  centrifugal  and  centripetal  forces  of  a  given 
revolving  body  are  always  equal  and  opposite.    See  Art,  104, 

(31)  Applying  rule  14,  given  in  Art.  106, 

i^  =.  00034  X  10  X  6  X  60'':=  73.44  1b.     Ans. 

(32)  See  Arts.  110,  111,  and  112. 

(33)  The  forces  acting  on  a  body  at  rest  are  in  equilib- 
rium.    See  Art.  109. 

(34)  As  long  as  the  line  of  direction  falls  within  the  base, 
the  body  will  stand ;  if  it  falls  outside  the  base,  the  body  will 
fall.  In  the  former  case  the  forces  will  be  in  equilibrium ;  in 
the  latter  they  will  not  be  in  equilibrium.     See  Art.  113. 


MACHINE    ELEMENTS. 


(1)  {a)  A  lever  is  a  rigid  bar  or  rod  capable  of  being 
turned  about  a  pivot. 

[d)  The  weight  arm  is  that  part  of  the  lever  between  the 
fulcrum  and  the  weight. 

(c)  The  force  arm  is  that  part  of  the  lever  between  the 
fulcrum  and  the  force. 

(d)  The  fulcrum  is  the  point  or  pivot  about  which  the 
lever  turns.     See  Arts.  1  and  2, 

(2)  The  product  of  the  weight  and  the  weight  arm  must 
be  equal  to  the  product  of  the  force  and  the  force  arm.  See 
Art.  2, 

(3)  See  rule  1,  Art.  3. 

(4)  ^^^—  =  3.4  in.     Ans.     See  Art.  3. 

(5)  Solid  pulleys  and  split  pulleys.     See  Art.  9, 

(6)  Split  pulleys  can  be  more  easily  put  on  and  removed 
from  shafts  than  solid  pulleys.     See  Art.  9. 

(7)  As  explained  in  Art,  11,  the  belt  climbs  toward  the 
highest  part  of  the  pulley;  and  since  in  a  crowned  pulley 
the  highest  portion  is  in  the  center,  the  belt  will  tend  to  stay 
on  the  pulley. 

(8)  "  Balancing  pulleys  "  is  the  operation  of  making  oppo- 
site sides  of  pulleys  equal  in  weight,  so  that  the  centrifugal 
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forces  of  the  opposite  sides  of  a  revolving  pulley  will  be 
equal.  A  pulley  is  balanced  by  first  finding  which  side  is 
the  lighter  and  then  adding  weights  to  the  lighter  side  until 
it  is  as  heavy  as  the  other.     See  Art.  12. 

(9)  The  "driver"  is  the  pulley  that  imparts  motion  to 
the  belt.  The  "driven"  is  the  pulley  that  receives  motion 
from  the  belt.      See  Art.  14. 

(10)  Applying  rule  3,  Art.  15, 

„      6X1,800       ,-.  . 

^  =  — 600— =  ^^^"-     ^"^- 

(11)  Applying  rule  6,  Art.  18, 

N=  ^  X  MOO  ^  g^^g^  ^^^^  p^^  ^.^^    ^^^^ 

Iv 

(12)  Applying  rule  7,  Art.  33, 

B=d\  (^4^)  +  2  X  40  =  93  ft.     Ans. 

(13)  From  Table  I  we  find  that  the  allowable  effective 
pull  C  for  an  arc  of  contact  of  120°  is  28.8  pounds.  Apply- 
ing rule  S,  Art.  37, 

„.       33,000  X  40       ^^^  ^  .^  .  . 

^^=  1,650  X  28:8  =  '^■^'  '^y  ^^  ^"-     ^"^- 

(14)  Applying  rule  9,  Art.  38, 

(15)  Applying  rule  10,  Art.  31, 

„,       23,100X40        ^_    .,  ...  . 

^=  1,650  X  28.-8  =  ^'•^*'  '^y  ^'  ^"-     ^"^- 

(16)  The  hair  or  grain  side  is  commonly  considered  to  be 
the  proper  side  to  be  in  contact  with  the  pulley  face.  For 
reasons  see  Art.  33, 

(17)  No;  rosin  makes  the  belt  gummy  and  causes  it  to 
crack.     See  Art.  33. 
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(18)  Pulleys  run  out  of  true;  they  should  be  turned  true. 
Pulleys  out  of  line;  they  should  be  lined  up.  Belts  some- 
times flap  if  they  are  run  at  speeds  over  4,000  feet  per  min- 
ute; perforating  the  belt  with  a  series  of  small  holes  is  said 
to  remedy  the  defect  in  this  case.  Lack  of  steadiness  in 
running;  take  steps  to  insure  steady  running.  A  defective 
joint;  unlace  the  joint  and  relace  it  properly.  Too  great  a 
distance  between  pulleys;  reduce  the  distance  if  possible  or 
substitute  a  wider  belt.     See  Art.  33. 

(19)  Lacing,  sewing,  riveting,  and  cementing.  The 
cemented  joint  is  considered  the  best. 

(20)  See  Art.  38. 

(21)  A  wheel  that  imparts  motion  to  another  is  called  a 
"driver."  A  "follower"  is  a  wheel  that  receives  motion 
from  another. 

(22)  Letting  IV  represent  the  weight  we  have,  by 
rule  13,  Art.  39, 

50  X  90  X  30  X 36  =  JFx  30  X  12  X  20, 

or  4,860,000  =  7,200  JV. 

TT  ijr      4,800,000       ^,„_  .,         . 

Hence,  JV  =  -hr^rr^ —  =  G75  lb.     Ans. 

(23)  (a)  Circular  pitch  is  the  distance  measured  along 
the  pitch  circle  from  a  point  on  one  tooth  to  the  correspond- 
ing point  on  the  next  tooth.      See  Art.  47. 

(d)  Diametral  pitch  is  the  number  of  teeth  per  inch  of 
pitch  diameter.      See  Art.  47. 

(24)  The  epicycloidal  and  the  involute.  See  Arts.  51 
and  52. 

(25)  Involute  teeth  are  stronger  and  their  action  is  more 
satisfactory.     See  Art.  52, 

(26)  Applying  rule  13,  Art.  54, 

„       1.152X00       ^^  .  . 

Jj  =  — ..  ,  ,, =  22  m.     Ans, 

3.1410 
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(27)  Applying  rule  15,  Art.  56, 

i"= ^77 =  1.57  in.     Ans. 

dO 

(28)  Applying  rule  17,  Art.  59, 

A  =  ^-=10iin.     Ans. 

o 

(29)  Applying  rule  21,  Art.  63, 

7V=  7.5  X  8-2  =  58  teeth.     Ans. 

(30)  A  fixed  pulley  has  a  stationary  block.  A  movable 
pulley  has  a  movable  block.     See  Arts.  71  and  73. 

(31)  Calling  W^the  weight  that  can  be  raised,  we  have, 
by  applying  rule  37,  Art.  74, 

J^=  150  X  14  =  2,100  lb.     Ans. 

(32)  The  force  that  must  be  applied  is  greater  than  if 
there  were  no  frictional  losses.     See  Art.  75. 

(33)  Applying  rule  38,  Art.  75, 

r  100X1,500  o-,o«1K  A 

fa  =  iR A — -rrTT  =  312.5  lb.     Ans. 

•^ "        2  X  4  X  60 

(34)  With  the  Weston  differential  pulley  block  a  much 
greater  weight  can  be  raised  with  a  given  force  than  with 
the  ordinary  pulley ;  and  the  load  can  be  stopped  anywhere 
by  ceasing  to  pull  on  the  chain.  .  See  Art.  78. 

(35)  Applying  rule  30,  Art.  83, 

P=  ^^^^^  ^^  =  102.8+,  say  103  lb.     Ans. 

(36)  Applying  rule  31,  Art.  83, 

„.      36X50       ,^^,,         . 
W=  — -— —  =120  lb.     Ans. 
15 

(37)  First  applying  rule  34,  Art.  89,  we  find  the  factor 
by  which  the  theoretical  weight  is  to  be  multiplied. 

Thus.  £=^_  =  A. 
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Then  applying  rule  35,  Art.  90,  to  obtain  the  theoretical 
weight,  we  find 

„,      G.2832  X  50  X  20       .^^  ^.^  ,,    '         , 
IV  = Y =  37,699.2  pounds. 

Finally  applying  the  principle  of  Art.  93,  we  find  the 
probable  actual  weight  to  be 

37,699.2  X  tV  =  2,356.2  lb.     Ans. 

(38)  {a)  The  velocity  ratio  is  the  ratio  between  the  dis- 
tance through  which  the  force  acts  and  that  through  which 
the  weight  moves.     See  Art.  103. 

{d)  The  efficiency  is  the  ratio  of  the  actual  work  to  the 
theoretical  work.      See  Art.  105, 

(39)  By    Art.    105,   the    efficiency    would    be   ^f^!^'\ 

37, 699. « 

=  .0625,  or  6^  per  cent.     Ans. 


MECHANICS   OF   FLUIDS, 


(1)  Hydrostatics  is  that  branch  of  mechanics  that  treats 
nf  liquids  at  rest.      See  Art.  1. 

(2)  See  Art.  4. 

(3)  See  Art.  5. 

(4)  The  pressure  due  to  the  weight  of  water  acts,  like  any 
other  pressure  to  which  the  water  may  be  subjected,  in  all 
directions.      See  Art.  5. 

(5)  First  find  the  area  of  the  base.  This  equals  .7854 
X  3'  =  7.0G8G  square  inches.  Multiplying  this  by  the  height 
of  the  water,  we  get  7.0686  X  8  =  56.5488  cubic  inches  as 
the  volume  of  a  column  of  water  whose  weight  is  equal  to 
the  pressure  on  the  base.  Therefore,  the  pressure  on  the 
base  =  56.5488  X  .03617  =  2.045+  lb.  Ans.  See  Arts.  7, 
8,  and  9. 

(6)  See  Art.  12., 

(7)  The  water  stands  at  the  same  level  in  each  tube, 
because  it  is  then  in  equilibrium.      See  Art.  16, 

(8)  Because  of  the  resistance  of  the  air  and  the  friction 
in  the  pipe.     See  Art.  17. 

(9)  Specific  gravity  is  the  ratio  between  weights  of  equal 
volumes  of    any   substance  and  water.      Thus,   the   specific 
gravity  of  iron  is  the  ratio  between  the  weight   of  a  given 
volume  of  iron  and  the  weight  of  an  equal  volume  of  water 
See  Art.  23. 
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(10)  Using  the  principle  of  Art.  35  and  taking  the 
specific  gravity  from  Table  I,  we  have  for  the  weight  of  the 
aluminum  62.42  X  2.50  X  100  =  15,605  lb.     Ans. 

(11)  A  body  immersed  in  a  liquid  will  be  buoyed  up  with 
a  force  equal  to  the  weight  of  the  liquid  displaced.  See 
Art.  36. 

(12)  See  Art.  39. 

(13)  {a)  Hydrometers  are  instruments  for  determining 
the  specific  gravity  of  liquids  and  of  some  forms  of  solids. 

(d)  Hydrometers  of  constant  weight  and  hydrometers  of 
constant  volume.     See  Art.  30. 

(14)  Applying  rule  5,  we  have 

.7854  Xl'X  400       _  _.       „ 
n  = ^j^ =  16.32  gallons. 

As  there  are  60  minutes  in  1  hour,  the  amount  of  water 
that  can  be  pumped  in  1  hour  will  be  16.32  X  60  =  979.2  gaL 

Ans. 

(15)  The  amount  of  water  to  be  delivered  per  minute 
will  be  W  z=  15.6  gallons.  The  velocity  of  flow  for  this  case 
should  not  exceed  500  feet  per  minute.  Applying  rule  4, 
we  have 

.       19.25  X  15.6        ^^,  •     1,  1 

A  = ^r— =  .601  square  mch,  nearly. 

500 

From  Table  VI  we  see  that  the  nearest  larger  size  pipe  is 
the  1-inch  pipe,  which  has  an  actual  area  of  .863  square 
inch.      Hence,  a  1-inch  pipe  should  be  used. 

(10)  Bends  in  a  pipe  greatly  increase  the  resistance  to 
the  flow  of  water,  and,  hence,  also  the  power  required  to 
move  the  water  through  the  pipe.  As  the  power  available 
for  the  suction  pipe  of  a  pump  is  quite  small,  any  increase 
in  the  resistance  to  the  flow  will  materially  interfere  with 
the  satisfactory  working  of  the  pump.     See  Art.  39, 

(17)  See  Art.  41. 

(18)  About  30  in.,  as  explained  in  Art.  43. 
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(19)  By  means  of  a  vacuum  gauge.  See  Arts.  45  to  47, 
inclusive. 

Of\  v   1  ^  fl 

(20)  Applying  the  principle  of  Art.  48,  we  have 

=  163.2  in.     Ans. 

(21)  The  pressure  of  the  atmosphere  is  measured  with 
an  instrument  called  a  barometer.  See  Arts.  49  to  52, 
inclusive. 

(22)  The  higher  the  elevation  the  shorter  is  the  column 
of  air  and  the  lower  the  density  of  the  air.  Consequently, 
the  pressure  exerted  by  the  air  becomes  less  the  higher  we 
go  above  sea  level.     See  Art.  53. 

(23)  Like  the  pressure  exerted  by  a  liquid,  the  pressure 
of  the  atmosphere  acts  in  all  directions  with  the  same  inten- 
sity.    See  Art.  54. 

(24)  The  pressure  of  a  gas  varies  inversely  as  the  volume, 
the  temperature  remaining  constant.  Thus,  if  the  vol- 
ume is  reduced  one-half,  the  pressure  is  doubled;  if  the 
volume  is  reduced  to  one-third  the  original  volume,  the 
pressure  is  increased  to  three  times  the  original  pressure. 
See  Art.  55. 

(25)  (a)  Gauge  pressure  is  pressure  measured  above  the 
atmospheric  pressure.     See  Art.  56. 

(d)  Absolute  pressure  is  pressure  measured  from  vacuum 
and  is  equal  to  gauge  pressure  plus  atmospheric  pressure. 
See  Art.  56. 

(26)  Call  the  original  volume,  or  volume  of  the  tube,  1 ; 
then  the  volume  after  the  piston  has  moved  |  the  length  of 
the  tube  will  he  1  —  ^  =  -}.     Applying  rule  7,  we  have 

/,  =  — '— =  73.5  lb.  per  sq.  in.     Ans 

(27)  Applying  rule  8, 

14.7  X  1 
2\  =  — '■—- —  =  .1  =  yi^  the  original  volume.     Ans. 
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(28)  An  air  pump  is  an  apparatus  for  removing  air  from 
any  vessel;  in  other  words,  it  is  an  apparatus  for  producing 
a  vacuum  in  any  vessel.     See  Art.  60. 

(29)  No.     See  Art.  61. 

(30)  See  Art.  62. 

(31)  See  Arts.  63  and  64. 

(32)  When  the  water  reaches  the  same  level  in  both  ves- 
sels, the  flow  of  water  from  one  vessel  into  the  other  will 
cease.     This  follows  from  Arts.  63  and  64. 

(33)  The  highest  point  of  the  siphon  should  not  be  more 
than  28  feet  above  the  level  of  the  water  that  is  being 
siphoned,  or  the  siphon  will  not  work.     See  Art.  65. 

(34)  {a)  A  pump  is  an  apparatus  for  raising  water.  See 
Art.  68. 

[d)  Pumps  may  be  divided  into  three  classes,  depending 
on  their  mode  of  operation.      See  Art.  69. 

(c)  (1)  Suction  pumps;  (2)  lifting  pumps;  and  (3)  force 
pumps.      See  Art.  69. 

(35)  A  suction  pump  acts  by  producing  a  vacuum  in  the 
suction  pipe,  which  causes  the  water  into  which  the  lower 
end  of  the  suction  pipe  is  immersed  to  rise  in  the  suction 
pipe.     See  Art.  70. 

(36)  A  lifting  pump  will  raise  water  to  a  higher  point 
than  a  suction  pump.      See  Art.  72. 

(37)  A  force  pump  piston  does  not  have  any  valve  like 
the  piston  of  a  lifting  pump.      See  Art.  73. 

(38)  A  single-acting  force  pump  discharges  water  at 
every  second  stroke;  a  double-acting  force  pump  discharges 
water  during  each  stroke.     See  Art.  76. 


STRENGTH  OF  MATERIALS. 


(1)  (a)  A  stress  is  a  force  that  acts  in  the  interior  of  a 
body  and  tends  to  produce  a  deformation  in  the  body.  See 
Art.  1. 

(d)  Tensile,  compressive,  shearing,  transverse,  and  tor- 
sional.    See  Art.  2, 

(2)  By  Art.  3,  we  have 

unit  stress  =  --S^}-  =  400  lb.  per  sq.  in.     Ans. 

(3)  (a)  Strain  is  the  amount  of  deformation  produced  in 
a  body  by  the  action  of  a  stress.     See  Art.  4. 

(d)  Elasticity  is  that  property  of  a  body  by  virtue  t)f 
which  it  will  tend  to  return  to  its  original  shape  after  the 
force  producing  the  deformation  is  removed.      See  Art.  5. 

(c)  The  elastic  limit  is  that  unit  stress  at  which  permanent 
set  begins.      See  Art.  7. 

(4)  Since  the  ultimate  tensile  strength  per  square  inch  is 
55,000  pounds,  the  force  at  which  a  bar  having  an  area  of 
4  square  inches  will  rupture  is  4  X  55,000  =  220,000  lb.  Ans. 
See  Art.  10. 

(5)  Annealing  makes  the  chain  tougher,  more  ductile, 
and  less  liable  to  break  from  sudden  jerks.      See  Art.  16. 

(6)  Untwist  a  portion  of  the  rope  and  examine  the  con- 
dition of  the  inner  surfaces.      See  Art.  20. 

§7 
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(7)  (a)  The  safe  load  to  be  lifted  depends  on  the  size  of 
the  rope  and  on  its  manner  of  attachment  to  the  hook  of  the 
tackle  block  or  to  the  work.     See  Art.  33. 

(^)     See  Art.  23. 

(8)  (a)  Manila  rope  is  chiefly  used  for  hoisting  and  for 
power  transmission.     See  Art.  36. 

(d)  The  fibers  are  oiled  to  reduce  internal  wear.  See 
Art.  26. 

(9)  The  diameter  of  the  pulley  should  be  at  least  40  times 
the  diameter  of  the  rope.     See  Art.   28. 

(10)  Applying  rule  4,  Art.  30, 

H^=  600  X  my  =  1,350  lb.     Ans. 

(11)  Applying  rule  6,  Art.  30, 


I 


6^=4/16,000  X  .0316  =  4  in.,  nearly.     Ans. 

(12)  A  column  both  of  whose  ends  are  fixed  is  4  times  as 
strong  as  one  that  has  both  ends  movable  and  1|  times  as 
strong  as  one  that  has  one  fixed  end  and  one  movable  end. 
See  Art.  34. 

(13)  See  Art.  34. 

(14)  Applying  rule  7,  Art.  3*7,  and  taking  the  proper 
values  from  Tables  V  and  VII,  we  have 

„,      14,000  X  .7854  X  14^       ,  ^^,  ,^^„         . 
^=  (16  X  12)^  ^  ^>''^>^'' ^^-     ''"^• 

"^281.25  X  14' 

(15)  By  rule  8,  Art.  42,  the  area  of  the  piston  rod 
should  be 

.7854X40^X110       _^  _^  .     , 

^——T =  38.397  square  mches. 

o,o00 


/38  397 
The  corresponding  diameter  is\  /      '        =  7  inches,  nearly. 

y     . 7854 

Hence  a  6"  piston  rod  is  too  small.     Ans. 
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(16)  From  Table  X,  5  for  this  case  is  found  to  be  1,460. 
From  Table  XI,  A'  =  ^^  ^  ^^  =  457.33.  Now,  applying  the 
proper  formula  from  Table  IX,  we  have 

,.,       4X1,460X457.33       ,^  ^,^  ,,        . 
^= m02 =  lM47  1b.     Ans. 

(17)  By  rule  9,  Art.  50,  and  Table  XII,  the  safe  load 
would  be  4  X  6  X  500  =  12,000  pounds.  Hence,  a  load  of 
10,000  pounds  is  safe.     Ans. 

(18)  From  Table  XII,  S  =  4,400.  Applying  rule  lO, 
Art.  51,  we  have 

400,000      ,.-,         .  ,  , 

a  =     ,   '   ^    =  91  sq.  m.,  nearly.     Ans. 
4,400 

(19)  Double  shear  means  that  the  body  subjected  to  the 
shearing  stress  resists  this  stress  at  two  planes,  at  both  of 
which  shear  must  occur  to  produce  failure.     See  Art.  48. 

(20)  Countershafts  serve  to  effect  changes  in  speed  and  to 
stop  and  start  the  machinery.     See  Art.  54. 

(21)  Cold  rolled  shafting  is  made  cylindrically  true  by  a 
special  rolling  process.  Bright  shafting  is  turned  up  in  a 
lathe.     See  Art.  55, 

(22)  The  diameter  by  which  bright  shafting  is  designated 
is  that  of  the  bar  from  which  it  is  turned.      See  Art.  56. 

(23)  Pulleys  should  be  placed  as  near  the  bearings  as  pos- 
sible so  that  the  deflection  of  the  shaft  may  be  as  small  as 
possible.     See  Art.  58. 

(24)  Applying  rule  11,  Art.  GO,  after  finding  from 
Table  XIV  that  C  for  this  case  is  85,  we  have 

8*  V  80 
//  =       ^        =  481.8,  nearly,  say  482  H.  P.     Ans. 

(25)  From  Table  XIV  we  find  C  for  this  case  to  be  65. 
Applying  rule  13,  Art.  61, 

P     65  X  75      ^^  . 

R  = -J —  =  76  rev.     Ans. 
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(20)      From     Table    XIV,    T  =  95.       Applying    rule    13, 
Art.  63, 

^        3  /95  X  84        3/-—  ^  .  . 

^=\/  -g-QQ —  =  y2b.6,  say  3  m.     Ans. 

(27)  The  horsepower  of  a  shaft  will  vary  directly  with 
the  speed.     See  Art.  63. 

(28)  See  Art.  11. 

(29)  A  steel  rope  wears  better  than  an  iron  rope.     See 
Art.  39. 


ELEMENTS  OF 
ELECTRICITY  AND  MAGNETISM. 


(1)  The  end  b\  because  in  lookinj^  at  that  end  the  cur- 
lent  circulates  around  the  helix  in  an  opposite  direction  to 
the  hands  of  a  watch.      See  Art.  39. 

(2)  {a)   Negative.     See  Art.  7. 
{b)  Negative.     See  Art.  7. 

(3)  Let  A  represent  the  first  branch  and  B  the  second; 
then  r^  =  16.2  ohms,  )\  =  14.1  ohms,  and  C  —  0.37  amperes. 

The  current  f,  in  branch  A  is  found  by  using  for- 
mula 10 ;  substituting  gives 

Cr^         0.37X14.1       ._..  , 

c,  = — ^—  =  - — ,    ,    ,  .  ,  =  2.9643  amperes.     Ans. 

•       /', +  ^       10.2  +  14.1  ^ 

The  current  c^  in  branch  B  is  found  by  using  formula  11 ; 

substituting  gives   . 

c  -     ^''     -  'li^lJ^-'^  -  3  4057  amoeres      Ans 
'^  -  7;:fy^  -  10.2  +  14.T  -  ^'  ^^^^  ^"^Peres.     Ans. 

E 

(4)  (a)  From  Art.  04  and  formula  6,  C=-,-^,  where  6 

A 

is  the  current  in  amperes,  £  is  the  difference  of  potential  in 

volts  between  two  points,  and  R  is  the  resistance  in  ohms 

between  them.      In   this   example,    /:  =  58.4  volts  and  K 

P        i8  4 
=  2.3  ohms;  hence,  6^  =  tt  =  --+  =  25.3913  amperes.     Ans. 

A         2 .  o 

For  notice  of  copyright,  see  page  'rmiediately  followinif  the  title  page. 
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{h)     From  formula  21,  W  =^  -^,  where   W  is  the  power 

in  watts,  E  is  the  E.  M.  F.,  or  difiference  of  potential  in 
volts,  and  R  is  the  resistance  in  ohms.  In  this  example, 
i?=  58.4  volts  and  7?  =  2.3  ohms;  hence, 

„.      £-"       58.4^       3,410.56       ,   ,„,  „.^, 
W=-^=  -—-—  =  -^-— - —  =  1,482.8521  watts.     Ans. 
K  Z.o  4.6 

IV  E" 

(c)     Byformula32,  H.  P.=  -^;  by  formula  31,  IV  =~; 

74d  jK 

£■' 
therefore  (see  Art.  81),  H.  P.  =  where  H.  P.  is  the 

746  A: 

horsepower,  E  the   E.  M.  F.,  or  difference  of  potential  in 

volts,  and  R  the  resistance  in  ohms. 

„  ^    ^  58.4'  3,410.56       ^  ^._  , 

^^^^^'  ^-  ^-  =  746-^^X3  =  Vm:^  =  ^-^'^^  horsepower. 

Ans. 

(5)  By  formula  S,  E  =  C R,  where  if  is  the  total  E.  M.  F. 
in  volts  developed  in  a  closed  circuit,  C  is  the  current  in 
amperes  that  is  flowing,  and  R  is  the  total  resistance  in 
ohms  of  the  circuit.  In  this  example,  6^  =:  .75  ampere 
and  7^=  17.2  +  8.2  +  11.3  =  36.7  ohms;  hence,  E^CR 
=  .75  X  36.7  =  27.525  volts,  the  total  E.  M.  F.  developed 
in  the  battery. 

By  derivation  from  formula  S,  E'  =  C  R',  where  E'  is  the 
difference  of  potential  in  volts  between  two  points,  C  is  the 
current  in  amperes  flowing,  and  R'  is  the  resistance  in  ohms 
between  the  two  points. 

Between  a  and  d,  R' =  ll.S  ohms  and  C=.75  ampere; 
hence,  E'  =  C  R'  =  .75  X  ll.S  =  8.475  volts.     Ans. 

Between  I?  and  c,  7?' =  8.2  ohms  and  C  =  .76  ampere; 
hence,  E'  =  C  R'  =  .75  X  8.2  =  6.15  volts.     Ans. 

Between  a  and  c,  the  difference  of  potential  is  the  differ- 
ence of  potential  between  a  and  d  plus  that  between  d  and  c, 
which  is  8.475  +  6.15  =  14.625  volts.  Or,  since  the  differ- 
ence of  potential  between  a  and  c  is  the  available  E.  M.  F. 
of  the  battery,  when  a  current  of  .75  ampere  is  flowing,  it 
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can  be  calculated  by  using  formula  9,  E'  =z  E  —  C  r,,  where 
E'  is  the  available  E.  M.  F.,  ^  is  the  total  E.  M.  F.  devel- 
oped in  the  battery,  C  is  the  current  that  is  flowing,  and  r, 
is  the  internal  resistance  of  the  battery.  In  this  case, 
Zt"=  27.525  volts,  C  =  .15  ampere,  and  r,  =  17.2  ohms; 
hence,  E'=  E-  Cr^  =  27.525  -  (.75  X  17.2)  =  14.(i25  volts. 

Ans. 

(6)  By  formula  %,  E  -  C  R,  where  E  is  the  total  E.  M.  F. 
in  volts  developed  in  a  closed  circuit,  C  is  the  current  in 
amperes  flowing,  and  R  is  the  total  resistance  in  ohms 
of  the  circuit.  In  this  example,  C  =  .127  ampere  and 
R  =  36.2  +  21.7  =  57.9  ohms.  Hence,  by  substituting, 
E=  C  R  =  .  127  X  57. 9  =  7. 3533  volts.     Ans. 

(7)  By  formula  14,  Q  =  C/,  where  Q  is  the  quantity  of 
electricity  in  coulombs  that  passes  through  a  circuit,  C  is 
the  current  in  amperes  flowing  in  that  circuit,  and  /  is  the 
time  in  seconds  during  which  the  current  flows.  In  this 
example,  C  =  8.32  amperes  and  /  =  2.25  x  60  x  GO  =  8,100 
seconds.  Hence,  by  substituting,  Q  =  C t  =  S.d'2  X  SylOO 
=  67,392  coulombs.     Ans. 

(8)  By  formula  19,  IV  =■  C  E,  where  IV  is  the  power  in 
watts,  E  is  the  E.  M.  F.  in  volts,  and  C  is  the  current  in 
amperes.  In  this  example,  .£"=112.5  volts  and  6^=12.2 
amperes.  Hence,  by  substituting,  JV=  CE  =  12.2  x  112.5 
=  1,372.5  watts.     Ans. 

(9)  By  formula  4,  r^—  r^  (1  +  ^  k),  where  r,  is  the  origi- 
nal resistance  of  a  conductor,  r^  is  the  resistance  after  a  rise 
in  temperature,  k  is  the  temperature  coefficient,  and  /  is  the 
rise  of  temperature  in  degrees  F.  In  this  example,  r,  =  43.2 
ohms,  /  =  85  -  60  =  25°  F.,  and  /&=  .002155,  from  Table  I. 
Hence,  r,  =  r,  {\  ^  t  k)  =  43.2  (1  -|-  25  X  .002155)  =  43.2 
X  1.053875  =  45.5274  ohms.     Ans. 


(10)     By  formula  13,  the  joint  resistance  of  three  con- 

T    T    T 

ductors  in  parallel  1\"  =  ; — ^ — * — —, ,  where  r  ,  r  , 

and  r,  are  the  separate  resistance  of  the  three  conductors. 
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respectively.  In  this  example,  let  1\  =  37  ohms,  the  resist- 
ance of  A\  r„  =  45  ohms,  the  resistance  of  B\  and  i\ 
=  72  ohms,  the  resistance  of  C.     Substituting  gives 

r,  r,  r^  _    37  X  45  X  72  _   119,880 

^  ^  +  r,  ^3  +  r,  r,  "   45  X  72  +  37  X  72  +  37  X  45   ~      7,569 
=  15.8383  ohms,  the  joint  resistance  of  the  three  conductors 
A^  i),  and  (7  connected  in  parallel.     Ans. 

(11)  From  Art.  43,  the  joint  resistance  of  several  con- 
ductors connected  in  series  is  equal  to  the  sum  of  their 
separate  resistances;  hence,  in  this  example  the  joint  resist- 
ance of  the  four  conductors  A^  B,  C,  and  D  in  series  is 
3  +  19-f72-f  111  =  205  ohms.     Ans. 

(12)  We  here  use  formula  16,  /  =  C^  R  t,  where  /  is  the 
work  in  joules,  C  is  the  current  in  amperes,  R  is  the  resist- 
ance in  ohms,  and  t  is  the  time  in  seconds.  In  this  case 
(7=  14.2  amperes,  R  =  S  ohms,  /  =  4,500  seconds.  Then, 
the  work  done  =  14.2  X  14.2  X  8  X  4,500  =  7,259,040  joules. 

Ans. 

(13)  From  Art.  75,  the  separate  resistance  of  any  branch 
of  a  derived  circuit  is  equal  to  the  difference  of  potential 
between  where  all  the  branches  divide  and  where  they  unite, 
divided  by  the  current  in  that  branch. 

Hence,     the    separate    resistance    of    branch   A   is    — -^ 

=  1.7313  ohms.     Ans. 

11    c 

The  separate  resistance  of  branch  B  is  -— ^  =  2.3673  ohms. 

4. 9  . 

Ans. 

E 

(14)  By  formula  7,  i?  =  j^,  where  R  is  the  total  resist- 
ance in  ohms  of  a  closed  circuit,  E  is  the  total  E.  M.  F. 
in  volts  developed  in  the  circuit,  and  C  is  the  current  in 
amperes    flowing    in    the     circuit.       In    this    example,    E 

=  22.4  volts,   and    C  =  A'd   ampere;  hence,  R  =:  -^  =      ' 

=  52.093  ohms,  the  total  resistance  of  the  circuit.  Since  the 
total  resistance  of  a  closed  circuit  is  equal  to  the  sum  of 
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the  external  and  internal  resistances,  the  external  resist- 
ance must  be  the  difference  between  the  total  resistance 
and  the  internal  resistance.  Hence,  the  external  resistance 
=  52.093  -  13.4  =  38.G93  ohms.     Ans. 

(15)     By  transposition  of  terms  in   formula   14,    C=-^, 

where  C  is  the  current  in  amperes,  Q  is  the  quantity  of 
electricity  in  coulombs,  and  /  is  the  time  in  seconds.  In 
tliis  example,  Q  =  368,423  coulombs  and  /  =  4.5  X  00  X  00 

=  10,200    seconds;    hence,    C=  ~  =  '    .  '         =  22.7421  am- 

/         10,200 

peres.     Ans. 

(10)  By  formula  16,  y=  C^  R  /,  where  /  is  the  work 
done  in  joules,  (T  is  the  current  in  amperes,  i*?  is  the  resist- 
ance in  ohms,  and  t  is  the  time  in  seconds.  In  this 
example,  C=  2.4  amperes,  R  =  45  ohms,  /  =  3,000  seconds. 
Then  the  electrical  work  done  =  2.4  X  2.4  X  45  X  3,000 
=  777,000  joules.  By  formula  18,  the  mechanical  Avork 
dtme  =  F.  P.  =  .7373/=  .7373  X  777,000  =  573,324.48  foot- 
pounds.    Ans. 

IV 

(17)  By    formula    32,    H.  P.  =^.;     by    formula     19, 

<  40 

F.  C 
IV  =  C  Ii\    therefore    (see  Art.   81),    H.  P.  =-—-,   where 

<40 

H.  P.  is  the  horsepower,  E  is  the  E.  M.  F.  in  volts,  and  C  is 

the    current  in  amperes.      In  this  example,  E  =  525  volts, 

and  (7=  12.5  amperes;  hence, 

H.  P.  =  ^^  =  ^^^211^^  =  8.7969  horsepower.     Ans. 

(18)  {a)  By  formula  30,  IV=C'R,  where  IT  is  the 
power  in  watts,  C  is  the  current  in  amperes,  and  R  is  the 
resistance  in  ohms.  In  this  example,  C  =  110  amperes  and 
i?  =  4.2  ohms;  hence,lV=  C  R  =  110'  X-4.2  =  50,820  watts. 

Ans. 

/Lx     Tj   T^          ^       50,820       ^^  ,^.,  ,  . 

(b)     H.  P.  =  — -  =  — f- —  =  68.123  horsepower.     Ans. 
^  '  746         746  ^ 
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(19)  By  formula  1,  the  changed  resistance  for  variation 

r  I 
in  length,  r^  =  -y-^,  where  r,  is  the  original  resistance,  /,  is 

the  original  length,  and  /^  is  the  changed  length.  In  this 
case,  r,  =  1  ohm,  /,  =  1,000  feet,  and  /,  =  2,000  feet.    Then, 

the  changed  resistance  r,  =  —      '  —  =  2  ohms.     The  next 

operation  is  to  determine  the  resistance  of  the  wire  when  its 
sectional  area  is  changed.  A  round  wire  1  inch  in  diameter 
has  a  sectional  area  of  .1*  X  .7854  =:  .007854  square  inch,  and 
a  square  wire  ,1  inch  on  a  side  has  a  sectional  area  of  .1  x  .1 

T    CI 

=  .01  square  inch.     By  formula  2,  r^  =  — — ^, where  r,  is  the 

original  resistance  of  a  conductor,  ?\  is  the  resistance  after 
its  sectional  area  is  changed,  d^  is  the  original  sectional 
area,  and  a^  is  the  changed  sectional  area.  At  this  stage 
of   the    example,    r^  =  2    ohms,   «,  =  .007854   square    inch, 

1              ni                   -     u       xj                     ^«.       3  X. 007854 
and  a„  =  .01    square  mch.      Hence,  r,  =  — — !  = — 

^  ^,  -01 

=  1.5708  ohms.     Ans. 

(20)  By    formula    32,    H.    P.  =  ^,    where    H.    P.    is 

the    horsepower    and    IV  is  the   power  in  watts.      In  this 

example,    W  =  54,200  watts;    hence,   H.  P.  =  — -  =  -    ' 

746  746 

—  72.6541  horsepower.     Ans. 

(21)  The  sectional  area  of  a  round  column  ,04  inch 
in  diameter  is  .04''  X  .7854  =  .00125664  square  inch,  or 
.001257  square  inch,  nearly. 

Reduce  the  specific  resistance  in  microhms  to  the  resist- 
ance in  ohms   by  dividing   by  1,000,000,  Art.   44,  which 

37  15 
gives      000  000  ~  -00003715  ohm;   or,  in  other  words,  the 

resistance  of  a  quantity  of  mercury  1  inch  long  and  whose 
sectional  area  is  1  square  inch  is  .00003715  ohm.  Next, 
from  this  resistance  and  length,  calculate  the  resistance  of 
a  column  of  mercury  72.3  inches  high,  with  a  sectional  area 
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r  I 
of  1  square  inch,  by  using  formula  1,  r^  =  -'— ,  where  r,  is 

the  original  resistance  of  a  conductor,  r^  is  the  resistance 
after  its  length  has  been  changed,  /,  is  its  original  length, 
and  /,  is  its  changed  length.      In  this  example,  r,  =  .OUOO;3715 

r  I 

ohm,   /,  =  1   inch,   and   /,  =  72.3   inches.      Hence,  r,  = -y-^ 

^  .00003710  X  72^  _   qq2685945,   or  .002()80   ohm,    nearly; 

or,  in  other  words,  the  resistance  of  a  column  of  mercury 
72.3  inches  high,  having  a  sectional  area  of  1  square  inch,  is 
.002<)<S(j  ohm.  From  this  result  calculate  the  resistance  of 
the  column  when  its  sectional  area  is  .001257  square  inch, 

V  ct 

by    using    formula    3,    r^  =  ~ — -,   where   r,    is  the    original 

resistance,  7\  is  the  resistance  after  the  sectional  area  has 
been  changed,  «,  is  the  original  sectional  area,  and  a^  is  the 
changed  sectional  area.  At  this  stage  of  the  example, 
r,  =  .002(i8(i  ohm,  a^  =  1  square  inch,  and  d^  =  .001257  square 
inch.     Hence, 

r,a,       .002686  X  1       ,,  ,..^.^    ,  . 

^'  =  i^  =      .001257      =  ^- ^'^^^  ^^^^^^-     ^^^- 

(22)  By  formula  6,  C  =  -^,   where  C  is  the  current   in 

amperes  flowing  in  a  closed  circuit,  I^J  is  the  total  E.  M.  F. 

in  volts  generated,   and  R  is  the  total  resistance  in  ohms 

of  the  circuit.     Since  the  total  resistance  of  a  closed  circuit 

is  the  sum  of  the  external  and  internal  circuits,  K  =  33  +  30 

£       45 
=  63  ohms,   and  7i  =  45  volts;  hence,    C  =  -^  =  -— =  .7143 

A        63 

ampere.     Ans. 

(23)  By  formula  19,  IV  =  C 7i,  where  JV  is  the  power 
in  watts,  E  is  the  E.  M.  F.,  or  difference  of  potential 
in  volts,  and  C  is  the  current  in  amperes.  In  this  exam- 
ple, if  =  510  volts  and  (7—24.3  amperes;  hence,  fr=  510 
X  24.3  =  12,393  watts.      Ans. 
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(24)  Referring  to  Art.  56,  the  total  E.  M.  F.  developed 
by  connecting  several  cells  in  series  is  equal  to  the  E.  M.  F. 
of  one  cell  multiplied  by  the  number  of  cells;  hence,  the 
E.  M.  F.  of  one  of  the  groups  of  6  cells  is  6  X  1.5  =  9  volts. 
In  the  same  article  it  is  stated  that  connecting  cells  in 
multiple,  or  parallel,  does  not  change  the  E.  M.  F.  between 
the  main  conductors.  In  this  case  each  group  of  6  cells 
can  be  considered  as  one  large  cell  developing  an  E.  M.  F. 
of  9  volts,  and,  consequently,  the  E.  M.  F.  of  the  four 
groups  connected  in  multiple,  or  parallel,  is  9  volts,  which 
would  be  the  E.  M.  F.  indicated  by  a  voltmeter,  connected 
to  the  main  conductors  c  and  c' .     Ans. 

W 

(25)  By    formula    22,    H.  P.  =  ^^ ;    by   formula    19, 

EC 
W=  CE;  therefore  (see  Art.  81),  H.  P.  =  ~~  where  H.  P. 

is  the  horsepower,  E  is  the  E.  M.  F.  in  volts,  and  C  is  the 
current  in  amperes.     In  this  example,   E  =  250  volts  and 

r      ,->,                   u           u  T>       ^<^      250  X  65.7      16,425 
C=  Go. 7  amperes;  hence,  H.  P.  =if^  = ^ =     y^g  ' 

=  22.0174  horsepower.     Ans. 

(26)  End  a ;  since,  Art.  29,  in  looking  at  the  face  of  the 
end  a,  the  current  circulates  around  the  core  in  the  same 
direction  as  the  movement  of  the  hands  of  a  watch. 

(27)  From  Art.  21,  iron  and  its  alloys,  nickel,  cobalt, 
manganese,  oxygen,  cerium,  and  chromium. 

(28)  Toward  the  south  pole,  since,  from  Art.  20,  unlike 
poles  attract  one  another. 

(29)  Toward  the  north  pole,  since,  from  Art.  20,  unlike 
poles  attract  one  another. 

(30)  The  current  should  enter  the  wire  at  the  end  (^; 
since.  Art.  29,  in  looking  at  the  face  of  the  south  pole  of 
the  magnet,  the  current  should  circulate  around  the  core 
in  the  direction  of  motion  of  the  hands  of  a  watch. 
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r   I. 
(;U)     By  formula  1,  r^  = -y-^,    where    r,    is    the    original 

resistance  of  a  conductor,  r,  is  the  resistance  after  its  length 
has  been  changed,  /,  is  the  original  length,  and  /,  is  its 
changed  length.  In  this  example,  r,  =  100.8  ohms,  /, 
=  (112  X  12)  +  0  =  1,350  inches,  /^  =  11.7  inches.      Hence, 

r, /,       100.8  X  11.7        ^,^^.     ,  , 

'^=X^         1,350    --•^'•^^'^hm.      Ans. 

(32)  By  formula  4,  r„  =  7\  (l-f- .'/'),  where  r,  is  the 
original  resistance  of  a  conductor,  r^  is  the  resistance 
after  its  temperature  has  risen,  k  is  the  temperature  coeffi- 
cient, and  /  is  the  number  of  degrees  rise  Fahrenheit.  In 
this  example,  r,  =  91.8  ohms,  /  =  72  —  45  =  27°,  and 
/'in  .000244,  from  Table  I.  Hence,  r^  =  )\  {\  ^  t  k) — 
Hl.S  (1  +  27  X  .000244)  =  91.8  X  1.006588  =  92.4048  ohms. 

Ans. 

(33)  By  formula  i>,  r^  =          '     .  ,  where  r,  is  the  original 

J.  ~^  Z  fC 

resistance  of  a  conductor,  r,  is  the  resistance  after  its  tem- 
perature has  fallen,  t  is  the  number  of  degrees  fall  Fahren- 
heit, and  k  is  the  temperature  coefficient  of  the  material. 
In  this  example,  r,  =  .144  ohm,  /  =  87  —  41  =  46°  F.,  and  k 
-  .002155,  from  Table  I.     Hence, 

r.  .144  .144  ^_     , 

=  .131  ohm. 


'       1  +  /  /(-       1  +  46  X  .002155       1.09913 

Ans. 

(34)     From  Art.    53,   the  fundamental   equation  of   the 

Wheatstone's  bridge  is  A'=  -tt-  X  P,  where  A' is  the  unknown 

resistance,  M  is  the  resistance  of  the  upper  balance  arm, 
A^  is  the  resistance  of  the  lower  balance  arm,  and  P  is  the 
resistance  of  the  adjustable  arm.  It  will  be  seen  from  the 
connections  of  the  battery  and  galvanometer  circuits  in 
the  diagram  that  the  coils  lying  between  c  and  a  form  the 
upper  balance  arm  of  the  bridge,  and,  hence,  in  this  exam- 
ple, M  —  1  ohm;  the  coils  between  a  and  d  form  the  lower 
balance  arm,  and,  hence,  N  =.  100  ohms;  the  coils  between 
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d  a.nd  b  form  the  adjustable  arm,  and,  hence,  /*=  500  -|-  200 
+  20  +  3  +  1  =  723  ohms.  Substituting  these  values  in 
the  fundamental  equation  gives 

M  1 


E 
(35)     By  formula  6,  C'  =  -^j  where   C  is   the  current 


in 


amperes  flowing  in  a  closed  circuit,  E  is  the  total  E.  M.  F. 
in  volts  developed  in  the  circuit,  and  R  is  the  total  resist- 
ance in  ohms  of  the  circuit.  In  this  example,  E  =  30  volts 
and  7?  =  24  +  18  =  42  ohms;  since,  according  to  Art.  60, 
the  total  resistance  of  a  closed   circuit  is  the  sum   of  the 

E       36 
internal    and    external    resistances.       Hence,    6^  =  -^  =  --r 

R       42 

=  .8571  ampere.     Ans. 

E 

(36)  By  formula  7,  7?=-^,  where  R  is  the  total  resist- 
ance in  ohms  of  a  closed  circuit,  E  is  the  total  E.  M.  F.  in 
volts  developed  in  the  circuit,  and  C  is  the  current  in 
amperes    flowing    through   the    circuit.      In   this   example, 

j5"  =  12.6  volts  and  (7  =  2.7  amperes;  hence,  R  =  -^  =  — rr 
=  4.6667  ohms.     Ans. 

(37)  By  formula  S,  E  =  C  R,  where  E  is  the  total  E.  M.  F. 
in  volts  developed  in  a  closed  circuit,  C  is  the  current  in 
amperes  flowing  through  the  circuit,  and  R  is  the  total  resist- 
ance of  the  circuit.  In  this  example,  C  =  .8  ampere  and 
7?  =  31.5  -)-  11  =  42.5  ohms,  since,  Art.  60,  the  total  resist- 
ance of  a  closed  circuit  is  the  sum  of  the  internal  and  exter- 
nal resistances.     Hence,  E  =  C R  =  ,8  X  42.5  =  34  volts. 

Ans. 

E 

(38)  {a)   By    formula    7,    R=j^,  where  R   is  the  total 

resistance  in  ohms  between  two  points  in  a  circuit,  E  is  the 
drop  or  loss  of  potential  in  volts  between  the  two  points, 
and  C  is  the  current  in  amperes  flowing  in  the  circuit.     In 
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this  example,  the  two  conductors  leading  to  and  from  the 

receptive  device  can  be  considered  as  in  series,  forming  one 

single  conductor  1,200  feet  in  length,  in  which  the  drop  or 

loss  of  potential  is  10  per  cent,  of  250  volts,  or  .10  X  250 

=  25  volts;  that  is,   £=25  volts.      Since  C  =  SO  amperes, 

E      25 
then,  R  =  -p=,=  —  =.3125  ohm;  or,  in  other  words,  the  sum 
C        oO 

of  the  resistances  of  two  conductors  that  transmit  a  current 

of  80  amperes  to  and  from  the  receptive  device  with  a  loss 

of  25  volts  is  .3125  ohm.     Ans. 

{d)  The  resistance  per  foot  of  any  conductor  is  found  by 
dividing  its  total  resistance  by  its  length  in  feet.  Assume 
the  two  conductors  leading  to  and  from  the  receptive  device 
to  be  one  single  conductor  1,200  feet  in  length  and  offering 
a  resistance  of  .3125  ohm;  hence,  its  resistance  per  foot  is 

3125 

=  .00026  ohm.     Ans. 


1,200 


(39)     By  formula  6,  C  = -^,  where  C   is  the  current  in 

amperes  flowing  in  a  closed  circuit,  £  is  the  total  E.  M.  F. 
in  volts  developed  in  the  circuit,  and  R  is  the  total  resist- 
ance in  ohms  of  the  circuit.  In  this  example,  ^  =  24  volts 
and  /?  =  8.1+  15.9  =  24  ohms,  since,  Art.  60,  the  total 
resistance  of  a  closed  circuit  is  the  sum  of  the  internal 
and  external  resistances.     Hence, 

6  =  -75-  =  -7-:  =  1  ampere. 
R       24 

By  formula  Q,  E'  =  B  —  Cr„  where  E'  is  the  available, 
or  external,  E.  M.  F.  in  volts  of  a  battery  or  other  elec- 
tric source  in  a  closed  circuit,  E  is  the  total  E.  M.  F.  in 
volts  developed  in  the  source,  C  is  the  current  in  amperes 
flowing  through  the  circuit,  and  r,  is  the  internal  resist- 
ance of  the  battery  or  electric  source.  In  this  exam- 
ple, ii  =  24  volts,  C  =  I  ampere,  and  r,  =  8.1  ohms. 
Hence,   ^'  =  ^  -  Tr,  =  24  -  (8.1  X  1)  =  15.9  volts.     Ans. 
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(40)  Let  A  represent  the  first  branch  and  B  the  second; 
then  r,  =  1.3  ohms,  r,  =  2.2  ohms^  and  C  —  A:b  amperes. 

The  current  c^  in  branch  A  will  then  be  found  by  substi- 
tuting these  values  in  formula  10,  which  gives 

Cr^  45  X  2.2        99        .^  ,_.  . 

Since  the  sum  of  the  currents  in  the  two  branches  is 
45  amperes,  the  current  in  branch  B  is,  therefore,  the  differ- 
ence between  45  amperes  and  the  current  in  branch  A,  or 
45  —  29.1176  =  15.8824  amperes.     Ans. 

(41)  {a)  A  kilowatt  is  1,000  watts  or  about  1^  horse- 
power. 

{b)     150  kilowatt  =  150,000  watts.     By  formula  22, 

^^   .^        150,000       ^^,  ^„^  ,  , 

H.  P.  =        '   —  =  201.072  horsepower.     Ans. 

(42)  300  kilowatt  =  300,000  watts.  By  transposing  for- 
mula 19,  we  get 

^       IV      300,000       ,  ^^^  . 

6  =  -7^  =  — :r-b; —  =  1,200  amperes.     Ans. 
L  250  ^ 

(43)  (a)  A  kilowatt-hour  is  a  unit  of  electrical  work  and 
is  equal  to  the  total  amount  of  work  done  when  one  kilowatt 
is  supplied  for  one  hour. 

(d)  110  volts  X  40  amperes  =  4,400  watts,  f^oa.  _  4. 4  kilo- 
watts. The  time  is  9.5  hours.  The  kilowatt-hours  =  4.4 
X  9.5,  or  41.8  kilowatt-hours.     Ans.     See  Art.  83. 
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(1)  It  causes  a  rise  in  temperature,  causes  an  increase  in 
volume,  and  causes  a  body  to  change  from  a  solid  to  a  liquid 
or  from  a  liquid  to  a  gas,  according  to  the  state  it  is  in  when 
the  heat  is  applied.     See  Art.  8. 

(2)  When  we  speak  of  the  temperature  of  a  body,  we  refer 
to  the  condition  of  the  molecules  that  compose  it.  If  they 
are  in  a  state  of  rapid  vibration,  the  body  is  said  to  have  a 
high  temperature ;  if  they  are  moving  slowly,  it  is  said  to 
have  a  low  temperature.     vSee  Art.  2. 

(3)  (a)  A  British  thermal  unit  is  the  quantity  of  heat 
required  to  raise  1  pound  of  water  through  1  degree  Fahren- 
heit.    See  Art.  10. 

(^)  One  B.  T.  U.  is  equivalent  to  778  foot-pounds  of 
work.     See  Art.  13. 

(4)  If  two  blocks  of  wood  are  rubbed  briskly  together, 
they  will  develop  heat.  There  are  many  other  similar 
instances.     See  Art.  1*^. 

(5)  {a)  and  {d)  See  Art.  16. 
(c)  See  Art.  14. 

(6)  To  raise  10  pounds  of  water  from  74°  to  75"  requires 
10  B.  T,  U.  Then,  the  specific  heat  of  glass,  according  to 
Art.  15,  is  the  ratio  of  1.77  to  10,  or  .177  equals  the  specific 
heat  of  glass.     Ans.     See  Art.  15. 

§11 
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(7)  Since  it  takes  1  B.  T.  U.  to  raise  1  pound  of  water 
through  1  degree  of  temperature,  and  when  1  pound  of  water 
falls  1  degree  of  temperature,  it  gives  off  1  B.  T.  U.,  1,000 
pounds  of  water  falling  1  degree  of  temperature  will  give 
ofif  1,000  B.  T.  U.,  and  falling  from  213°  to  192°,  or  20°, 
will  give  off  1,000  X  20  =  20,000  B.  T.  U.  Each  pound  of 
steam  in  being  transformed  into  water  gives  off  its  latent 
heat,  966  B.  T.  U. ;  1,000  pounds  give  off  1,000  X  966 
=  966,000  B.  T.  U. ;  so  the  whole  amount  of  heat  liberated 
by  1,000  pounds  of  steam  at  212°  in  being  transformed  to 
water  at  192°  is  966,000  +  20,000  =  986,000  B.  T.  U.  In 
order  to  raise  1  pound  of  water  from  32°  to  112°,  it  takes 
112°  -  32°  =  80  B.  T.  U.  Therefore,  986,000  B.  T.  U.  will 
raise  986,000  -f-  80  =  12,325  lb.  of  water  from  32°  to  112°. 
Ans.     See  Arts.  9,  10,  and  17. 

(8)  Applying  rule  2,  Art.  19,  the  product  of  the  weight, 
specific  heat,  and  temperature  of  the  water  is  10  X  1  X  90 
=  900;  of  the  mercury,  15  X  .0333  X  60  =  29.97;  of  the 
alcohol,  20  X  .60  x  40  =  480 ;  and  the  sum  of  these  products 
is  900  +  29.97  +  480  =  1,409.97.  The  product  of  the  weight 
and  specific  heat  of  the  water  is  10  X  1  =  10;  of  the  mer- 
cury, 15  X  .0333  =  .4995;  of  the  alcohol,  20  X  .60  =  12;  and 
the  sum  of  these  products  is  10  +  .4995  +  12  =  22.4995. 
Then  the  temperature  of  the  mixture  is  1,409.97-^-22.4995 
=  62.66°.     See  Art.  19. 

(9)  The  quantity  of  heat  contained  in  a  mixture  is  the 
same  as  the  quantity  of  heat  contained  in  the  substances 
before  mixing.      See  Art.  19. 

(10)  Using  rule  3,  Art.  20,  and  substituting,  we  have 

20(966  +  212)4-400X55  _ 
^  -  20  +  400  -  ^^^-^^  •     ^''^' 

(11)  The  boiling  point  of  a  liquid  varies  with  the  pres- 
sure on  its  surface.     See  Art.  22, 

(12)  (a)  Saturated  steam  is  steam  having  the  tempera- 
ture corresponding  to  its  pressure.     See  Art.  33. 


§  U  HEAT   AND    STEAM.  3 

{b)  Superheated  steam  is  steam  that  is  not  in  contact 
with  water  and  is  at  a  temperature  higher  than  the  boiling 
point  corresponding  to  its  pressure.     See  Art.  25, 

(13)  See  Art.  27. 

(14)  According  to  rule  1,  Art.  15,  the  heat  required  to 
raise  the  temperature  of  10  pounds  of  ice  from  25°  to  32°  is 

504  X  10  (32  -  25)  =  35.28  B.  T.  U.  It  requires  144  B.  T.  U. 
to  change  1  pound  of  ice  to  water  at  the  same  temperature. 
To  change  10  jjounds  of  ice  at  32°  to  water  at  32°  requires, 
therefore,  10  X  144  =  1,440  B.  T.  U.  Then,  to  raise  the  water 
from  32°  to  212°  requires,  according  to  rule  1,  Art.  15,  1  X 
10  (212  -  32)  =  1,800  B.  T.  U.  To  change  1  pound  of  water 
into  steam  at  the  same  temperature  requires  9f)6  B.  T.  U  , 
and  to  change  10  pounds  of  water  at  212°  to  steam  at  212° 
requires  10  X  9G6  =  9,660  B.  T.  U.  Therefore,  to  change 
10  pounds  of  ice  at  25°  to  steam  at  212°  requires 

3  5.2  8 
1  44  0.0  0 
1  800.0  0 
9  6  6  0.0  0 


1  2  9  3  5.2  8  B.  T.  U      Ans. 

(15)  See  Art.  29. 

(16)  90  pounds  gauge  pressure  =  90  +  14.7=  104. 7  pounds 
absolute  pressure.  The  heat  required  to  change  water  at 
the  boiling  temperature  into  steam  at  the  same  temperature, 
called  the  "latent  heat  of  vaporization,"  is  denoted  in  the 
table  by  L.  Now,  referring  to  the  table,  we  find  that  for 
/>  =  104.7,  L  =  881.368.  That  is,  it  takes  881.368  B.  T.  U. 
to  change  1  pound  of  water  at  90  pounds  gauge  pressure 
into  steam  at  the  same  pressure.  To  change  40  pounds 
requires  40x881.368  =  35,254.72  B.  T.  U.  35,254.72 
X  778  =  27,438,172  ft. -lb.     Ans. 
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18.6624 
18.7489 

80.0630 
80.6216 
81.1827 

4.64 

4.65 
4.66 

21.5296 
21.6225 
21.7156 

99-8973 
100.545 
101.195 

4-97 
4.98 
4.99 

24.7009 
24.8004 
24.9001 

122.763 
123.506 
124.251 

5-00 
5-01 

5.02 

5.03 

5  04 
5.05 
5.o6 

5.07 
508 

509 

5.10 
5-" 

5-12 

5-13 
5.14 
5.15 

5.16 
5-17 
5.18 

S19 
5.20 

5-21 
5-22 

5-23 

5.24 

5.25 
526 

527 

5.28 
5.29 
5.30 

5.31 
5.32 

5-33 


25.0000 

25.1001 
25.2004 
25.3009 

25.4016 
25-5025 
25.6036 

25.7049 
25.8064 
25.9081 

26.0100 
26.1121 
26.2144 

26.3169 
26.4196 
26.5225 

26.6256 
26.7289 
26.8324 

26.9361 
27.0400 
27.1441 

27.2484 
27-3529 
27-4576 

27-5625 
27.6676 
27.7729 

27.8784 
27.9841 
28.0900 

28.1961 
28.3024 
28.4089 


125.000 

25-752 
26.506 
27.264 

28.024 
28.788 
29-554 

30.324 
31-097 
31.872 

32.651 

33-433 
34.218 

35.006 
35-797 
36.591 

37-388 
38.188 
38.992 

39-798 
40.608 
41.421 

42-237 
43-056 
43-878 

44  703 

45-532 
46.363 

47.198 
48.036 
48.877 

49.721 
50-569 
51-419 


5-33 

5-34 
5.35 
5.36 

5.37 
5.38 
5.39 

540 
5.41 
5.42 

5.43 
5-44 
5-45 

5.46 
5-47 
5.48 

5.49 
5.50 
5.51 

5-52 
5-53 
5.54 

5.55 
5.56 
5.57 

5.58 
5-59 
5.60 

5.61 
5.62 
.5.63 

5.64 
5.65 
5.66 


28.4089 

28.5156 
28.6225 
28.7296 

28.8369 

28.9444 
29.0521 

29.1600 
29.2681 
29.3764 

29.4849 
295936 
29.7025 

29.8116 
29.9209 
30.0304 

30.1401 
30.2500 
30.3601 

30.4704 
30.5809 
30.6916 

30.8025 
30.9136 
31.0249 

31-1364 
31-2481 
31.3600 

31.4721 

31-5844 
31.6969 

31.8096 
31.9225 
32.0356 


151-419 

52.273 
53-130 
53-991 

54-854 
55-721 
56-591 

57-464 
58.340 
59.220 

60.103 
60.989 
61.879 

62.771 
63.667 
64-567 

65.469 
66.375 
67.284 

68.197 
69.112 
70.031 

70.954 
71.880 
72.809 

73-741 
74-677 
75-616 

76.558 
77-504 
78.454 

79.406 

80.362 
81.321 


5.66 

5.67 
5.68 

5.69 


5.79 
5.80 
5.81 

5.82 
5.83 
5.84 


5-94 
5-95 
5.96 

!  5-97 
598 
5-99 


32.0356 

32.1489 
32.2624 
32.3761 


5.70  32.4900 

5.71  I  32.6041 
5.721  32.7184 

5.73'  32-8329 
5.74  32.9476 
5-75  j  33-0625 

5.76  33-1776 
5-77  33-2929 
S.78  33-4084 


33-5241 
33.6400 
33-7561 

33-8724 
33.9889 
34-1056 


5.85  [  34-2225 

5.86  34  3396 

5.87  34-4569 

5.88  34-5744 

5.89  34.6921 

5.90  34.8100 

5.91  34-9281 
5.92;  35-0464 
5-93,  35-1649 


35.2836 
354025 
35-5216 

35-6409 
35-7604 
35.8801 


181. 321 

182.284 
183.250 
184.220 

185-193 
186.169 
187.149 

188.133 
1 89 . II 9 
190.109 

191.103 
192.100 
193.101 

194.105 
195-112 
196.123 

197-137 
198.155 

199-177 

200.202 
201.230 
202.262 

203.297 
204.336 
205.379 

206.425 

207.475 
208.528 

209.585 
210.645 
211. 709 

212.776 

213-847 
214.922 


n 

»» 

n' 

n 

„« 

«3 

n 

n« 

n» 

6.00 

36.0000 

216.000 

6.33 

40.0689 

253-636 

6.66 

44.3556' 

295.408 

6.0I 

6.02 

6.03 

36.1201 
36.2404 
36.3609 

217.082 
218.167 
219.256 

6.34 
6.35 
6.36 

40.1956 
40.3225 
40.4496 

254.840 
256.048 
257-259 

6.67 
6.68 
6.69 

44.4889 
44.6224 
44.7561 

296.741 
298.078 
299.418 

6.04 
6.05 
6.06 

36.4816 
36.6025 
36.7236 

220.349 
221.445 
222.545 

6.37 
6.38 

6.39 

40.5769 
40.7044 
40.8321 

258.475 
259.694 
260.917 

6.70 
6.71 
6.72 

44.8900 
45.0241 
45.1584 

300.763 
302.112 
303.464 

6.07 
6.08 
6.09 

36.8449 
36.9664 
37.0881 

223.649 
224.756 
225.867 

6.40 
6.41 
6.42 

40.9600 
41.0881 
41.2164 

262.144 

263.375 
264.609 

6.73 
6.74 

6.75 

45.2929 
45.4276 
45-5625 

304.821 
306.182 
307.547 

6.10 
6.II 
6.12 

37.2100 
37-3321 
37-4544 

226.981 
228.099 
229.221 

6.43 
6.44 

6.45 

41-3449 

41-4736 
41.6025 

265.848 
267.090 
268.336 

6.76 
6.77 
6.78 

45.6976 
45-8329 
45-9684 

308.916 
310.289 
311.666 

6.13 
6.14 
6.15 

37-5769 
37.6996 
37.8225 

230.346 
231.476 
232.608 

6.46 

6.47 
6.48 

41.7316 
41.8609 
41.9904 

269.586 
270.840 
272.098 

6.79 
6.80 
6.8i 

46.1041 
46.2400 
46.3761 

313.047 
314.432 
315.821 

6.16 
6.17 
6.18 

37-9456 
38.0689 

38.1924 

233-745 
234-885 
236.029 

6.49 
6.50 
6.51 

42.1201 
42.2500 
42.3801 

273-359 
274-625 
275.894 

6.82 
6.83 
6.84 

46.5124 
46.6489 
46.7856 

317.2x5 
318.612 
320.014 

6.19 
6.20 
6.21 

38.3161 
38.4400 
38.5641 

237.177 
238.328 
239.483 

6.52 
6.53 
6.54 

42-5104 
42.6409 
42.7716 

277.168 

278.445 
279.726 

6.85 
6.86 
6.87 

46.9225 
47.0596 
47.1969 

321.419 
322.829 
324.243 

6.22 
6.23 
6.24 

38.6884 
38.8129 
38-9376 

240.642 
241.804 
242.971 

6.55 
6.56 
6.57 

42.9025 
43-0336 
43.1649 

281. Oil 

282.300 

283-593 

6.88 
6.89 
6.90 

47.3344 
47.4721 
47.6100 

325.661 
327.083 
328.509 

6.25 
6.26 
6.27 

39.0625 
39.1876 
39-3129 

244.141 

245-314 
246.492 

6.58 

6.59 
6.60 

43.2964 
43-4281 
43.5600 

284.890 
286.191 
287.496 

6.91 
6.92 
6.93 

47.7481 
47.8864 
48.0249 

329-939 
331-374 
332-813 

6.28 
6.29 
6.30 

39-4384 
39-5641 
39.6900 

247.673 
248.858 
250.047 

6.61 
6.62 
6.63 

43.6921 
43-8244 
43-9569 

288.805 

290.118 

291.434 

6.94 

6.9s 
6.96 

48.1636 
48.3025 
48.4416 

334-255 
335-702 
337.154 

6.31 
6.32 
6.33 

39.8161 
39.9424 
40.0689 

251.240 
252.436 
253.636 

6.64 
6.65 

6.66 

44.0896 
44.2225 
44.3556 

292.755 
294.080 
295.408 

6.97 
6.98 
6.99 

48.5809 
48.7204 
48.8601 

338.609 
340.068 
341-532 

n 

n- 

«' 

n 
7.33 

«» 

n» 

n 

n* 

n» 

7.00 

49.0000 

343-000 

53.7289 

393-833 

7.66 

58.6756 

449-455 

7.01 
7.02 

7-03 

49.1401 
49.2804 
49.4209 

344-472 
345948 
347-429 

7.34 
7.35 
7.36 

53-8756 
54.0225 
54.1696 

395-447 
397.065 
398.688 

7.67 
7.68 
7.69 

58.8289 
58.9824 
59-1361 

451-218 
452.985 
454-757 

7.04 
7.05 
7.06 

49.5616 
49.7025 
49.8436 

348.914 
350.403 
351-896 

7.37 
7.38 
7.39 

54-3169 

54.4644 
54.6121 

400.316 
401.947 
403-583 

7.70 
7.71 
7.72 

59.2900 

59.4441 
59.5984 

456.533 
458-314 
460.100 

7.07 
7.08 
7.09 

49.9849 
50.1264 
50.2681 

353-393 
354-895 
356.401 

7.40 

7.41 
7.42 

547600 
54-9081 
55-0564 

405.224 
406.869 
408.51? 

7.73 
7.74 
7.7s 

59-7529 
59.9076 
60.0625 

461.890 
463-685 
465.484 

7.10 
7.11 
7.12 

50.4100 
50.5521 
50.6944 

357-9" 
359425 
360.944 

7.43 
7-44 
7.45 

55-2049 
55-3536 
55-5025 

410.172 
411-831 
413-494 

7.76 
7.77 
7.78 

60.2176 
60.3729 
60.5284 

467.289 
469-097 
470.911 

7.13 
7.14 
7.15 

50.8369 
50.9796 
51.1225 

362.467 
363 -994 
365-526 

7.46 
7-47 
7.48 

55-6516 
5  5 . 8009 
55-9504 

415. 161 
416.833 
418.509 

7.79 
7.80 
7.81 

60.6841 
60.8400 
60.9961 

472.729 
474552 
476.380 

7.16 
7.17 
7.18 

51.2656 
51.4089 
51-5524 

367.062 
368.602 
370.146 

7-49 
7.50 
7.51 

56.1001 
56.2500 
56.4001 

420.190 

421.875 
423-565 

7.82 
7.83 
7.84 

61.1524 
61.3089 
61.4656 

478.212 
480.049 
481.890 

7.19 
7.20 
7.21 

51.6961 
51.8400 
51.9841 

371-695 
373248 
374805 

7-52 
7.53 
7-54 

56.5504 
56.7009 
56.8516 

425.259 
426.958 
428.661 

7.85 
7.86 
7.87 

61.6225 
61.7796 
61.9369 

483-737 

485.588 
487.443 

7.22 

7.23 
7.24 

52.1284 
52.2729 
52.4176 

376.367 
377-933 
379-503 

7-55 
7.56 
7.57 

57-0025 
57-1536 
57-3049 

430.369 
432.081 
433-798 

7.88 
7.89 
7.90 

62.0944 
62.2521 
62.4100 

489.304 
49;. 169 

493-039 

7-25 
7.26 
7.27 

52.5625 
52.7076 
52.8529 

381.078 

382.657 
384.241 

7.58 
7-59 
7.60 

57-4564 
57.6081 
57.7600 

435-520 

437-245 
438.976 

7.91 
7.92 
7.93 

62.5681 
62.7264 
62.8849 

494.914 

496-793 
498.677 

7.28 
7.29 
7.30 

52.9984 
53144I 
53.2900 

385.828 

387.420  : 
389.017 

7.61 
7.62 
7.63 

57.9121 
58.0644 
58.2169 

440.711 

442.451 
444.195 

7.94 

7-95 
7.96 

63.0436 
63.2025 
63.3616 

500.566 
502.460 
504.358 

7.31 
7.32 
7-33 

53-4361 

53-5824 
53-7289 

390.618 
392.223 
393-833 

7.64 

7.65 
7.66 

58.3696 

58.5225 
58.6756 

445.994 

447.697 
449-455 

7.97 
7.98 
7-99 

63.5209 
63.6804 
63.8401 

506.262 
508.170 
510.082 

n 

«2 

n3 

n 

n2 

n^ 

n 

«2 

«^ 

8.00 

64.0000 

512.000 

8.33 

69.3889 

578.010 

8.66 

74-9956 

649.462 

8.0I 

8.02 

8.03 

64.1601 
64.3204 
64.4809 

513.922 
515-850 
517.782 

8.34 

8.35 
8.36 

69-5556 
69.7225 
69.8896 

580.094 
582.183 
584-277 

8.67 
8.68 
8.69 

75-1689 
75-3424 
75-5161 

651.714 
653.972 
656.235 

8.04 
8.05 
8.06 

64.6416 
64.8025 
64.9636 

519.718 
521.660 
523.607 

8.37 
8.38 
8.39 

70.0569 
70.2244 
70.3921 

586.376 
588.480 
590.590 

8,70 
8.71 
8.72 

75.6900 
75-8641 
76.0384 

658.503 
660.776 
663.055 

8.07 
8.08 
8.09 

65.1249 
65.2864 
65.4481 

525-558 
527-514 
529-475 

8.40 
8.41 
8.42 

70.5600 
70.7281 
70.8964 

592.704 
594-823 
596.948 

8.73 
8.74 

8.75 

76.2129 
76.3876 
76.5625 

665-339 
667.628 
669.922 

8.10 
8.1 1 
8.12 

65.6100 
65.7721 
65-9344 

531-441 

533-412 
535-387 

8.43 
8.44 
8.45 

71.0649 
71.2336 
71-4025 

599-077 
601.212 
603.351 

8.76 

8.77 
8.78 

76.7376 
76.9129 
77-0884 

672.221 
674.526 
676.836 

8.13 
8.14 
8.15 

66.0969 
66.2596 
66.4225 

537-368 
539-353 
541-343 

8.46 

8.47 
8.48 

71-5716 
71.7409 
71.9104 

605.496 
607.645 
609.800 

8.79 
8.80 
8.81 

77-2641 
77.4400 
77.6161 

679.151 
681.472 
683.798 

8.16 
8.17 
8.18 

66.5856 
66.7489 
66.9124 

543-338 
545-339 
547-343 

8.49 
8.50 
8.51 

72.0801 
72.2500 
72.4201 

611.960 
614.125 
616.295 

8.82 
8.83 
8.84 

77-7924 
77.9689 
78.1456 

686.129 
688.465 
690.807 

8.19 
8,20 
S.21 

67.0761 
67.2400 
67.4041 

549-353 

551-368 
553-388 

8.52 
8.53 
8.54 

72.5904 
72.7609 
72.9316 

618.470 
620.650 
622.836 

8.85 
8.86 
8.87 

78.3225 
78.4996 
78.6769 

693-154 
695.506 
697.864 

8.22 
8.23 
8.24 

67.5684 
67.7329 
67.8976 

555-412 
557-442 
559-476 

8.55 
8.56 
8.57 

73.1025 
73-2736 
73-4449 

625.026 
627.222 
629.423 

8.88 
8.89 
8.90 

78.8544 
79.0321 
79.2100 

700.227 
702.595 
704.969 

8.25 
8.26 
8.27 

68.0625 
68.2276 
68.3929 

561.516 
563-560 
565.609 

8.58 
8.59 
8.60 

73-6164 
73-7881 
73.9600 

631.629 
633.840 
636.056 

8.91 
8.92 
8.93 

79-3881 
79.5664 
79-7449 

707.348 
709.732 
712.122 

8.28 
8.29 
8.30 

68.5584 
68.7241 
68.8900 

567-664 
569-723 

571-787 

8.61 
8.62 
8.63 

74.1321 

74-3044 
74.4769 

638.277 
640.504 
642.736 

8.94 
8.95 
8.96 

1 

79.9236 
80.1025 
80.2816 

714-517 
7x6.917 
719.323 

8.31 
8.32 
8.33 

69.0561 
69.2224 
69.3889 

573-856 
575-930 
578.010 

8.64 
8.65 
8.66 

74.6496 
74-8225 
74-9956 

644-973 
647-215 
649.462 

8.97 
8.98 

8.99 

! 

80.4609 
80.6404 
80.8201 

721-734 
724-151 
726.573 

n 

»j'- 

n^ 

n 

,t^ 

«3 

n 

n« 

rr' 

9.00 

81.0000 

729.000 

9.33 

87.0489 

1 
812.166 

9.66 

93.3156 

901.429 

9.01 
9.02 
903 

81.1801 
81.3604 
81.5409 

731.433 
733-871 
736.314 

9-34 

!9.35 

9.36 

87.2356 
87.4225 
87.6096 

814.781 
817.400 
82(^.026 

9.67 
9.68 
9.69 

93.5089 
93-7024 
93.8961 

904.231 

907-039 
909.853 

9.04 
9.06 

81.7216 
81.9025 
82.0836 

738.763 
741.218 
743.677 

9-37 
9.38 
9.39 

87.7969 

87.9844 
88.1721 

822.657 
825.294 
827.936 

9.70 
9.71 
9.72 

94.0900 
94.2841 
94.4784 

912.673 
915.499 
918.330 

9.07 
9.08 
9.09 

82.2649 
82.4464 
82.6281 

746.143 
748.613 
751-089 

9.40 
9.41 
9.42 

88.3600 
88.5481 
88.7364 

830.584 
833-238 
835.897 

9-73 
9.74 
9-75 

94.6729 
94.8676 
95.0625 
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924.010 
926.859 

9.10 
9.II 
9.12 

82.8100 
82.9921 
83-1744 

753-571 
756.058 

758.551 

9-43 
9.44 
9-45 

88.9249 
89.1136 
89.3025 

838.562 
841.232 
843.909 

9.76 
9.77 
9.78 

95-2576 
95-4529 
95-6484 

929.714 
932.575 
935-441 

913 
9.14 

9.15 

83-3569 
83.5396 
83-7225 

761.048 

763-552 
766.061 

9.46 
9.47 
9.48 

89.4916 
89.6809 
89.8704 

846.591  1 
849-278 

851.971  : 

9.79 
9.80 
9.81 

95.8441 
96.0400 
96.2361 

938.314 
941.192 
944.076 

9.16 
9.17 
9.18 

83.9056 
84.0889 
84.2724 

768.575 
771-095 
773-621 

9.49 
950 
9-51 

90.0601 
90.2500 
90.4401 

854.670 

857-375 
860.085 

9.82 
983 
9.84 

96.4324 
96.6289 
96.8256 

946.966 
949-862 
952.764 

9.19 
9.20 
9.21 

84.4561 
84.6400 
84.8241 

776.152 
778.688 
781.230 

9.52 
9-53 
9-54 

90.6304 
90.8209 
91.0116 

862.801 
865.523 
868.251 

9.85 
9.86 

9.87 

97.0225 
97.2196 
97.4169 

955-672 
958.585 
961.505 

9.22 

923 
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